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PREFATORY  NOTE 


BY  THE  EDITORS  OF  THE  LANCET. 

The  present  Volume  is  a reproduction  of  the  Tlyderabad  Commissions  on 

Chloroform  and  of  the  Report  of  the  Commission  appointed  by  us  to  Investig’ate  the 

subject  of  the  Administration  of  Chloroform  and  other  Anaesthetics  from  a Clinical 

Standpoint,  and  published  iu  The  Lancet  in  1893,  with  the  view  of  snpplementiii”-  the 

work  of  the  Second  Hyderabad  Chloroform  Commission,  which  investigated  the  question 
experimentally.  Dr.  Lauder  Brunton,  F.R.S.,  represented  The  Lance/i'  at  the  Second 
Hyderabad  Commission,  and  the  able  Report  which  he  assisted  to  draw  up  appeared  in 
the  columns  of  The  Lancet  in  1 890.  Many  thanks  are  due  from  us  to  Dr.  Lauder 
Brunton  for  his  services  on  this  occasion  and  subsequently. 

Dr.  Dudley  Buxton  undertook  at  our  request  the  task  of  directing  the  Clinical 
Inquiry  as  The  Lancet  Commissioner,  and  the  Report  which  he  drew  up  appeared 
in  the  pages  of  The  Lancet  in  1893.  We  take  this  opportunity  of  expressing  our 
thanks  to  Dr.  Dudley  Buxton  for  his  cordial  co-operation.  The  work  was  one  which 
involved  the  expenditure  of  much  time  and  labour  ; we  are  therefore  anxious  to  record 
our  appreciation  of  the  ungrudging  way  in  which  Dr.  Dudley  Buxton’s  services  were 
rendered  both  on  the  occasion  of  the  production  of  the  Report  and  in  the  prepara- 
tion of  this  volume  for  the  press. 

In  reproducing  the  Reports  some  slight  changes  have  been  made  in  the  text  of  the 
introduction  and  elsewhere  necessitated  by  the  character  of  the  original  Report,  which,  as 
it  appeared  serially  iu  the  columns  of  The  Lancet,  needed  textual  reconstruction  to 
render  it  consecutive;  and  a full  description  of  the  Manometer  Experiments  has  (by  the 
kind  permission  of  the  Nizam  and  the  Government  of  H3ulerahad)  been  added. 

THOMAS  WAICLBV 


THOMAS  WAKLEY,  Jun« 
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THE  LANCET 

AND  THE 

HYDERABAD  COMMISSIONS  ON  CHLOROFORM 


INTRODUCTORY. 


The  Second  Hyderabad  Report  on  Chloroform  gives  a 
careful  account  of  588  experiments  made  on  the  lower 
animals.  It  undertook  to  investigate  the  way  in  which 
chloroform  kills,  and  whether  the  condition  of  the  animal  at 
the  time  of  the  administration  can  be  a determining  cause 
of  a peculiar  form  of  fatality.  Thus  experiments  were  under- 
taken with  dogs  caught  in  the  bazaars,  with  those  prepared 
for  experiment  by  fasting,  and  with  those  fed  just  before  the 
chloroform  was  given.  Some  dogs  were  fed  with  phosphorus 
to  produce  fatty  changes.  Thus  it  was  attempted  to  test 
the  effect  upon  (1)  fasting  animals;  (2)  animals  with  full 
stomachs ; (3)  animals  with  heart  disease ; (4)  animals 
diseased  in  other  ways ; (5)  animals  stimulated  by  alcohol, 
coffee,  &c. ; (6)  animals  who  had  various  alkaloidal  substances 
injected  before  the  chloroform  was  given ; (7)  animals 
chloroformed  in  various  postures— the  vertical,  the  recum- 
bent ; and  (8)  animals  chloroformed  in  various  ways — with 
inhalers  and  without. 

It  may  be  well  to  give  the  results  arrived  at,  and  to  do  so 
as  far  as  possible  in  the  words  of  the  Report : — 

“The  results  in  one  respect  are  uniform.  In  every  case 
where  chloroform  was  pushed  the  respiration  stopped  before 
the  heart.” 

The  interval  elapsing  between  complete  cessation  of 
respiration  and  circulation  differed  according  to  environing 
circumstances — it  was  shortest  when  the  chloroform  admini- 
stration was  complicated  by  circumstances  giving  rise  to  some 
jisphyxia.  The  same  is  true  of  very  slow  and  very  prolonged 
administration. 

Tracings  are  given  at  p.  58  of  a large  number  of  kymo- 
graphic  records,  which  were  reproduced  by  photography,  and 
which  led  the  Commission  to  the  following  conclusions. 

Chloroform  given  continuously,  but  properly  diluted  with 
air,  and  when  no  asphyxial  or  other  complications  exist,  pro- 
duces a gradual  fall  of  mean  blood  pressure.  This  commences 
before  unconsciousness  supervenes  ; continues  as  the  animal 
becomes  insensible  ; then  the  respiration  gradually  ceases  ; 
and,  lastly,  the  heart  stops  beating.  If  the  dilution  is  less  the 
fall  of  blood  pressure  is  more  rapid,  ‘ ‘ and  however  concen- 
trated the  chloroform  may  be,  it  never  causes  sudden  death 
from  stoppage  of  the  heart.”  The  fall  of  blood  pressure 
continues  for  a time  after  the  chloroform  has  ceased  to  be 
inhaled.  Holding  of  the  breath  produced  fall  of  blood 
pressure  and  slowing  of  the  lieart  boat.  Struggling,  when 
associated  with  holding  of  the  breath,  followed  by  gasping 
respiration  or  by  quickened  respiration,  led  to  rapid  fall  of 
blood  pressure.  Sliglit  continuous  aspliyxia  gave  ri.se  to 
exaggerated  and  irregular  oscillations  of  the  blood  pressure 
and  slowing  and  irregularity  of  the  heart’s  action. 

J n all  these  cases  gasping  respiration,  being  liable  to  succeed 


the  incomplete  respiration,  tends  to  produce  an  increased 
chlorofoi’m  intake  and  to  lessen  blood  pressure,  and  the 
animal  takes  an  overdose.  The  Report  also  gives  some 
valuable  experiments  taken  to  define  the  eSect  of  vagal 
stimulation  upon  the  chloroformed  heart. 

The  Report  makes  the  following  important  statement ; — 
“Complete  stoppage  of  the  respiration  always  means  that  an 
overdose  has  been  administered,  and  the  overdose  may 
be  so  great  as  to  render  restoration  impossible.  It  is 
impossible  to  say  whether,  after  chloroform  has  been  pushed 
and  then  discontinued,  the  respiration  will  be  restored 
spontaneously  or  not,  and  it  is  never  in  any  case  certain  that 
artificial  respiration  will  restore  the  natural  respiration  and 
blood  pressure,  no  matter  how  soon  it  is  commenced  after 
the  respiration  stops.  A great  deal  depends  upon  the  after- 
fall [of  the  blood  pressure]  ; in  some  cases  even  after  the 
respiration  has  been  restored  the  [blood]  pressure  continues 
to  fall  and  respiration  again  ceases,  and  artificial  respiration 
then  fails.  We  thus  find  re.spiratlon  restored  by  artificial 
re.spiration  while  chloroform  is  still  being  absorbed,  and  this 
tends  to  show  that  artificial  respiration  does  not  merely 
pump  the  chloroform  out  of  the  blood,  but  exerts  con- 
siderable influence  in  e.xciting  the  natural  re.spiration.”  When 
concentrated  chloroform  vapour  is  pushed  regardless  of  the 
breathing  the  heart  stops,  and  its  cessation  is  regarded  by 
the  Report  as  due  “to  stimulation  of  the  vagus  due  to 
asphyxia.”  The  animal  is  easily  restored,  “as  he  is  suffering 
more  from  asphyxia  than  chloroform  poisoning.”  It  corre- 
sponds to  those  ca.ses  in  which  dangerous  failure  of  the  heart 
is  said  to  have  occurred  some  minutes  after  the  administration 
of  the  chloroform  had  been  di.scontinued,  and  which  are  .some- 
times restored,  and  sometimes  not,  by  artifieial  respiration. 

The  effect  of  shock  in  incomplete  anaesthesia  upon  the 
lower  animals  “in  no  ca.se  in  any  stage  of  anac.sthc.sia  i>ro- 
duced  anything  oven  sugge.stive  of  syncope  or  failure  of  the 
heart’s  action.”  Further  direct  irritation  of  the  vagus  proved 
that  inhibition  of  the  heart’s  action  le.ssencd  rather  than 
assisted  the  fatal  effects  of  jirolonged  chloroform  adminis- 
tration.” The  experiments  witli  shock,  j)ainful  procedures 
being  undertaken,  showed  no  tendency  in  lower  animals  to 
produce  cardiac  failure.  Animals  suffering  from  fatty  licart 
produced  artificially  showed  no  tendency  to  die  from  heart 
failure.  After  severe  hasmorrliagc  no  tendency  to  cardiac 
failure  revealed  it.self.  Posture  in  the  lower  animals  )>ro- 
duced  no  tendency  to  .syncope.  Invcr.sion,  although  raising 
the  blood  pressure,  failed  to  produce  recovery  from  chloro- 
form overdose.  This  appears  to  bo  true  of  the  cases  in 
whicli  tlic  chloroform  ovcrdo.se  ])roduced  failure  of  respira- 
tion, while  the  circulation  was  feebly  maintained  and  failed 
after  cessation  of  the  breathing. 


REPORT 

OF 

THE  SECOND  HYDERABAD  CHLOROEORM 

COMMISSION.* 


Part  I. 

The  Origin  of  the  Commission. 

[Two  Commissions  to  examine  into  the  alleged  dangers  of 
chloroform  have  been  appointed  by  his  Highness  the  Nizam’s 
Government.  The  first  (see  Appendix)  Commission,  ap- 
pointed in  1888,  consisted  of  Surgeon  Hehir,  I.M.D.,  Presi- 
dent, and  of  Messrs.  J.  A.  Kelly,  L.R.C.P.  and  S.  Ed.,  and 
A.  Chamarette,  L.M.S.  This  Commission  was  applied  for  by 
Surgeon-Lieutenant-Colonel  Lawrie,  M.B.,  resident  surgeon 
at  Hyderabad,  to  investigate  by  experiments  on  dogs  whether 
in  death  from  chloroform  the  respiration  always  stops  before 
the  heart.  To  extend  this  line  of  research  still  further  the 
second  Commission  was  applied  for  and,  through  the  extra- 
ordinary generosity  of  his  Highness  the  Nizam,  was  granted. 
To  his  Excellency  the  Prime  Minister,  Sir  Asman  Jah, 
grateful  thanks  were  tendered  by  the  Commission  for  the  un- 
precedented liberality  and  public  spirit  displayed  by  his 
Highness’s  Government  in  prosecuting  these  important 
researches.  Personal  support  and  encouragement  were  given 
during  the  carrying  out  of  the  Commission’s  work  by  his 
Highness  the  Nizam,  the  Nawab  Munir-ul-Mulk,  son  of  the 
late  Sir  Salar  Jung,  the  Maharajah  of  Peshkar,'  and  the 
Nawab  Eakhr-ul-Mulk.  Among  the  members  of  his 
Highness’s  Government  who  showed  e.special  interest  in 
tlie  work  are  tlie  Nawabs  Mohsin-ul-Mulk,  Vikah-ul-Mulk, 
Imad-ul-Mulk,  his  Highness’s  private  secretary  Intcsar  Jung, 
Eatteh  Nawaz  Jung,  and  Mr.  Furdonji  Jamshedji,  private 
secretary  to  Sir  Asman  Jah. 

The  lines  on  which  the  First  Commission  proceeded  will  be 
seen  by  reference  to  p.  78,  on  which  the  report  is  printed. 
They  may  be  briefly  stated  here  ; — 

Effects  of  Chloroform  on  Circulation  and 
Respiration. 

The  doses  and  methods  of  administration  were  varied  as 
much  as  possible  and  different  percentages  of  air  given. 
The  report  was  in  due  course  presented  and  embodied 
in  the  annual  report  of  his  Highness’s  Medical  Depart- 
ment for  1888.  The  experiments  of  the  Commission  led 
them  to  conclude  that  chloroform  may  be  given  to  dogs  by 
inhalation  with  perfect  safety  and  without  any  fear  of  acci- 
dental death,  if  only  the  respiration,  and  nothing  but  the 
respiration,  be  carefully  attended  to  throughout.  This  con- 
clu.sion  was,  however,  not  accepted  by  the  medical  press  in 
England  and  Amcricca.  The  profession  in  Great  Britain 
were  largely  influenced  by  experimental  results  obtained  by 
various  observers  who  were  not  wholly  in  accord  with  the 
views  promulgated  by  the  first  Hyderabad  Commission.  The 
teaching  of  the  reports  of  the  Royal  Medical  and  Chirurgical 
Society  and  the  Glasgow  Chloroform  Commission  of  the 
British  Medical  Association  was  also  not  in  harmony  with 
this  conclusion,  and  so  it  was  determined  to  extend  the 
Hyderabad  experiments.  'I'lirough  the  exertions  of  Surgeon- 
Lieutcnant-Colonel  Lawrie  and  the  munificence  of  his  High- 
ness the  Nizam  of  Hyderabad  this  was  accomplished. 

A second  Commission  was  initiated,  of  which  the  following 
i,s  the  report,  and  Dr  Lauder  Brunton  became  The  Lancet’s 
representative  and  assessor  to  the  Commission,  his  Highness 
the  Nizam  providing  £1000  for  this  purpose  and  defraying 
the  expenses  of  the  Commission’s  work.  Thus  many  of'  the 
grave  difficulties  which  surrounded  such  an  undertaking  were 
removed.] 


But  there  is  still  another  difficulty : however  fair  and 
impartial  the  Hyderabad  Commission  may  try  to  be — and 
even  though  those  who  differ  from  them  may  credit  them 
with  care,  honesty,  and  impartiality — its  conclusions  will 
always  be  open  to  the  objection  that  the  Commission  may 
be  mistaken,  and  any  mistake  on  its  part  would  be  all  the 
more  fatal  and  disastrous,  because  its  conclusions  would  be 
very  difficult  to  disprove,  since  they  are  founded  on  such  a 
mass  of  experimental  evidence  as  has  never  been  collected 
before,  and  is  hardly  likely  to  be  collected  again — at  least, 
for  many  years.  To  avoid  such  ,a  possibility  the  Commission 
have  tried,  as  far  as  possible,  to  give  the  experimental  data 
from  which  their  conclusions  are  derived,  so  that  at  any 
future  time  and  in  any  part  of  the  world  these  data  will  be 
as  available  to  others  as  to  themselves,  and  may  be  used  by 
them  either  for  the  pm-pose  of  criticising  the  Commission’s 
conclusions  or  drawing  conclusions  of  their  own.  The 
utility  of  such  a course  has  been  impressed  upon  the  Com- 
mission during  the  progress  of  this  investigation  by  the 
example  of  the  Glasgow  Committee,  which  they  ha^■e 
followed.  The  Glasgow  Committee  drew  from  one  experi- 
ment alone  the  sweeping  conclusion  tliat  chloroform  has 
sometimes  an  unexpected  and  capricious  effect  on  the 
heart’s  action,  and  that  “the  occurrence  of  these  sudden 
and  unlooked-for  effects  seems  to  be  a source  of  serious 
danger.”  This  conclusion  is  obviou.sly  of  the  utmost  im- 
portance in  regard  to  chloroform.  The  leading  therapeutist 
in  the  United  States  writes,  “As  an  anaesthetic,  chloroform 
possesses  the  advantages  of  quickness  and  pleasantness  of 
operation,  sr^allness  of  dose,  and  cheapness.  Tliese  advan- 
tages are,  however,  so  outbalanced  by  the  dangers  which 
attend  its  use  that  its  employment  under  ordinary  circum- 
stances is  unjustifiable.”^  If  the  Glasgow  Committee  had 
only  given  their  conclusions,  it  would  liave  been  very  difficult 
indeed  to  disprove  them  ; but  fortunately  they  have  published 
a copy  of  the  manometer  tracing  on  whicli  these  conclusions 
are  founded,  and  an  inspection  of  thi.s  leads  inevital)ly  to  the 
belief  that  the  sudden  iind  unlooked-for  effects  on  the  heart’s 
action  wliich  the  Committee  attributed  to  chloroform  are  not 
really  due  to  it  at  all,  but  are  due  to  irritation  of  the  Nagi 
quite  apart  from  the  .action  of  tlie  annesthetic,  .and  are  the 
result  of  .accidental  .asphyxia.  The  Commission  have 
followed  the  excellent  example  of  the  Glasgow  Committee, 
and  reproduced  by  pliotography  the  tracings  on  wliicli  thei» 
opinion  is  b.ased,  so  th.at  all  tlio.se  who  look  .at  them  and 
compare  them  with  the  tracings  of  the  Gl.asgow  Committee, 
which  they  h.ave  also  reproduced,  may  judge  for  tliemselves, 
.and  form  their  own  opinions  on  the  subject.  (See  p.  73.) 

Dr.  Lauder  Brunton  and  Surgeon-Major  Bomford 
arrived  in  Hydcr.abad  on  Oct.  21st,  1889,  and  the  second 
Commission  was  constituted  at  once  as  follows : — Surgeon- 
Major  E.  L.awrie,  M.B.  Edin.,  President ; Dr.  T.  Lauder 
Brunton,  F.R.S.,  Dr.  Rustomji,  H.H.  the  Nizam’s  Medical 
Service  (members).  Dr.  Bomford,  secretary. 

Associ.atcd  with  the  second  Commission  were  the 
President  and  members  of  the  first  Commission — viz.  : 
Surgeon  P.  Hehir,  M.D.,  President  ; Mr.  J.  A.  Kelly, 
L.R.C.P.  and  S.Ed.,  L.F.P.  and  S.  Gl.asg.,  .and  Mr.  A. 
Chamarette,  I..M.S.,  Members.  The  Commission  is  very 
much  indebted  to  all  the  gentlemen  mentioned,  as  well  as 
to  Mr.  IVilliam  M.aybcrry,  who  gave  chloroform  ; but  is 
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especially  so  to  Dr.  Artliur  Clianiarette,  to  who.se  energy 
and  fertility  of  resource  the  sticces.s  of  the  e.xperiments  is 
mainly  due.  The  (Jomiuissiou  also  desires  to  thank  Mr. 
Tripp,  the  Deputy  Principal  of  the  Medical  School,  and 
Mr.  Carroll,  his  Highness  the  Nizam’s  Medical  Storekeeper, 
for  much  valuable  assistance  ungrudgingly  afforded. 

The  Commission  commenced  work  on  the  23rd 
October,  and  met  daily,  except  on  Sundays  and  holidays, 
from  7 A.M.  till  5 P.M.,  until  the  18th  of  December,  when 
the  experiments  were  concluded. 

The  Commission  was  divided  into  two  Committees : 
one,  which  will  be  refeiTed  to  throughout  the  report  as  the 
Committee,  was  composed  of  Drs.  Lauder  Brunton,  Bomford, 
Hehir,  and  Chamarette  ; the  other,  which  will  be  referred 
to  as  the  Subcommittee,  was  composed  of  Dr.  Kustomji, 
Mr.  Kelly,  and  Dr.  Gay  (who  volunteered  to  help),  assisted 
by  students. 

The  Committee  first  of  all  performed  twenty-seven 
experiments  (p.  12),  numbered  from  1 to  28,  omitting 25,  which 
was  a manometer  experiment,  to  test  the  work  of  the  first 
Commission.  From  No. 29  (p.36)  the  Committee  were  employed 
principally  with  blood-pressure  experiments.  The  ordinary 
experiments,  performed  without  recording  apparatus,  were 
then  made  over  to  the  Subcommittee  (p.  15),  which  continued 
to  work  in  the  same  room  under  the  supervision  of  the  Com- 
mission. 

The  experiments  of  the  Subcommittee  are  numbered 
continuously  with  those  of  the  Committee,  so  as  to  form  a 
consecutive  series  and  facilitate  reference. 


PART  II. 

General  Experiments  without  Recording 
Apparatus. 

The  experiments  of  the  Subcommittee,  together  with 
the  first  twenty-eight  performed  by  the  Committee,  form  a 
total  of  430,  and  are  divided  into  seven  sections.  These 
experiments  are  recorded  in  a tabular  form  at  p.  12,  et  seq., 
268  dogs  and  31  monkeys  were  killed  outright,  and  86  dogs 
and  39  monkeys  were  subjected  to  artificial  respiration  at 
varying  intervals  after  the  natural  respiration  had  been 
arrested  with  chloroform.  The  animals  which  were  killed  had 
chloroform  administered  to  them  in  every  possible  way  and 
under  every  conceivable  condition.  A large  number  of  dogs 
were  killed  just  as  they  were  caught  in  the  bazaars  ; others 
at  various  intervals  after  having  heavy  meals  of  meat  or 
farinaceous  food  or  fat  ; others  fasting  ; others  after  the 
administration  of  Liebig’s  extract  of  meat,  coffee,  rectified 
spirits  of  wine,  or  ammonia.  Most  of  these  animals  were 
healthy,  but  some  of  them  had  cardiac  disease,  and  in  many 
the  heart  and  other  organs  were  rendered  fatty  by  the  pre- 
vious administration  of  phosphorus.  In  a large  number  of 
cases  morphine,  strychnine,  and  atropine,  singly  and  in 
combination,  were  given  by  subcutaneous  injection  at 
intervals  before  the  inhalation  was  begun.  Chloroform 
was  given  with  and  without  inhalers ; in  the  vertical  and 
recumbent  positions  ; in  glass  and  wooden  boxes  ; in  largo 
and  small  doses  ; by  being  pumped  into  the  trachea  with 
bellows  ; and,  in  fact,  in  every  way  that  could  suggest  itself 
to  the  Commission. 

'The  results  in  one  respect  are  uniform.  In  every 
case  where  chloroform  was  pushed  the  respiration  stopped 
before  the  heart.  The  table  on  the  next  page  shows  the 
interval  of  time  between  the  cessation  of  respiration  and  of 
the  heart’s  action  in  dogs  and  monkeys  in  uncomplicated 
cases,  and  in  cases  complicated  by  asphyxia  and  by  the 
administration  of  certain  drugs  subcutaneously  before  the 
chloroform  inlialation  was  commenced. 

'Tlie  movement  of  the  heart  was  in  the  first  66  cases 
of  the  Subcommittee  tested  by  .auscultation,  but  afterwards 
by  a needle  inserted  through  the  chest  wall  into  the 
organ,  and  the  thoracic  cavity  was  laid  open  when  doubt 
cxi.sted. 

In  the  majority  of  the  uncomplicated  cases,  which 
include  those  fed  in  different  ways  before  inhalation,  the 
heart  ceased  to  act  in  from  two  to  six  minutes  after 
stoppage  of  the  re.spir.ation.  In  one  uncomplicated  case  the 
heart’s  action  ceased  within  one  minute  after  the  breathing 
stopped.  'The  heart  ceased  within  one  minute  after  the 
respiration  stopped  in  two  cases  where  the  inhalation  was 
very  slow  and  prolonged,  in  four  cases  complicated  by 
asphyxia,  and  in  one  where  the  subcutaneous  injection  of 
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morphine  (gr.  i)  and  strychnine  (gr.  -^Jj)  was  administered 
beforehand.  ’I'he  niaximurn  time  the  he;irt  continued  to 
beat  after  the  respiration  ceased,  in  the  experiments  of  the 
Subcommittee,  was  eleven  minutes  in  a dog  and  twelve  in  a 
monkey. 

The  effects  of  chloroform  do  not  appear  to  be  inter- 
fered with  or  much  influenced  by  any  of  the  variations  in 
the  method  of  preparation  of  the  animal  for,  or  of  the 
administration  of,  the  anaesthetic.  ’There  are  four  general 
exceptions  to  this  statement.  In  very  slow  and  jrrolongcd 
administration,  and  in  cases  complicated  with  partial 
asphyxia,  as  well  as  in  one  case  where  one-third  of  a 
grain  of  atropine  was  administered  before  the  inhalation, 
the  heart  stopped  very  soon  after  the  respiration  ceased  ; 
and  in  all  cases  where  the  inhalation  was  accompanied  by 
struggling  the  animals  became  insensible  with  unusual 
rapidity.  In  these  cases  also  the  interval  between  tlie 
cessation  of  respiration  and  the  time  of  jiossible  restoration 
by  artificial  respiration  was  .shortened.  ( I ide  jiages  12  to  35.) 

As  regards  tlie  restorative  effects  of  artificial  respira- 
tion the  Subcommittee  found  it  was  nearly  always  successful 
if  commenced  within  thirty  seconds  after  the  respiration 
ceased,  very  seldom  successful  if  commenced  between  thirty 
and  sixty  seconds  after,  and  always  unsuccessful  if  not 
begun  till  after  sixty  seconds.  In  forty-four  cases  in  which 
artificial  respiration  proved  succe.ssful  it  was  commenced  on 
an  average  28  2 seconds  after  natural  respiration  ceased. 
In  thirty-eight  unsuccessful  cases  the  average  was  31  5 
seconds. 

'The  Subcommittee  formed  the  opinion  that  artificial 
respiration  was  less  successful  in  restoring  tlie  respiration 
after  it  had  been  stopped  by  chloroform  in  cases  where  a 
.subcutaneous  injection  of  morphia  was  administered  before 
the  inhalation  was  commenced.  There  were  eigliteen  cases 
in  wliicli  tills  was  tried.  In  the  fir.st  six  artificial  re.spira- 
tion  was  commenced  eight  seconds  after  cessation  of  natural 
respiration  ; of  these  five  died.  In  tliree  cases  artificial 
re.spiration  was  begun  fifteen  seconds  after  tlie  natural 
respiration  ceased,  and  of  these  two  recovered  and  one  died. 
In  three  cases  in  wliicli  artificial  respiration  was  commenced 
twenty  seconds  after  tlie  re.spiration  stopped,  two  out  of  tlie 
three  died  ; and,  lastly,  in  six  cases  where  artificial  respira- 
tion was  not  commenced  till  thirty  seconds  afterwards  five 
died  and  one  was  revived.  The  average  of  those  cases  that 
were  revived  was  17'6  seconds,  and  of  those  that  died  in 
this  series  26’4  seconds.  ’This  opinion  was  tested  by  blood- 
pressure  experiments  Nos.  162  and  178,  the  results  of  which 
did  not  support  their  conclusion. 

Experiments  with  Recording  Apparatus. 

'The  experiments  carried  out  by  the  Committee  with 
self-recording  apparatus  con.sist  of  Nos.  25  and  29  to  No.  185 
inclusive.  In  a certain  number  of  cases  the  animal  died 
accidentally  before  it  was  ready  to  be  attached  to  the 
manometer,  and  in  others  for  various  reasons  the  experiment 
was  not  completed  ; but  for  the  sake  of  convenience  they 
have  all  been  left  in  the  order  in  which  they  occurred,  and 
are  described  seriatim  in  the  explanatory  notes.  A full 
description  of  the  kymographs,  with  the  aid  of  which  the 
blood-pressure  experiments  were  carried  on,  is  given 
on  p.  9,  and  all  those  experiments  are  illustrated  by 
photographs  of  the  kymographic  records.  A few  of  the.s'e 
plates  illustrate  experiments  in  which  the  movements  of 
the  heart  only  were  recorded  by  a simple  apjiaratus, 
which  is  also  described.  In  every  case  in  which 
a tracing  was  obtained  it  has  been  without  excejdion 
preserved,  and  is  reproduced  in  this  report  by  jjlioto- 
graphy.  In  this  way  the  whole  of  the  work  of  the 
Committee  recorded  by  the  manometer  has  been  rendered 
available  for  study  at  any  time  by  anyone  who  is  intereste<l 
in  the  subject.  'The  photograiihs  arc  on  a reduced  scale  ; 
but  with  the  aid  of  a 2 or  3-inch  lens,  and  pcriisal  of  the 
exjfianatory  notes  on  the  page  o])posite  to  them,  the  reader 
will  have  no  difficulty  in  dccii)hering  and  understanding  the 
remarks  recorded  on  the  tracings.  'The  explanatory  notes, 
which  were  written  partly  at  the  time  of,  and  parti}'  imme- 
diately after,  each  experiment,  were  made  from  the  remarks 
which  were  recorded  on  the  manometer  during  the  course  of 
the  experiments.  It  is  impossible  to  arrange  the  manometer 
experiments  so  as  to  group  together  those  which  appear  to 
illustrate  particular  points,  because  almost  every  experi- 
ment includes  a variety  of  jn'oeedures  which  suggested 
themselves  at  the  time  as  likely  to  elucidate  something  in 
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INTEKVAL  OF  TIME  BETWEEN  STOPPACJE  OF  ReSPIBATION  AND  STOPPAGE  OF  HEABT. 


The  Hturt  stop]>ed  heating  under  1,  2,  3,  4,  5,  0,  7,  S,  9,  10,  11,  12  minutes  after  the  stojypage  uf  the  respiration. 
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the  action  of  tlie  different  ansesthetics  employed.  An 
index  is  printed  at  page  76,  in  wliich  the  anaesthetics 
or  drugs  given  to  the  different  animals,  the  operations  per- 
formed upon  them,  the  actions  of  interest  taken  in  them, 
and  the  changes  of  every  kind  which  occurred  in  tlieir  con- 
dition, are  referred  to  the  number  of  tlie  experiment  in 
which  they  took  place. 

The  majority  of  the  experiments  were  made  upon  dogs 
or  monkeys,  and  a few  upon  horses,  goats,  cats,  and  rabbits. 

Tlie  experiments  of  the  Committee  were  designed  to 
show  the  effect  upon  the  blood  pressure,  lieart,  and  respira- 
tion of  tlie  inhalation  of  chloroform,  ether,  and  the  A.C.E. 
mixture,  administered  in  various  ways  and  under  varying 
conditions.  The  objects  of  the  Commis.sion  were  five  in 
number : — 

I.  To  te.st  the  suitability  and  safety  of  chloroform  as 
an  ansesthetic.  The  experiments  with  ether  and  the 
A.  C.  E.  mixture  were  in.stituted  principally  for  the 
sake  of  comparison  with  chloroform  on  certain  points, 
and  it  is  not  pretended  tliat  they  afford  a complete 
exposition  of  the  action  of  those  agents  on  the  system. 

II.  The  effect  of  pushing  the  above-named  antes- 
thetics  (a),  to  a dangerous  degree,  and  more  especially 
until  the  respiration  ceases ; and  (i)  until  death  results. 

III.  The  modifications  in  the  effects  of  these  aiifes 
thetics  which  result  from  (a)  asphyxia  in  varying 
degrees  and  produced  by  various  means,  and  (ft)  from  the 
use  of  drugs  such  as  morphine,  atropine,  pliysostigmine, 
and  others. 

IV.  The  reality  or  otherwise  of  the  alleged  liability 


during  ordinary  chloroform  administration  to  the  occur- 
rence of  primary  or  secondary  syncope  or  stoppage  of 
the  heart,  brought  about  either  by  shock  or  through 
fatty  or  weak  heart,  or  by  haemorrhage,  or  by  changes 
in  the  position  of  the  body.  To  investigate  these 
points,  in  the  first  place  a large  number  of  operations 
which  are  reported  to  be  especially  dangerous  in 
reference  to  shock  were  performed  in  every  stage 
of  anaesthesia,  and  numerous  experiments  were  also 
made  to  show  the  effect  of  direct  irritation  of  the  vagus. 
Secondly,  a number  of  animals  were  dosed  with  phos- 
phorus before  they  were  experimented  on.  This 
caused  weakening  of  the  heart  by  fatty  degeneration  of 
its  fibres,  but  at  the  same  time  other  complicated 
changes  in  the  whole  of  the  organs  of  the  body  not  met 
with  in  the  condition  known  as  fatty  heart  in  human 
beings.  On  the  other  hand,  there  are  conditions  often 
met  with  in  the  fatty  heart,  such  as  changes  of  the 
coronory  vessels,  which  were  not  produced  by  the 
phosphorus. 

V.  The  effect  of  the  anassthetics  above  mentioned 
upon  different  animals,  more  especially  upon  monkeys, 
as  the  nearest  aiiproach  to  human  beings. 

The  conclusions  to  which  the  Commission  has  been 
brought  by  the  study  of  these  experiments  are  the 
following : — 

Chloroform,  when  given  continuously  by  any  means 
which  ensures  its  free  dilution  with  air,  causes  a gradual 
fall  in  the  mean  blood  pressure,"  jirovided  the  animal's 

2 Vide  especially  Experiments  168,  169,  and  170. 
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respiration  is  not  impeded  in  any  way,  and  it  continues  to 
Vjreathe  quietly  witjiout  struggliiifr  or  involuntary  holding  of 
the  breath — as  almost  always  happens  when  the  chloro- 
form is  sufficiently  diluted.  As  this  fall  continues,  the 
animal  first  becomes  insensible,  then  the  respiration 
gradually  ceases,  and  lastly,  the  heart  stops  beating.  If 
the  chloroform  is  less  diluted  the  fall  is  more  rapid,  but  is 
always  gradual,  so  long  as  the  other  conditions  are  main- 
tained ; and  however  concentrated  the  chloroform  may  be, 
it  never  causes  sudden  death  from  stoppage  of  the  heart. 
The  greater  the  degree  of  dilution  the  less  rapid  is  the  fall, 
until  a degree  of  dilution  is  reached  which  no  longer  appre- 
ciably lowers  the  blood  pressure  or  produces  anmsthesia. 

If  the  inhalation  is  interrupted  at  any  stage,  the  fall 
of  pressure  still  continues  at  a rate  which  depends  altogether 
on  the  rapidity  of  the  fall  while  the  chloroform  was  being 
inhaled.  This  after-fall  is  probably  due  to  absorption  of  a 
portion  of  the  re.sidue  of  chloroform  in  the  air  passages  after 
the  stoppage  of  the  inhalation.  In  this  way  it  often  happens, 
if  chloroform  is  given  rather  freely,  that,  though  the  respira- 
tion may  be  going  on  when  the  chloroform  is  discontinued, 
it  afterwards  stops. 

If  the  administration  of  the  chloroform  is  stopped  at 
an  early  stage,  the  pressure  very  soon  begins  to  rise  again, 
and  gradually  becomes  normal ; but  if  the  chloroform  is 
pushed  further,  there  comes  a time,  not  easy  to  define,  when 
the  blood  pressure  and  respiration  will  no  longer  be  restored 
spontaneously,  although  the  heart  continues  to  beat  after 
the  inhalation  is  stopped. 

If  the  fall  has  been  very  gradual,  it  may  occasionally 
happen  that  the  respiration  stops  completely,  and  still  the 
blood  pressure  rises  again,  the  respiration  recommencing 
spontaneously  in  the  course  of  the  rise.  In  the  same  way, 
when  the  inhalation  has  been  discontinued,  the  respiration 
may  stop  during  the  after-fall  of  the  blood  pressure  and 
begin  again  spontaneously.  As  a rule,  if  the  respiration 
has  stopped,  or  even  becomes  slow  and  feeble  at  the  time 
when  the  inhalation  is  discontinued,  and  artificial  respiration 
is  not  resorted  to,  the  fall  in  blood  pressure  will  continue 
until  death  ensues. 

There  are  two  conditions  which  frequently  disturb  the 
gradual  fall  of  the  blood  pressure — viz.,  struggling  and 
holding  the  breath, — and  it  is  only  by  great  care  that  they 
can  be  avoided  in  animals. 

Struggling,  independently  of  any  change  in  the 
respiratory  rliythm,  appears  generally  to  raise  the  blood 
pressure.®  In  one  case  of  a dog  much  weakened  from 
phosphorus^  the  pressui’e  fell  every  time  he  struggled. 

When  struggling  is  accompanied,  as  it  often  is,  by 
acceleration  of  the  respiration  and  pulse,  especially  if  the 
respiration  is  deej)  and  ga.sjfing,  it  leads  to  a more  rapid 
inhalation  of  chloroform,  and  consequently  to  a more  rapid 
fall  of  blood  pressure  and  a greater  after-fall.  In  order  to 
keep  the  chloroform  cap  or  inhaler  in  its  jdace  during  the 
animal’s  struggles,  the  administrator  is  obliged  to  hold  it 
down  more  tightly  over  the  nose  and  mouth,  and  this 
materially  assists  in  hastening  the  rapidity  of  the  inhalation, 
and  consequently  of  the  fall  in  hlood  pressure. 

The  eSect  of  involuntarily  holding  the  breath — 
which,  as  anybody  can  prove  by  experiment  upon  himself, 
must  happen  when  an  inhaler  saturated  witli  chloroform 
is  first  applied  to  the  face — is  much  more  remarkable,  the 
pressure  often  falling  with  great  suddenness,  while  the 
heart’s  action  is  markedly  slowed.®  As  soon  as  the  animal 
draws  breath  again,  the  pressure  rises  as  suddenly  as  it  fell, 
but  the  gasping  respiration  which  succeeds  then  causes 
very  rapid  inlialation  of  chloroform,  witli  immediate  insen- 
sibility and  a rapid  fall  of  blood  pressure,  which  quickly 
becomes  dangerous. 

The  combination  of  .struggling  with  alternate  holding 
the  breath  and  gasping,  wliich  results  if  chloroform  is 
applied  closely  to  the  face  without  sufficient  dilution  with 
air,  causes  violent  fluctuations,  and  then  a .speedy  fall  of 
the  blood  pressure,  wbich  very  soon  leads  to  a dangerous 
depre.s.sion  with  deep  insensibility  and  early  stoppage  of  the 
respiration.  The  after-fall  under  these  circumstances  is 
rapid  and  prolonged.  It  is  this  combination  of  events 
which  causes  struggling  animals  to  go  under  chloroform  so 
quickly. 


3 Vide  Experiment  82. 

■* *  Vide  Experiment  161.  See  rIso  Experiment  183. 

* Vide  Experiments  103,  119  Pick  2,  157  Pick  4,  and  many  others. 
See  index  under  Breathholdiug. 
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The  effect  of  holding  the  breath  may  occasionally 
cause  a temporary  fall  of  blood  pressure  after  the  chloroform 
inhalation  has  been  stopped,®  or  even  when  the  animal  is 
quite  out  of  chloroform."  This  fall  is  recovered  from  directly 
the  animal  breathes  again. 

Slight  continuous  asphy.xia,  such  as  is  produced-  by 
pressure  on  the  neck  by  straps,  a badly-fitting  muzzle,  or 
liindrance  of  the  chest  movements  hy  the  legs  being  loo 
tightly  bound  down,  gives  rise  to  e.xaggerated  and  irregular 
oscillations  of  the  blood  pre.ssurc,  and  slowing  and  irregu- 
larity of  the  heart’s  action.  If  it  lends  to.  or  is  accompanied 
hy  (leep  ga.sping  inspiration,  it  is  apt,  like  anything  else 
which  causes  this,  to  increase  the  intake  of  chloroform  and 
bring  about  a rapid  decline  of  blood  pressure. 

Complete  or  almost  complete  asphyxia,  as  by  forcibly 
closing  the  nose  and  mouth  ® or  closing  the  tracheal 
tube  after  tracheotomy,®  has  an  effect  similar  to,  but  more 
marked  than,  that  produced  hy  holding  the  breath,  and  the 
character  of  the  trace  corresponds  precisely  to  that  produced 
by  irritation  of  the  peripheral  end  of  the  cut  vagus.  'J’hc 
pressure  falls  extremely  rapidly,  sometimes  almost  to  zero, 
and  the  heart’s  action  becomes  excessively  slow,  or  even  stop.s 
for  a few  seconds.  If  the  Kick  trace  of  Experiment  148 
be  compared  with  the  photographic  reproduction  of  'Trace  A 
of  the  Glasgow  Committee,  it  will  be  seen  that  they  are 
identical,  and  that  the  .slow  action  of  the  heart  with  great 
fall  of  pressuie,  which  the  Glasgow  Comndttee  attributed 
to  some  capricious  action  of  chloroform  upon  the  heart,  wa.s 
undoubtedly  due  to  asphyxia. 

This  effect  of  asphyxia  is  the  result  of  stimulation  of 
the  vagi.  The  proof  of  this  is  (a)  that  the  trace  corresponds 
exactly,  as  stated  above,  to  that  produced  by  direct  irrita- 
tion of  the  vagus,  (h)  division  of  both  vagi  entirely  abolishes 
it,’®  and  (c)  the  administration  of  atropine  which  pnrnly.ses 
the  vagus  also  abolishes  it.” 

In  Trace  168  (Kick  4),  which  was  taken  during 
asphyxia  after  a full  dose  of  atropine,  it  will  be  seen  that 
there  is  an  alternately  slow  and  rapid  ptd.se  according  to  the 
phase  of  the  respiratory  movement,  but  no  continued  slowing 
of  the  heart  as  in  vagus  irritation.  But  there  was  still  a 
distinct  fall  of  pre.ssure  after  the  atropine  when  the  breath 
was  held,  and  it  was  thought  that  the  slowing  of  the  pulse 
above  noted  in  this  condition  might  be  due  to  the  disturb- 
ance of  the  heart  from  tension  in  the  pulmonary  vessels  in 
the  absence  of  rc.spiratory  movement,  rather  than  to  irrita- 
tion of  the  vagi.  To  te.st  this  point  Experiment  184  was 
institutefl.  In  this  experiment  the  dog’s  chest  was  forcibly 
inflated  with  bellows  connected  by  a tube  with  the  trachea, 
and  the  effect  of  this  proceeding  was  to  cause  a fall  of 
pressure  and  the  .slowing  of  the  heart  exactly  the  same  as 
involuntary  holding  of  the  breath.  'The  dog  was  then 
poisoned  with  atropine,  after  which  inflation  of  the  chest 
still  caused  a fall  of  pressure,  but  without  slowing  of  the 
heart.’®  The  fall  of  pressure  must  be  in  some  degree 
independent  of  vagus  irritation,  which,  however,  usually 
accompanies  it. 

It  only  remains  to  be  con.sldered  whether  the  slow 
action  or  temporary  stoppage  of  the  heart  wldi  great  fall  of 
pressure  produced  by  vagus  irritation  is  in  itself  an  clement 
of  danger  in  chloroform  adndnistratlon,  and  if  it  is  not, 
wherein  the  danger  actually  lies. 

'The  experiments  in  which  dellherate  irritation  of  the 
vagi  was  carried  on  during  amesthesla  .show  untnisfakably 
that  irritation  of  t hese  nerves  dinnnishes  rather  than  enhances 
the  (langcr  of  antesthetics.  'The  effect  upon  the  heart  is  never 
continuous,  and  as  the  vagus  becomes  exhausted,  or  when  the 
irritation  is  taken  off,  the  blood  pressure  rises  again,  as  it 
does  when  the  same  result  is  produced  by  asphyxia.  'The 
slowing  of  the  heart  and  circulation  whicli  is  produced  by 
irritation  of  the  vagus  by  any  cau.se,  sucli  as  holding  the 
hreath  in  chloroform  administration,  retards  the  absorptioii 
and  conveyance  of  chloroform  to  the  lierve  centres,  just  as 
holding  the  breath,  whether  voluntary  or  involuntary,  jwe- 
venls  cldoroform  from  entering  the  lungs  ; and  of  itself 
.slowing  or  temporary  stoppage  of  tiie  heart  in  chloroform 
administration  is  not  dangerous. 

'To  answer  the  second  part  of  the  last  question  is 
easy  enough,  if  it  is  kept  in  mind  that  the  cfl'ect 
of  vagus  irritation  upon  the  licart  is  never  continuous  ; 


® Vide  Experiment  157.  7 Vide  Experiment  185. 

• Vide  Experiments  148,  150,  151  ® Vide  Experiment  66. 

ro  Vide  Experiment  150.  Vide  Experiment  158,  Tick  4. 

17  Vide  Fick,  Experiments  8 and  9. 
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iuid  ill  chloroform  administration,  as  the  pressure  rises  again 
after  the  slowing  of  the  heart  and  temporary  fall  of  pressure 
produced  by  any  form  of  asphyxia,  violent  respiratory 
efforts  with  bounding  heart’s  action  lead,  as  in  the.  case  of 
struggling,  to  a rapid  and  dangerous  inhalation  of  chloro- 
form, and  consequent  rapid  and  dangerous  decline  in  blood 
pressure.  It  is,  in  fact,  the  temporary  exhaustion  of  the 
vagi  after  stimulation  that  is  to  be  feared,  and  not  the 
actual  stimulation  as  long  as  it  is  continued. 

In  accordance  with  this  fact,  it  will  be  found  that  in 
chloroform  administration  neither  holding  the  breath,  even 
if  involuntary,  or  vagus  inhibition  can  be  kept  up  beyohd  a 
certain  time  ; and  if  the  chloroform  is  not  remoyeil  from  the 
face,  one  or  both  of  two  things  m;iy  happen  : (a)  when  the 
animal  breathes  again,  it  takes  deep  and  gasping  inspira-. 
tions,  the  lungs  become  filled  with,  chloroform,  and  an  over- 
dose is  taken  in  with  extreme  rapidity  ; or  {h)  when  the 
restraining  influence  of  the  vagus  is  taken  off  the  heart, 
through  the  irritation  ceasing  or  the  nerve  becoming 
exhausted,  the  heart  bounds  on  again,  and  the  circulation 
is  accelerated'  in  proportion.  The  blood  then  becomes 
quickly  saturated  with  chloroform,  and  an  over-dose  is  at 
once  conveyed  to  the  nerve  centres.  The  theory  which  has 
hitherto  been  accepted  is  that  the  danger  in  chloroform 
administration  consists  in  the  slowing  or  stoppage  of  the 
heart  by  vagus  inhibition.  This  is  now  shojvn  to  be  abso- 
lutely incorrect.  ■ 'I’here'  is  no  doubt  whatever  that  the  con- 
trolling influence  of  the  vagus  on  the  heart  is  a safeguard, 
and  that  it  is  the  exhaustion  of  the  nerve  which  is 
dangerous. 

It  can  be  readily  understood  how  a condition  in 
which  the  pulse  is  rapid  and  bounding,  with  high  blood 
]5ressure,  leads  to  more  rapid  absorption  of  chloroform  from 
the  lungs,  and  a more  rapid  propulsion  of  the  chloroformed 
blood  to  the  medulla  oblongata,  and  consequently  to  a more 
rapid  paralysis  of  the  respiratory  and  vaso-motor  centres 
and  precipitous  fall  in  the  blood  pressure.  Such -a  condition 
is  produced  in  some  cases  by  ether  or  by  division  of  both 
vagi  or  by  a full  dose  of  atropine.’^  Not  only  is  th'e 
poisoned  blood  carried  more,  swiftly  to  the  vital  centres  in 
these  cases,  but  added  to  this  there  is  the  fact  that,  as  the 
heart  is  already  doing  its  utmost  before  the  chloroform  is 
given,  it  is  unable  to  stave  off  by  increased  work  the  fall  in 
])ressure  that  occurs  when  the  vaso-motor  centre  is  para- 
lysed. On  the  other  hand,  it  seems  clear  from  Experiment 
92  that  the  direct  action  of  chloroform  upon  the  heart's 
substance  is  not  the  cause  of  the  fall  of  pressure  that  occurs 
when  it  is  inhaled. 

In  Experiment  92  repeated  injections  of  20  minims  of 
chloroform  were  made  into  the  jugular  vein,  and  its  effect 
was  not  to  paralyse  the  heart,  but  to  produce  ana2sthesia 
and  a gradual  fail  of  blood  pressure  exactly  as  if  the  chloro- 
form had  beon  inhaled.  In  Experiment  72,  after  a con- 
siderable amount  of  ether  had  been  injected  into  the 
jugular  vein,  and  a bounding  condition  of  pulse  had  been 
produced,  the  effect  of  injecting  chloroform  into  the  jugulars 
was  much  greater,  and  the  fall  of  blood  pressure  much 
more  rapid  and  dangerous,  than  in  the  case  when  chloro- 
form was  alone  injected.  Granting,  then,  the  truth  of 
Kinger’s  conclusions  from  experiments  on  the  frog’s  heart 
(which  have  not  been  repe.ated  and  confirmed  by  the  Com- 
mission) that  chloroform  has  a gradual  paralysing  effect 
upon  the  heart’s  tissue,  we  must  conclude  that  sirch  an  effect, 
in  the  degree  in  which  alone  it  could  occur  in  the  practical 
inhalation  of  chloroform,  would  rather  be  a source  of  safety 
than  of  danger. 

The  Committee  discussed  the  advisability  of  cutting 
the  vagi  some  time  previou.sly  to  experimenting  on  the  blood 
pressure  with  chloroform.  The  effect  of  this  procedure 
is  to  cause  continuous  rapid  action  and  tendency  to  ex- 
haustion of  the  heart,  as  well  as  to  degeneration  of  the 
terminal  branches  of  the  nerves  in  the  heart  if  the  animal 
live  sufficiently  long.  (Such  experiments  might  be  of  some 
interest  theoretically,  and  also  have  had  a.  practical  bearing 
u|)on  the  condition  of  the  lieart  in  certain  cases  of  chronic 
alcoholism  ; but  the  Committee  decided  not  to  perform  them, 
as  it  considered  the  end  to  be  gained  did  not  justify  the 
])ain  they  would  have  inflicted. 

In  Experiment  178.  the  case  of  a dog  that  had  had 
mori)hine.  remarkable  slowing  and  even  temporary  cessa- 
tion of  the  heart’s  action  occurred  again  and  ag.ain  at  the 


i'  Vide  E.xpci'imcnts  151  and  156.  Vide  K.xpei  imeiit  80. 


same  moment  as  the  respiration  stopped,!’  but  the  heart  in- 
variably recovered  itself,  and  began  again  to  beat  regularly 
before  any  steps  were  taken  to  restore  the  animal,  and 
without  any  respiration  occurring.  We  find  in  this  case 
that  it  was  possible  to  restore  the  animal  even  after  un- 
usually long  intervals  had  been  allowed  to  elapse  between 
the  cessation  of  the  natural  and  the  commencement  of 
artificial  respiration.  The  failure  of  the  heart,  if  such  it 
can  he  called,  instead  of  being  a danger  to  the  animal, 
proved  to  be  a positive  safeguard,  by  preventing  the  absorp- 
tion of  the  residual  chloroform  and  its  distribution  through 
the  system. 

. • The  effect  of  .artificial  respiration  after  the  natural 
respiration  has  ceased  is  to  cause  an  alternate  rise  and  fall 
of  small  amount  in  the  blood  pressure,  the  trace  thus  formed 
'upOn  the  drum  being  a coarse  imitation,  altered  somewhat 
by  the  shaking  of  the  table,  of  the-  natural  respiratory 
curve.  'The  difference  consi.sts  chiefly  in  the  fact  that  the 
artificial  rise  and  fall  are  more  abrupt  than  in  natural  breath- 
ing, and  that  the  rise  always  coincides  with  expiration  or 
compression  of  the. chest.  After  artificial  respiration  has 
been  continued  for  a certain  time,  the  blood  pre.ssure  begins 
to  rise  again;  and  a little  later  natural  respiration  returns. 

The  effect  of  artificial  respiration  in  restoring  an 
animal  after  the  respiration  had  stopped  was  always  marked. 
In  a few  exceptional  cases,  such  as  Experiment  159,  a phos- 
phorous dog,  and  Experiment  142,  a horse  which  had  an 
enormous  over-dose,  although  the  artificial  respiration  was 
commenced  as  soon  as  possible  after  the  breathing  was 
noticed  to  have  stopped,  it  was  not  successful. 

Complete  stoppage  of  the  respiration  always  means 
that  an  over-dose  has  beeir  administered,  and  the  over-dose 
may  have  been  so  great  as  to  produce  a very  prolonged 
afterrfall  of  blood  pressure,*  and  may  thus  render  restoration 
impossible..  As-  it  is  impossible  to  say  whether,  after 
chloroform  has  been  pu.shed  and  then  discontinued,  the 
respiration  will  be  restored  spontaneously  or  not,  so  it  is 
never  in  any  case  certain  that  artificial  respiration  will 
restore  the  natural  respiration  and  blood  pressure,  no  matter 
how  soon  it  is  commenced  after  the  respiration  stops.  A 
great  deal  depends  upon  the  amount  of  the  after-fall  ; in 
some  cases,  even  after  the  respiration  has  been  restored,  the 
pressure  continues  to  fall  and  respiration  again  ceases,  and 
artificial  respiration  then  fails.  We  thus  find  respiration 
restored  by  artificial  respiration  while  chloroform  is  still 
being  absorbed,  and  this  tends  to  show  that  artificial  re- 
spiration does  not  merely  pump  the  chloroform  out  of  tlie 
blood,  but  exerts  considerable  influence  in  exciting  the 
natural  respiration. 

The  time  which  elapses  before  artificial  respiration 
succeeds  in  restoring  natural  respiration  varies  very  greatly. 
In  one  case  (Experiment  116)  it  was  continued  for  eleven 
minutes  before  the  first  natural  gasps  commenced,  'i’his 
period  is  undoubtedly  prolonged  in  some  cases  by  a condition 
of  physiological  apnoea,  which  renders  it  unnecessary  for  the 
animal  to  breathe.  Consequently,  whenever  the  pressure 
rose  considerably  during  artificial  respiration  it  was  stopped, 
and  the  animal  then  generally  breathed  after  a few  seconds. 

The  time  which  may  be  allowed  to  pass  with  im- 
punity before  commencing  artificial  re.spiration  also  seems 
to  vary  considerably.  This  point  was  not  particularly 
attended  to  in  the  manometer  experiments  except  in  Experi- 
ments 162  and  178,  which  were  instituted  to  test  the  truth 
of  the  opinion  formed  by  the  Subcommittee  that  morphine 
had  some  slight  action  in  impairing  the  efficiency  of 
artificial  respiration.  In  these  cases  the  commencement  of 
artificial  respiration  was  postponed  for  more  than  two 
minutes  after  respiration  ceased,  and  was  succe.ssful  ; but 
this  is  certainly  far  above  the  average  interval  that  can  be 
allowed  with  safety.  'The  succe.ss  of  artificial  respiration 
in  restoring  the  blood  ju'cssure  is  in  some  cases  very  remark- 
able ; rUle  especially  Experiment  48.  in  which  the  heart  had 
apparently  ceased  beating, and  the  dog  was  believed  by 
everyone  pre.sent  to  be  dead,  and  yet  recovered  with  artificial 
respiration.  'The  success  in  this  instance  is  due  to  the  fact 
that  chloroform  had  only  been  administered  for  a few 
seconds,  and  that  the  dcjire.s.sion  was  the  result,  not  of  con- 
tinuous chloroform  administration  until  respiration  ceased, 
but  of  a long  and  severe  after-fall. 

us  Vide  E.xpei  imeiit  178,  Kick  Headings  2 and  3,  8,  13,  18,  and  26;  and 
oompare  Experiment  49,  Kick  Headings  2 and  8,  .and  Experiment  60, 
Fick  Heading  3,  which  aie  similar  eases,  but  were  not  so  carefully 
observed.  *“  Vide  Fick  Heading,  12. 
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It  corresponds  to  tjiosc  cases,  wliicli  are  so  often  re- 
ported, in  wliich  dangerous  failure  of  the  heart  is  said  to 
have  occurred  some  minutes  after  tlie  administration  of 
chloroform  had  been  discontinued,  and  which  are  sometimes 
restored,  and  sometimes  not,  by  artificial  respiration.  There 
is  nothing  at, all  sudden, about, the  failure  of  the  heart  in 
these  cases,  ■ but,  the  ."ittention  of  the  chloroformist,  which 
has  been  wandering,  is  suddenly  called  to  the  fact  that  the 
patient  is  apparently  dead.  When  the  . animal  was  really 
dead,  it  was  found  iii  .some  ca.ses  that  artificial  respiration 
still  maintained  a small  amount  of  mean  pressure  in  the 
manometer.  In  others  the  pressure  seemed  to  fall  to  the 
zero  line  between  each  compression  of  the.cliest. 

Tlie  dangers  of  too  .vigorous  artificial  respiration  were 
illustrated  in  some  df  tlie  accidental  deaths.  In  one  case 
the  liver  W!is  badly  ruptured,  and  in  another  the  pleural 
cavity  was  full  of  blood.  In  three  cases — Experiments  80. 
92,  and  103 —rhythmical  movements  of  the  diaphragm  were 
noticed  after  tlie  heart  had  ceased  beating  and  after  the 
chest  had  been  opened.  It  is  remarkable  that  in  two  of 
these  cases  the  splanchnic  nerve  had  .been  divided.  The 
third  was  a case  in  which  chloroform  had  Inien  in,iected  into 
the  .iugular  vein,  and  in  this  case  there  was  a»synchronous 
movement  of  the  ,iaw  as  well.  In  all,  death  and  sto]jpage 
of  the  heart  had  occurred  gradually,  and.  in  Experiment  103 
the  heart  was  still  irritable.  These  movements  cannot  he' 
called  respiration  ; though,  tlie  last  gasp  of  a dying  animal, 
that  ineffective  jerk  of.  the  diaphragm,  which  is  such  a fatal 
symptom,  is  very  likely  in  nlany  cases  a movement  of 
the  same  character.  Siinilar  movements,  which  were 
continued  much  longejr,  occurred  in  Experiment  104, 
after  the  thorax  was  opened,  while  the  heart  was 
still  beating.  Still  more  remarkable  convudsions  of  the 
muscles  of  the  jaws,  ears,  and  fore-feet  occurred  in  Experi- 
ment 167,  in  the  case  of  a dog  . that  had.  been  p'oisoned 
with  nicotine.  These  movements  continued  at  regular 
intervals  for  more  than  ten  minutes  after  death,  and  were 
sufficiently  forcible  to  jerk  the  handles  of  a pressure  forceps 
fixed  on  the  end  of  the  tongue  off  the  table  at  each  spasm. 
In  a rabbit,  in  Experiment  153,  the  auricles  of  the  heart 
continued  to  beat  rhythmically  for  three  hours  after  it  was 
supposed  to  be  dead  from  chloroform  and  its  thorax  had 
been  laid  open.  Irritability  of  the  heart  after  death  was 
noticed  in  many  cases,  but  seemed  to  be  most  marked  in 
cases  where  ether  had  been  used. 

Chloroform  injected  into  the  heart  through  the  jugular 
vein  did  not  cause  clotting  of  the  blood,  as  was  the  case 
when  ether  was  injected. 

In  the  course  of  the  experiments  of  the  Committee 
various  drugs  were  administered  in  order  to  ascertain 
if  they  had  any  effect  in  modifying  the  action  of  chloro- 
form. The  result  showed  that  none  of  them  had  any 
effect  in  preventing  the  typical  descent  of  the  blood  pre.s- 
sure  that  occurs  when  chloroform  is  inhaled.  Atropine, 
when  given  in  a dose  sufficient  to  paralyse  the  vagi,  of 
course  prevents  the  action  of  those  nerves  in  asjihyxia,  and 
by  increasing  tlie  action  of  the  heart  it  appears  to  cause  a 
more  rapid  descent  in  the  blood  pressure  when  chloroform  is 
inhaled,  as  has  been  already  explained.  Morphine  appeared 
in  Experiment  162  to  render  the  ri.se  in  blood  pre.ssure  that 
occurred  when  the  chloroform  was  di.scontinucd  .slower  and 
less  complete,  and  to  bring  about  a more  or  less  permanent 
condition  of  anaj.sthesia.  It  may  be  noted  that  the  animal 
used  in  this  experiment  was  a monkey  ; and  in  other  experi- 
ments with  monkeys,  when  no  morphine  had  been  given, 
it  was  remarked  that  the  animal,  after  a few  inhalations 
of  chloroform,  would  often  lie  quite  quiet  in  a state  of  semi- 
insensibility  for  a long  time  without  further  inhalations  ; 
still,  this  condition  was  much  more  marked  in  Experiment  162 
than  in  any  of  the  others.  No  action  of  this  kind  was 
noticed  in  the  dog  in  Experiment  178,  hut  other  experiments 
(90  and  94)  showed  that  pariah  dogs  are  very  indifferent 
to  the  action  of  morphine,  and  it  is  probable  that  the  dose 
of  moriihine  in  this  case  was  insufficient  to  bring  about  tlie 
condition  noted  in  the  monkey.  The  peculiar  behaviour  of 
the  heart  in  Experiment  178  was  not  the  result  of  the  previous 
administration  of  morphine,  for  a similar  phenomenon  had 
occurred  in  other  ca.ses  (49  and  60)  in  which  no  morphine 
had  been  given.  Experiments  162  and  178  prove  con- 
clusively that  morphine  has  no  effect  in  sliortening  tlie 
jieriod  that  may  be  allowed  to  clap.se  between  the  cessation 
of  natural  respiration  and  the  commencement  of  artificial 
respiration. 

The  other  drugs  used  had  no  effect  ujion  the  action 
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of  chloroform  except  when  their  own  special  action  became 
the  leading  feature  in  the  case — as,  for  instance,  during  the 
vomiting  from  apomorphine  (Experiment  104.  Kick  9)  or 
the  convulsions  produced  by  nicotine  (Experiment  167). 

In  order  to  test  the  alleged  danger  from  shock  during 
chloroform  administration,  the  Committee  iierformed  a 
very  large  nundier  of  those  operations  which  are  re]uded  to 
be  particularly  dangerous  in  this  connexion—  such  as  extrac- 
tions of  teeth,  evulsion  of  nails,  section  of  the  mu.'iclcs 
of  the  eye,  snijiping  of  the  skin  of  the  anus,  &c.  In  manv 
cases  the  operation  was  performed  when  tlie  animal  wai. 
merely  stupelied  by  the  chloroform  and  not  fully  insensible. 
In  such  ca.ses  a slight  variation  in  the  blood-jiressure  would 
sometimes  occur,  such  as  one  would  expect  from  the  irrita- 
tion of  a sensory  nerve  or  from  tlie  struggling  that  ensued, 
but  in  no  case  in  any  stage  of  anesthesia  was  tliere  any- 
thing even  suggestive  of  syncoiie  or'failure  of  the  lieaii’s 
action.  In  thrusting  a needle,  into  the  heart  there  was 
often  a momentary  but  well-marked  fall  of  blood-]iressure  ; 
but  even  this  was  absent  in  all  other  injuries.  If  chloroforni 
really  had  any  power  to  increase  the  tendency  to  shock  iu 
operations,  it  is  impossible  to  believe  that  it  would  not  have, 
been  manifested,  to  some  degree  at  least,  in  .one  or  otlier 
of  these  numerous-experiments.-  The  Coniiiiission  was.  how- 
ever, not  content  with  this  negative  result,  and  determined 
to  ascertain  the  effect  of  direct  irritation  of  the  vagi  during 
continued  chloroform  administration.  The  result  of  sucli 
experiments  (65,  117,  and  others)  proved  that  inhibition  of 
the  heart’s  action  prevented,  rather  than  assisted,  the  fatal 
effects  of  prolonged  chloroform  inhalation.  An  animal  that 
was  put  into  a condition  of  extreme  danger  (from  which  it 
could  only  be  restored  by  means  of  artificial  respiration)  by 
inhalation  of  chloroform  for  one  minute  recovered  spon- 
taneously and  readily  after  five  minutes  of  chloroform  in- 
halation, together  with  inhibition  of  the  heart  by  electrical 
irritation  of  the  vagus  carried  on  simultaneously.  In  one 
of  these  experiments  (117),  chloroform  was  pushed  for  seven 
minutes',  and  during  continued  irritation  of  the  vagus  tlie 
animals  repeatedly  came  round  without  artificial  respiration. 
The  danger  really  begins  when  the  irritation  is  discontinued 
or  faihs  to  inhibit  the  heart,  and  thus  enables  the  chloroforni 
in  the  lungs  to  be  rapidly  absorbed  and  thrown  into  the 
.system.  The  danger  is  .certainly  increased  by  deliberately 
pnmxiing  the  chloroform  into  the  lungs  by  means  of  artificial 
respirafion,  for  animals  in  which  this  was  done,  although 
they  showed  a tendency  to  recover  when  the  chloroform  and 
irritation  of  the  vagus  were  discontinued,  afterwards  died 
rapidly. 

On  another  occasion,  during  Experiment  117,  the 
animal  was  very  nearly  killed  by  a comiiarative.ly  short  in- 
halation of  chloroforni,  owing  to  the  electrodes  becoming 
accidentally  short-circuited  and  failing  to  keep  up  the  irrita- 
tion of  the  vagus.  Something  .similar  occuiTcd  in  Exjieri- 
nient  117,  the  effect  of  the  irritation  of  the  vagus  passing  off 
wliile  the  chloroform  was  still  being  pushed,  and  thus  putting 
the  animal  into  a condition  of  extreme  and  unexpected 
jeopardy.  Nothing  could  be  more  striking  than  these  near 
approac.lies  to  accidental  death  from  failure  to  irritate  the 
vagus  efficiently. 

Other  experiments  were  made  to  test  the  truth  of 
the  .statement  that  chloroform  increases  the  action  of  elec- 
trical stimuli  applied  to  the  vagus,  and  showed  conclusively 
that  it  has  no  such  effect.  In  one  instance  only tlie 
inhibition  seemed  to  be  intensitied  as  the  chloroforni  was 
commenced,  and  diminislied  when  it  was  discontinued  ; hut 
apart  from  the  fact  that  the  supposed  effect  ceased  much 
too  suddenly,  a rejietition  of  the  experiment  on  the  same 
and  other  animals  sliowed  that  there  was  in  reality  no  such 
effect.  The  increased  inliibition  in  this  instance  was  due 
to  the  chloroformist  conijiclling  the  attendant  who  was 
holding  the  electrodes  to  change  his  jiosition,  and  thus 
making  him  iineonseioiisly  ajiply  them  more  efficiently. 
'When  the  chloroformist  withdrew  they  were  restored  to 
their  former  jiosition.  This  affords  an  instance  of  the  care 
that  has  to  he  taken  in  making  ex]ieriments  if  one  is  not  to 
be  deceived. 

To  test  the  effect  of  shock  due  to  vaso-motor  change 
rather  than  affection  of  the  heart.  Goltz's  ex]ieriment  on  tlic 
frog  was  repeated  on  three  ilogs.  In  one  tliere  was  slight 
lowering  of  pressure,  which  was  not  extensive,  ami  in  the 
others  no  effect  was  produced  at  all.  Other  o]icratioiis 
which  seemed  likely  to  jiroduee  shock,  such  as  violent  blows 


17  Vide  Experiment  117,  Fiek  Reading  6. 
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As  regards  the  effect  of  chloroform  upon  different 
animals,  it  may  be  said  to  be  the  same  as  far  as  its  anses- 


upon  the  testicle,  were  singularly  devoid  of  effect.  Failing 
to  lower  the  blood  pressure  by  any  of  these  methods,  re- 
course was  had  to  section  of  the  splanchnics  ; but  the  low 
condition  of  blood  pressure  this  produced  appeared,  like 
stoppage  of  the  heart  from  vagus  irritation,  to  be  a source 
of  safety  rather  than  of  danger  during  chloroform  adminis- 
tration. In  this  connexion  Experiment  111  may  be 
studied.  There  was  not  much  external  hemorrhage,  but  the 
splanchnics  were  divided — a proceeding  which,  as  is  often 
said,  bleeds  the  animal  into  his  own  vessels.  The  pressure 
was  after  this  extremely  low,  but  chloroform  was  repeatedly 
given  and  various  other  actions  taken,  and  then  chloroform 
had  to  be  pushed  on  a saturated  sponge  enclosed  in  a cap 
for  eleven  minutes  before  respiration  ceased. 

The  conclusion,  then,  is  this  : Chloroform  has  no 
power  of  increasing  the  tendency  to  either  shock  or 
syncope  during  operations.  If  shock  or  syncope  from  any 
cause  does  occur,  it  prevents,  rather  than  aggravates,  the 
dangers  of  chloroform  inhalation. 

The  experiments  on  dogs  that  had  been  dosed  with 
phosphorus  for  a few  days  previously  show  that  the  fatty 
and  consequently  feeble  condition  of  the  heart  and  other 
organs  so  produced  has  no  effect  in  modifying  the  action  of 
chloroform.  The  ease  with  which  vagus  irritation  and  the 
Glasgow  trace  could  be  produced  in  these  animals,  by  even 
slight  degrees  of  asphyxia,'®  was  very  remarkable ; but 
this  was  equally  the  case  in  dogs  that  had  been  given 
phosphorus  only  a few  hours  before  the  experiment,  and 
whose  organs  were  not  yet  fatty.'®  Many  of  these  cases 
were  in  the  last  stage  of  phosphorus  poisoning,  and  several 
of  their  companions  died  without  any  experiment  having 
been  performed  on  them  before  or  on  the  same  day  as  they 
died  (vide  the  low  state  of  blood  pressure  in  Experiment 
163).  Numerous  attempts  were  made  in  these  animals  to 
produce  shock  by  operations  in  the  recumbent  and  vertical 
positions,  but  without  any  more  result  than  in  those  that 
were  healthy. 

The  truth  about  the  fatty  heart  appears  to  be  that 
chloroform  2>er  se  in  no  way  endangers  such  a heart,  but,  on 
the  contrary,  by  lowering  the  blood  pressure,  lessens  the 
work  tliat  the  heart  has  to  perform,  which  is  a po.sitive 
advantage.  But  the  mere  inhahation  of  chloroform  is  only 
a part  of  the  process  of  the  administration  in  practice.  A 
patient  with  an  extremely  fatty  heart  may  die  from  the 
mere  exertion  of  getting  upon  the  operating  table,  just  as 
he  may  die  in  mounting  the  steps  in  front  of  his  own  hall 
door,  or  from  fright  at  the  mere  idea  of  having  chloroform 
or  of  undergoing  an  operation,  or  during  his  involuntary 
struggles.  Such  patients  must  inevitably  die  occasionally 
during  chloroform  administration,  and  would  do  so  even 
were  attar  of  roses  or  any  other  harmless  vapour  substituted 
for  chloroform. 

'I’he  effect  of  the  hmmorrhage  was  tested  by  opening  the 
femoral  artery  and  allowing  a considerable  quantity  of  blood 
(eight  to  twelve  ounces)  to  escape.  An  immediate  lowering 
of  the  blood  pressure  results,  and  this  is  very  slowly 
recovered  from.  8uch  an  accident,  however  dangerous  it 
may  be  in  itself,  in  no  way  effects  the  action  of  chloro- 
form, except  in  so  far  that  a patient  who  has  been 
nearly  bled  to  death  would  require  less  chloroform  in  his 
system  to  put  him  into  a state  of  anesthesia.  The  low 
condition  of  his  blood  pressure  produced  by  the  hemorrhage 
would  tend  to  prevent  the  too  rapid  intake  of  chloroform, 
exactly  as  in  the  case  of  cutting  the  splanchnics. 

When  the  hind  feet  are  lowered  on  to  the  floor  .so  as 
to  place  the  animal  in  the  vertical  position,  a considerable 
fall  of  blood  pressure  in  the  carotid  artery  occurs  ; but  when 
the  animal  is  replaced  on  the  table  in  the  recumbent  po.si- 
tion  the  ])ressure  is  fully  restored.  Various  operations  were 
])erforined  on  animals  in  the  vertical  position,  but  in  no 
case  was  anything  resembling  dangerous  shock  jmiduccd. 
Inversion  of  the  body,  .so  that  the  animal  stands  on  its  head, 
has  exactly  the  oijposite  effect,  the  pressure  rising  in  the 
carotid  artery,  and  again  falling  to  its  former  state  when 
the  aniiiial  is  replaced  in  the  horizontal  position.  Inversion 
of  the  body  failed  to  restore  an  animal  that  was  in  the  last 
stage  of  chloroform  ])oisoning,®’ though  it  raised  tlie  pressure 
in  the  usual  way  as  long  as  it  was  continued.  The  change  in 
the  ))ressure  of  the  blood  of  the  carotid,  whicli  occurs  when 
the  position  of  the  body  is  changed,  appears  therefore  to  be 
due  simply  to  the  effect  of  gravity. 


Vide  E.speiiment  148, 

Vide  E.xperlment  156,  Vide  Kxpol  imeut  106. 


thetic  action  is  concerned.  There  are  certain  peculiarities 
in  its  effect  on  the  respiration  and  circulation  connected 
with  its  local  irritant  action  on  the  nostrils  and  fauces  which 
are  interesting  to  notice.  Thus,  when  concentrated  chloro- 
form vapour  is  applied  to  the  nostrils  of  rabbits,  they  hold 
their  breath,  and  the  heart’s  action  is  slowed  at  once.  This 
is  always  said  to  be  due  to  reflex  inhibition  of  the  heart 
from  irritation  of  the  nasal  branches  of  the  trigeminus  re- 
flected through  the  vagus,  and  is  by  no  means  peculiar  to 
chloroform,  but  is  produced  equally  by  any  irritant  vapour, 
such  as  ammonia  or  acetic  acid. 

In  some  dogs,  and  especially  in  those  to  which 
phosphorus  had  been  given,  stoppage  of  the  respiration  and 
slowing  of  the  heart  occurred  immediately  after  the  appli- 
cation of  the  chloroform  to  the  face,  or  on  forcibly  pulling 
out  the  tongue,-'  and  this  suggests  that  the  mechanism  of 
cardiac  arrest  in  them  is  precisely  the  same  as  it  is  in  the 
rabbit.  On  the  other  hand,  in  rabbits,  as  in  all  other 
animals,  it  is  possible  to  give  chloroform  so  gently  th;it  no 
spasm  of  the  chest  occurs,  no  reflex  effect  is  produced,  and 
then  the  pressure  falls  in  the  same  regular  curve  and  with 
the  same  succession  of  phenomena  (anajsthesia,  cessation  of 
the  respiration,  and  lastly  cessation  of  the  heart  beat)  that 
was  above  described  as  typical  of  chloroform  inhalation.'-* 

Goats  have  a great  tendency  to  hold  their  breath 
while  inhaling  chloroform,  and  monkeys  resemble  dogs 
rather  than  rabbits,  as  when  ammonia  was  held  before  a 
monkey’s  nose  (Experiment  98)  it  did  not  cause  immediate 
stoppage  of  the  respiration  and  heart  as  it  does  in  rabbits. 

The  experiments  with  ether  show  that  it  is  impos- 
sible to  produce  efficient  aniesthesia  with  this  agent  unless 
some  form  of  inhaler  is  used  which  thoroughly  excludes  the 
air.  If  an  ordinary  cap  containing  a sponge  saturated  with 
ether  is  applied  very  closely  to  the  face,  the  animal  gener- 
ally holds  its  breath  and  struggles,  and  we  at  once  get  the 
fall  of  blood  pressure  .and  slowing  of  the  heart  that  invari- 
ably occur  under  these  circumstances.*"  If  the  ether  is  con- 
tinued in  this  way  after  the  animal  has  recommenced 
breathing,  a condition  of  semi-anEesthesia  results,  in  which 
the  cornea  is  sometimes  sensitive  and  sometimes  insensi- 
tive, and  the  pressure  rises  and  falls  alternately  to  ii  slight 
amount  and  forms  a wavy  trace,  which  may  be  continued 
right  round  the  drum*' without  any  particular  change.  As 
soon  as  air  is  rigidly  excluded,  the  pressirre  commences  to 
fall  gradually  exactly  in  the  .same  way  as  with  chloroform, 
and  with  the  same  succession  of  phenomena — viz.,  first, 
amesthesia,  then  cessation  of  the  respiration,  then  of  the 
heart  movements,  and  finally  death.*®  How  far  this  is  due  to 
ether  and  how  far  to  the  results  of  asphyxia  it  is  impo.s.sible 
to  say,  but  an  exactly  similar  succession  of  c^•ents  can  be 
brought  about  by  making  the  animal  inhale  carbonic  acid 
gas  alone.*" 

If  surgeons  choose  to  be  content  with  a condition  of 
semi-aniesthesia,  it  can  no  doubt  be  produced  with  perfect 
safety,  though  with  di.scomfort  to  the  patient,  by  ether 
held  rather  clo.sely  over  the  mouth.  Such  a condition  of 
imperfect  anmsthesia  would  never  be  accepted  by  any  sur- 
geon accustomed  to  operate  under  chloroform.  If  more 
perfect  aiisesthe.sia  is  required,  it  can  be  procured  by  exclud- 
ing the  air  more  rigidly,  but  then  there  is  exactly  the 
same  danger  as  in  giving  chloroform  How  very  suddenly 
and  rapidly  the  pressure  may  fall  and  death  ensue  is 
well  shown  by  Experiment  33.  Ether  injected  into  the 
jugular  vein  produces  a fall  of  blood-pressure  and  anms- 
the.sia  in  the  same  way  as  chloroform  does,**  but  in  all 
ca.ses  in  which  it  was  .so  injected  large  clots  were  found 
in  the  heart  immediately  after  deiitn.  It  is  interesting  to 
note  that  Claude  Bernard  seems  to  have  formed  a wry 
similar  opinion  with  regard  to  ether,  as  tlie  following 
quotations  from  his  work  entitled  “ Lc<jons  sur  les  Anes- 
th6siqucs  et  sur  I’Asphyxie,”  published  in  1875,  show. 
Tlie  first  quotation  (p.  50)  is  as  follows Aiissi,  un 
certain  nombre  de  chirurgiens  proposerent-ils  d’abandonner 
le  chloroforme  pour  revenir  l’6ther,  dont  I’li-sage  paraissait 
moins  ;l  craindre.  Aujourd’hui  encore,  les  chirurgiens  de 
Lyons  emploicnt  j)r6f6rablement  I’^thcr.  On  croyait  le 
chloroforme  ))lus  dangereux  quo  l'6ther  jiarce  qu’il  6tait 


*'  Vide  K.spei  lmcnt  185.  **  Vide  end  of  Experiment  172. 

ns  Vide  Experiments  148  and  261 
2*  Vide  Experiment  146.  *’  Vide  Experiment  146. 

*«  Vide  Experiment  160.  **  Vide  Experiment  93. 
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plus  actif ; niais,  en  'realite,  la  frequence  relative  des 
accidents  par  le  cbloroforme  tenait  pent-etre  tout  siinple- 
nient  A,  ce  que  e’etait  cet  agent  anesthesique  qu’on  einployait 
dans  I’inmiense  majorite  des  cas.  Plusieurs  discussions 
out  ete  provoquees  par  les  jjartisans  de  I’etlier,  surtout 
))ar  les  representants  de  I’ecole  de  Lyons,  et  il  a ete  constate 
(]uc  I’ether,  lui  anssi,  avait  produit  un  certain  nombre 
(I’iLCcidents  mortels.  Les  deux  agents  anestli6siques  usites 
peuvent  done,  I’nn  comme  I’antre,  entrainer  quelques  risques 
de  inort,  et  la  cliirurgie  liunmine  a conserve  presque  partout 
le  chlorofonne,  dont  Taction  est  plus  rapide  et  jjIus  com- 
plete.” The  second  quotation,  to  be  found  on  p.  101  of  the 
same  work,  runs  : — -“Quant  a Tether  et  an  chlorofonne,  leur 
action  est  a pen  pres  la  meme  an  point  de  vue  physiologique, 
sauf  une  difference  d’intensite  en  faveur  du  chlorofonne,  ce 
qui  nous  fera  generalement  employer  ce  dernier  corps  de 
preference  a Tether.” 

The  A.C.E.  mixture  given  gently  with  plenty  of  air 
and  the  other  conditions  mentioned  before  under  chloroform 
produces  the  typical  chloroform  trace. Given  freely  to  a 
struggling  animal,  it  can  produce  a very  rapid  and  dan- 
gerous fall  of  blood  ])ressure.*“  In  Experiment  52,  Tick  4 
.shows  very  perfectly  the  effect  on  the  heart  of  holding  the 
breath . 

Accidental  Deaths. 

The  notes  of  the  cases  of  accidental  deaths  that 
occurred  during  our  experiments  have  been  left  amongst 
the  other  notes  in  the  po.sition  in  which  each  occurrence 
took  place,  and  they  can  be  readily  found  by  a reference  to 
the  index.  The  fatal  result  was  brought  about  either  by 
neglecting  to  watch  the  condition  of  the  respiration  during 
or  after  the  administration  of  chloroform,  especially  while 
the  carotid  artery  was  being  exposed,  or  from  a reckless 
administration  of  chloroform  in  the  endeavour  to  check  or 
prevent  struggles.  In  all  the  cases  of  accidental  death  the 
usual  chloroformist  was  absent,  and  no  one  was  attending  to 
the  chloroform.  The  notes  would  have  been  more  complete 
if  someone  could  have  watched  the  condition  of  the  animal 
and  noted  the  gradual  but  unheeded  ccs.sation  of  respiration 
without  calling  attention  to  it.  As  it  is,  one  has  to  be 
content  with  the  remark  that  the  breathing  was  noticed  to 
have  stopped  at  some  particular  time,  but  there  is  nothing 
to  throw  any  light  upon  the  condition  during  the  important 
period  that  immediately  preceded  this  discovery.  A similar 
liiatus  appears  in  the  account  of  accidental  deaths  in  the 
human  subject,  and  is  unavoidable.  These  cases  are  pro- 
bably identical  with  the  instances  referred  to  by  Snow, 
“in  which  animals  died  in  a sudden  and  what  was 
thought  unaccountable  manner  whilst  chloroform  was 
given  to  prevent  the  pain  and  struggles  which  would 
be  occasioned  by  physiological  experiments.”®”  The 
death  was  not  really  sudden,  but  only  rapid,  and  tlie  result 
of  reckless  admini.stration  of  concentrated  vapour  in  the 
fir.st  instance,  and  careless  neglect  of  tlie  condition  of  the 
respiration  in  the  second,  i'here  is  no  evidence  whatever 
that  a single  one  of  them  was  due  to  paralysis  or  sudden 
stoppage  of  the  heart,  as  Snow  assumes  to  have  been  tlie 
ca.se. 

It  must  be  remembered,  in  .studying  the  tracings, 
tliat,  except  when  it  is  expressly  stated  to  the  contrary, 
chlorofonn  was  throughout  administered  very  freely.'**  The 
degree  and  rapidity  of  the  fall  of  blood  pressure  are  in 
almost  all  cases  much  greater  than  should  be  the  case  in 
administering  chloroform  to  human  beings.  To  avoid  com- 
plicating the  notes,  the  iidialer  was  kept  on  mucli  more 
])crsi.stently,  with  none  of  tho.se  little  interruptions  while 
the  cornea  is  being  examined  &c.  which  always  occur  in 
practice.  The  whole  series,  witli  few  exceptions,  may  be 
characterised  as  e.xamples  of  reckless  administration  of 
chloroform,  and  accidental  deaths  would  have  been  much 
more  numerous  had  it  not  been  that,  when  once  the  animal 
was  connected  with  the  manometer,  it  was  kept  under 
the  most  careful  observation.  Experiment  79  affords  a 
most  interesting  exception.  The  chloroformist,  though 
present  in  body,  was  absent  in  mind,  and  failed  to  observe 
and  report  the  ces.sation  of  the  res])iration.  The  cliloroform 
was,  in  consequence,  pushed  much  further  than  it  should 
have  been,  and  the  animal  died  sooner  than  was  intended. 


28  Vide  Experiment  45.  29  Vide  Experiments  47  and  52. 

30  Vide  “ Snow  on  An.vsthetics,"  page  123. 

8i  It  may  lie  noted  that  109  pints  of  chloroform  aud  11  pints  of  etlier 
were  used  during  the  experiments  of  tlie  Commission. 
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i'hese  cases  are  of  themselves  quite  sufficient  to  show 
tliat  animals  are  just  as  liable  to  death  from  the  careless 
administration  of  chlorofonn  as  liuman  beings  ; and  the 
accidental  deaths  which  occurred  during  the  experiments  of 
the  Commission  afford  the  best  jiossible  jiroof  that  the 
effects  of  chloroform  are  identical  in  the  lower  animals  and 
in  the  human  subject.  The  statement  so  frequently  made, 
that  dogs  arc  more  resi.stant  to  chloroform  than  human 
beings,  is  entirely  incorrect . 

METHOD  OF  EXPERIMENTATIOX. 

Administe.vtion  of  Anaesthetics. 

For  experiments  on  the  general  action  of  chloroform  the 
animal  was  usually  placed  upon  a table  and  held  by  several 
assistants.  An  inhaler,  consisting  of  a conical  bag  of  cloth 
containing  a sjionge  or  ab-sorbent  cotton-wool  with  the 
anaesthetic,  was  then  placed  over  the  animal’s  mouth  and 
nostrils,  and  kept  there  as  long  as  necessary.  While  one 
observer  watched  for  the  loss  of  reflex  from  the  cornea,  the 
cessation  of  respiration,  stoppage  of  the  pulse,  and  arrest  of 
the  heart,  anotlicr  seated  at  an  adjoining  table  with  a watch 
before  him  noted  down  the  times  at  which  each  event  occurred. 
The  corneal  reflex  was  ascertained  by  simiffy  toucliing  the 
cornea  with  the  finger  or  a blunt  instrument,  such  as  the 
point  of  an  aneurysm  needle.  The  ces.sation  of  breathing 
was  ascertained  by  simiffe  ocular  inspection  of  the  thorax  and 
diaphragm,  the  presence  or  absence  of  the  pulse  by  feeling 
the  femoral  artery  with  the  finger,  and  the  entire  stoppage 
of  the  heart’s  action  by  watching  the  movements  of  a needle 
pushed  through  the  thoracic  walls  into  the  heart.  The 
movements  of  this  needle  were  rendered  more  evident  by  a 
straw  bearing  a small  paper  flag  being  fixed  to  the  end 
which  irrojected  outside  the  thorax.  Animals  anaisthetised 
by  this  method  struggled  while  they  were  held  until  the 
anac;sthetic  had  had  time  to  take  effect.  In  order  to  avoid 
struggling  another  method  was  adopted.  This  consisted  in 
simply  lifting  the  animal  into  a wooden  box  3 ft.  10  in. 
long  by  1 ft.  5 in.  broad,  and  1 ft.  7 in.  deep,  and  putting  on 
the  lid,  in  which  was  an  opening.  'Tlirough  this  opening 
was  passed  a large  piece  of  blotting-paper  on  which  half  an 
ounce  or  more  of  chloroform  had  been  poured.  A piece  of 
wood  or  glass  was  then  placed  over  the  opening  in  the  lid, 
and  in  a sliort  time  the  anmsthetic  took  effect.  To  prevent 
too  large  admixture  of  air  a.  strip  of  spongio-piline  was 
nailed  round  the  edges  of  the  box  and  covered  with  vaseline, 
so  that  the  lid  shut  down  air-tight.  Even  when  a luecc  of 
wood  was  used  to  clo.se  the  aperture  in  the  lid  at  first  it  was 
\isually  replaced  by  glass,  when  the  chloroform  began  to 
take  effect,  as  the  movements  of  the  animal  could  thus  be 
watched.  When  it  fell  down  insensible  it  was  usually 
taken  out  at  once,  and  if  prolonged  amesihesia  was 
required,  as  for  blood-pressure  experiments,  an  additional 
quantity  of  the  ansesthetic  was  administered  on  a cap. 

Administration  of  Definite  Proportions  of 
Chloroform  Vapour. 

In  order  to  make  animals  respire  air  charged  with  definite 
proportions  of  chloroform  vapour,  the  following  methods 
were  used. 

(a)  A certain  quantity — e.g.,  i oz.,  1 oz..  or  2oz.  of  chloro- 
form was  poured  on  blotting-paper  in  the  box  already 
de.scribed,  and  when  it  was  seen  through  the  glass  in  the 
lid  thati  evaporation  was  complete,  the  lid  was  lifted,  the 
animal  introduced,  and  the  lid  quickly  re))laced.  The  box 
contained  almost  exactly  eight  culuc  feet  of  air,  .so  that  the 
jjrojjorlion  of  chloroform  va})our  in  it  was  easily  reckoned. 
As  the  whole  of  the  chloroform  was  evaporated  before  the 
animal  was  intnxhtced.  the  alteration  which  its  bulk 
produced  in  the  air-content  of  the  box  did  not  affect  the 
proportion  of  vapour. 

(h)  But  in  the  process  of  o])ening  the  box  and  intro- 
ducing the  animal  there  was  almost  inevitably  some  dis- 
turl)ance  of  the  air  charged  with  chloroform  which  the 
box  contained.  In  order  to  avoid  this,  a box  of  tin  plate 
(hr  same  size  as  (he  last  was  (aken.  and  a round  o]>ening 
5 in.  in  diameter  was  made  in  one  end  near  the  bottom. 
Hound  this  a collar  of  tin  ]>late  ^in.  in  de])th  was  soldered, 
and  on  the  to[)  of  the  box  was  another  opening  Sin.  long  by 
5iin.  broad  covered  by  a tin  lid.  'I’he  chloroform  was  in- 
troduced by  the  oirening  on  the  top,  and  allowed  to  evaporate 
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as  before,  and  the  animal’s  liead  was  then  introduced 
through  the  opening  at  the  end  .and  made  as  nearly  as 
jjo.ssible  air-tight  by  a piece  of  mackintosh  fastened  to  the 
tin  collar  surrounding  the  opening,  and  tied  round  the 
animal’s  neck. 

(c)  Wlien  it  was  thought  desirable  to  make  the  animal 
inspire  a definite  proportion  of  chloroform  vapour  tlirough 
a tracheal  cannula,  the  same  apparatus  ,as  above  described 
was  used,  but  in  one  end  of  the  box  two  tin  tubes  were 
fixed  each  J in.  in  diameter  These  were  connected  by 
indiarubber  tubing  of  a similar  bore  to  the  arms  of  a tin 
Y tube.  The  leg  of  this  tube  was  connected  with  india- 
rubber  tubing  to  a glass  cannula  tightly  tied  into  the 
trachea.  By  means  of  indiarubber  valves  the  current  of 
.air  was  made  to  circulate  always  in  one  direction. 

{(1)  When  it  was  desired  to  insufiiate  the  animal’s  lungs 
with  air  containing  a definite  proportion  of  chloroform 
vapour,  the  apparatus  just  described  was  employed  with 
the  addition  of  a bellows,  which  drew  the  air  from  the  box. 
In  the  valve-hole  of  the  bellows  a -J  in.  tube  was  fixed  by 
means  of  a large  cork  bung.  This  tube  was  connected  by  a 
I in.  indiarubber  tubing  with  one  of  the  tubes  in  the  end 
of  the  box  already  described,  and  by  the  Y tirbe  with  the 
tracheal  cannula.  A valve  over  the  nozzle  of  the  bellows 
and  another  on  one  arm  of  the  Y tube  regulated  the  direc- 
tion of  tlie  current  of  air.  These  valves  consisted  simply  of 
a piece  of  dentists’  sheet  rubber  tied  loosely  over  the  end 
of  the  nozzle  or  tube  and  then  cut  across.  When  the  air 
passed  in  one  direction — e.g.,  from  the  bellows — ^it  blew 
open  the  edges  of  the  cut  rubber,  but  when  it  tried  to  pass 
in  the  opposite  direction  the  edges  of  the  rubber  fell  together 
and  presented  a considerable  obstable. 

Admixisteation  of  Definite  Quantities  of 

ClILOKOFOEM. 

For  the  purpose  of  giving  a definite  quantity  of  chloro- 
form with  unlimited  quantity  of  air  another  apparatus  was 
used.  It  consisted  of  a wide-necked  jar  7 in.  deep  by  5^  in. 
internal  diameter.  The  top  was  elosed  by  a tightly-fitting 
bung,  in  which  there  were  three  apertures.  In  two  of  these 
were  fixed  f-in.  glass  tubes,  and  tlie  third  was  closed  by  a 
small  stopper,  which  could  be  withdrawn  at  will  for  the 
purpose  of  introducing  chloroform  into  the  bottle.  To  one 
of  these  tubes  a valve  was  attached  which  only  allowed 
the  air  to  enter  the  bottle,  but  prevented  its  exit.  The 
other  tube  was  connected  by  wide  rubber  tubing  with 
a tin  inhaler.  This  inhaler  was  in  the  form  of  a 
truncated  cone,  and  had  two  f-in.  tubes  opening  into 
it.  One  of  these  was  at  the  apieal  end  and  the  other 
at  the  side  of  the  inhaler.  The  apical  tube  was  con- 
nected with  the  bottle  just  described.  'The  side  tube 
was  closed  by  a simple  valve  consisting  of  a perforated 
cork,  over  which  a strip  of  thin  sheet  rubber  was  loosely 
fastened.  At  each  expiration  tlie  rubber  allowed  the 
air  to  escape  freely,  but  at  each  inspiration  it  closed 
completely.  'The  muzzle  of  the  animal  was  inserted  in 
the  inhaler,  and  a piece  of  mackintosh  was  tied  round  the 
inhaler  and  the  head  of  the  animal  by  means  of  an  elastic 
bandage,  so  that  the  inhaler  was  nearly  air-tight.  On  in- 
.spiration  the  air  pa.ssed  through  the  glass  cylinder,  becoming 
partially  charged  with  chloroform  on  its  way,  and  during 
expiration  it  passed  out  through  tlie  side  tube  of  the 
inhaler. 

For  the  purpose  of  keeping  up  artificial  respiration  an 
ordinary  bellows  was  employed,  but  to  the  nozzle  of  it 
was  fixed  a valve  which  closed  when  the  hollows  was 
jires.sed,  and  thus  directed  the  air  into  the  lungs,  hut 
opened  as  the  bellows  expanded,  and  thus  allowed  the 
air  to  escape  from  the  lungs.  'J’his  valve  consisted  of  a 
T tin  tube  J in.  in  diameter.  One  end  of  its  transviTsc 
limb  was  connocte'd  with  the  nozzle  of  the  bellows,  the 
other  with  the  tracheal  cannula.  'The  opening  of  the  per- 
pendicular limb  was  covered  by  a jiiece  of  tin  plate  mounted 
on  a hinge  in  such  a way  that  when  the  bellows  was  juessed 
a cord  tied  to  the  ujjper  handle  of  the  bellows  pulled  it 
down  and  closed  the  o])ening,  b>it  during  the  expan.sion  of 
the  bellows  it  was  raised  and  the  opening  uncovered  by  the 
elastic  force  of  a lueee  of  indiarubber.  'J’he  cord  and  india- 
rubber  were  both  attached  to  a short  rod  fixed  at  right 
angles  to  that,  which  carried  the  cover.  When  it  was 
desired  to  give  chloroform  vapour  along  with  the  insulllated 
air,  a piece  of  blotting-paper  soaked  with  chloroform  was 
held  over  the  valve  opening  of  the  bellows,  or  the  oi)cning 


was  closed  by  a bung  and  wide  rubber  tube,  and  the  blot- 
ting-paper was  placed  inside  the  tube.  In  the  first  com- 
parative experiments  on  the  effects  of  chloroform  and  ether 
on  the  heart  in  monkeys,  when  given  by  insufflation,  the 
bellows  and  valve  just  described  was  employed.  Instead  of 
one  limb  of  the  'T  tube  being  directly  connected  with  the 
tracheal  cannula,  however,  it  was  connected  to  a small  glass 
'T  tube.  Each  of  the  other  limbs  of  this  tube  passed  to  a 
long-necked  glass  flask  furnished  with  a tubulature  through 
which  the  anaisthetic  could  be  introduced.  'The  neck  of 
the  flask  was  closed  by  a stopper  through  which  two  glass 
tubes  passed,  one  reaching  only  a little  way  below  the 
stopper,  but  the  other  extending  nearly  to  the  bottom  of 
the  fla.sk.  One  of  these  tubes  was  connected  with  the 
glass  'T  tube  just  mentioned,  and  the  other  with  a glass 
cannula  tightly  tied  into  the  traehea.  At  each  blast  of  the 
bellows  the  air  passed  onward  through  these  glass  flasks  to 
the  tracheas  of  the  animals,  and  returned  through  the  flasks 
and  out  through  the  valve  during  the  expansion  of  the 
bellows.  It  is  evident  that  by  this  arrangement  a certain 
admixture  of  ether  and  chloroform  vapour  will  occur  in  the 
tubes  between  the  animals  and  the  valve,  so  that  after  a 
few  blasts  both  animals  will  reeeive  mixed  vapour,  although 
tliat  of  chloroform  will  predominate  in  tlie  one  case  and  that 
of  ether  in  the  other.  In  order  to  avoid  this  admixture 
the  bellows  was  used  without  the  valve,  and  provision  was 
made  for  allowing  the  air  to  escape  from  the  lungs  by  using 
a different  form  of  tracheal  cannula.  Instead  of  a plain 
glass  tube  a small  glass  'T  tube  was  used.  The  perpendi- 
cular limb  was  inserted  into  the  trachea,  and  one  end  of  the 
horizontal  limb  was  connected  with  the  bellows  ; the  other 
was  partially  closed  by  a piece  of  glass  tubing,  one  end  of 
which  was  drawn  out  and  cut  off  so  as  to  leave  only  a small 
orifice.  'This  was  attached  by  a short  piece  of  indiarubber 
tubing  to  the  limb  of  the  'T  tracheal  cannula.  'The  orifice 
was  of  such  a .size  that  while  it  presented  sufficient  resist- 
ance to  the  passage  of  air  to  allow  the  lungs  to  become 
completely  inflated  when  the  bellows  was  pressed,  yet  during 
the  expansion  of  the  bellows  it  allowed  the  air  to  escape 
from  the  lungs  and  thus  prevented  over -distension. 

When  it  was  desired  to  give  vapour  by  insufflation  to 
one  small  animal,  such  as  a monkey  or  rabbit,  only  the 
indiarubber  ball  of  Junker’s  apparatus  was  used  instead  of 
the  bellows.  Junker’s  apparatus  consists  of  the  india- 
rubber  balls  ordinarily  used  for  spray  producers,  but  these 
are  attached  to  a bottle  in  which  the  anesthetic  is  put  in 
such  a way  that,  instead  of  producing  spray,  the  air  simply 
passes  through  the  anesthetic  and  becomes  charged  with 
the  vapour.  It  then  passes  to  a mouthpiece  and  is  inhaled. 
'The  mouthpiece  which  we  employed  for  dogs  was  made 
of  stout  leather  in  the  form  of  a truncated  cone.  A 
metal  tube  ^in.  in  diameter,  opening  into  the  inhaler 
at  its  apical  end.  conveyed  the  vapour  into  it.  'This 
tube  fitted  the  opening  in  the  inhaler,  through  which  it 
passed  closely,  but  the  junction  was  not  air-tight.  'The 
inhaler  at  its  other  end  did  not  fit  the  dog’s  muzzle  at  all 
closely,  so  that  there  was  a free  circulation  of  air.  When 
we  wished  to  prevent  this,  and  to  give  concentrated  vapour, 
a piece  of  mackintosh  was  tied  over  the  inhaler  and  muzzle 
so  as  to  close  up  the  space  between  them. 

Blood-pkessuee  Expeeiments. 

In  all  these  experiments  the  pressure  within  the  arteries 
was  registered  by  one  of  Ludwig’s  kymographs  consisting  of 
a mercurial  manometer  and  a revolving  cylinder  on  which 
th.e  oscillations  of  the  mercury  were  recorded.  'The  paper 
on  the  cylinder  was  smoked  by  means  of  burning  camphor. 
'The  float  on  the  mercury  of  the  manometer  consisted  of  a 
cylindrical  juece  of  ivory  tapering  below  and  hearing  above 
a.  steel  wire,  near  the  top  of  which  a writing  ])oint  of  glass 
was  fixed  by  a bit  of  cork.  'This  jioint  was  ke))t  in  contact 
with  the  smoked  paper  by  a silk  thread  loaded  with  a shot. 
'To  the  to])  of  the  manometer  was  fastened  a,  second 
writing  ])oint  made  of  glass  or  of  copper  foil.  Wheti  the 
mercury  was  at  zero  this  point  was  at  the  same  level  as  the 
point  on  the  float,  and  as  the  cylinder  revolved  it  traced 
the  zero  line  round  it.  and  thus  afforded  a means  of  esti- 
mating the  heiglit  of  the  blood  presstirc  at  any  moment. 
'Tlie  cylinder  revolved  once  in  nearly  thirty  minutes.  Near 
the  to])  of  the  cylinder  was  ])laced  a magnetic  time-marker 
worked  by  a Du  Bois  Keymond's  key. 

An  observer  sat  constantly  beside  the  cylind(>r  with  a 
watch  in  front  of  him,  and  recorded  on  the  cylinder  by 
means  of  the  time-marker,  as  well  as  tlie  instant  when  any- 
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thinii;  worthy  of  note  occurred,  the  time,  minute  by  minute. 
When  the  revolution  of  the  cylinder  or  drum  was  complete 
it  was  removed,  and  a second  drum,  which  was  kept  ready 
smoked,  was  substituted.  The  tracing  on  the  first  drum 
was  at  once  cut  off  and  varnished,  and  another  paper  put 
on  and  smoked,  so  as  to  be  in  readiness  when  required. 

The  movement  of  the  cylinder  in  these  experiments  is 
much  slower  than  that  usually  employed,  but  it  has  the 
double  advantage  of  allowing  the  whole  reconl  of  the 
experiment  to  be  reproduced,  and  of  rendering  distinct  even 
small  variations  of  pressure  which  are  apt  to  escape  obser- 
vation in  the  long  tracing  taken  on  a rapidly  revolving 
drum.  But  the  tracing  taken  on  s>ich  a .slow  drum  as  we 
employed  has  the  disadvantage  of  being  so  compressed  that 
the  individual  pulse  beats  are  invisible. 

To  obviate  this  defect  a method  of  double  registration 
was  adopted,  which  had  been  devised  by  one  of  us  for  a 
previous  research.  In  the  connexion  between  Ludwig’s 
kymograph  and  the  artery  a Y tube  was  inserted,  by  means 
of  which  a second  kymograph,  the  cylinder  of  which  re- 
volved once  in  three  minutes  nine  seconds,  or  about  ten  times  <as 
rapidly  as  the  first,  could  also  be  brought  into  communi- 
cation with  the  artery.  Both  were  provided  with  stopcocks, 
so  that  they  might  either  be  allowed  to  work  simul- 
taneously, or  the  communication  of  either  or  both  with  the 
artery  cut  off  at  will.  If  a mercurial  manometer  had  been 
used  in  the  second  kymograph  it  would  have  given  the 
number  of  pulse  beats,  but  the  oscillation  of  the  mercury 
itself  would  have  modified  their  size  and  form.  One  of 
Kick’s  spring  manometers  was  therefore  used,  and,  in  order 
to  prevent  the  oscillations  of  the  mercury  in  the  other 
manometer  affecting  Kick’s,  the  stopcock  connecting  the 
former  with  the  artery  was  almost  always  turned  off  when 
the  latter  was  turned  on.  'This  plan  had  the  further 
advantage  that  the  straight  line  traced  by  the  float  of 
Ludwig’s  kymograph  attracts  the  eye  so  that  a glance  at 
the  tracing  at  once  shows  when  a tracing  has  been  taken 
by  Kick's  manometer,  and,  by  attaching  corresponding 
numbers  to  these  blanks  in  the  tracing  from  Ludwig’s 
kymograph  and  the  tracings  by  Kick’s  kymograph,  the 
relation  of  the  tracings  to  each  other  can  be  at  once 
ascertained.  'The  clockwork  of  Kick’s  kymograph  was 
usually  started  at  the  moment  when  the  stopcock  con- 
necting it  with  the  artery  was  opened.  A .short  time 
is  required  for  the  clockwork  to  attain  its  full  speed, 
and  therefore  at  the  beginning  of  a tracing  the  oscilla- 
tions may  be  closer  together,  and  the  pulse  may  appear 
to  be  quicker  at  the  beginning  than  the  end  of  the  read- 
ing of  Kick’s  kymograph,  although  the  pulse  rate  might 
be  really  the  same  throughout.  'The  cylinder  was  usually, 
though  not  always,  allowed  to  revolve  a little  .space  after 
the  connexion  of  the  manometer  with  the  artery  had 
been  cut  off  in  order  that  the  readings  might  be  more  dis- 
tinctly separated  from  one  another.  'The  mercurial  mano- 
meter was  connected  with  the  artery  partly  by  metal  ;ind 
partly  by  indiarubber  tubing.  'Ihe  Kick’s  manometer  was 
connected  entirely  by  indiarubber  tubing  in  the  experi- 
ments up  to  November  5th,  but  after  that  the  connexion 
was  made  partly  by  indiarubber  and  partly  by  metal,  exactly 
as  in  the  Ludwig’s.  The  whole  of  the  connecting  tubes, 
except  those  between  the  Y tube  and  the  manometers 
where  water  was  used,  were  filled  with  a solution  of  soditim 
bicarbonate  in  order  to  prevent  coagulation  occurring  in 
them. 

This  solution  was  made  by  saturating  boiling  water  with 
sodium  bicarbonate  and  then  boiling  it  for  some  minutes, 
.so  as  p:irtly  to  convert  it  into  carbonate.  It  was  then 
allowed  to  cool,  and  was  poured  into  a large  glass  vessel 
furnished  with  a tubulaturc  near  the  bottom,  and 
suspended  on  the  wall  of  the  room  at  a height  of 
7 ft.  from  the  floor  and  4^  ft.  above  the  level  of  the  table. 
Krom  the  tubulature  of  tliis  vessel  the  solution  was 
conveyed  by  indiarubber  tubing  to  a glass  T-piece 
inserted  in  the  connection  between  the  manometers  and 
the  artery.  By  means  of  clamps  the  soda  solution 
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could,  be  passed  at  will  through  the  tubes  leading  to  the 
artery.  Before  beginning  an  experiment  the  pressure  within 
the  manometer  was  raised  by  means  of  tlie  soda  solution 
to  a height  approximating  to  the  estimated  blood  ])ressure 
in  the  animal,  so  as  to  prevent  the  blood  from  passing  too 
far  up  the  tubes  and  forming  clots.  'This  was  al.so  done 
whenever  the  artery  and  manometer  had  to  he  disconnected 
on  account  of  clots  having  formed.  In  order  further  to 
lessen  the  tendency  to  form  clots  an  elongated  glass  bulb 
was  introduced  into  the  tubing,  and  was  connected  by  a 
short  piece  of  indiarubber  tube  with  the  glass  cannula  in 
the  artery.  'The  cannulas  used  for  insertion  in  the  artery 
were  blown  with  a short  neck  to  hold  the  ligature  and 
prevent  the  cannula  from  slipping  out  of  the  artery,  'fhey , 
w'ere  of  various  sizes  so  :is  to  fit  the  artery  of  the  animal 
experimented  on.  In  all  the  experiments  with  one  ex- 
ception. the  animal  was  first  rendered  insensible  by  being 
placed  in  a box  with  chloroform,  as  ether  given  in  this  way 
would  have  been  usele.ss.  As  soon  as  it  became  insensible 
it  was  taken  down  and  the  legs  fastened  with  cords  to  a 
simple  piece  of  board  4ft.  Bin.  long  by  2ft.  2 in.  broad. 
'To  one  end  of  this  one  of  Bernard’s  dog  holders  was 
attached,  and  in  this  the  animal’s  head  was  put  so  as  to 
hold  it  still.  Chloroform  or  ether  was  then  administered  on 
a nose-cap  as  required  to  keep  the  animal  anaesthetised  and 
one  carotid  exposed,  the  left  being  selected  in  every  case  as 
it  was  nearest  to  the  manometer.  Occasionally  one  or  both 
vagi  were  also  exposed  and  a loop  of  thread  placed  under 
them,  but  not  tightened  round  them. 

The  artery  was  firmly  ligatured  on  its  distal  side,  and 
the  proximal  side  was  compressed  by  spring  forceps  covered 
with  indiarubber  tubing  to  prevent  their  injuring  the  coats 
of  the  artery.  The  artery  was  then  opened,  the  cannula 
inserted,  and  firmly  tied  in.  The  cannula  was  then  filled 
with  soda  solution  by  means  of  a pipette,  and  connected 
with  the  glass  bulb,  already  mentioned,  care  being  taken 
that  no  air  bubbles  were  present.  'The  spring  forceps  were 
then  removed  from  the  artery,  the  stopcock  of  the  mano- 
meter turned  so  as  to  open  the  connexion  with  the  artery, 
and  the  tracing  commenced.  All  this  time  the  animal  was 
kept  unconscious  by  the  administration  of  an  ansesthetic 
from  time  to  time  as  required. 

Reoistbatiox  of  the  Movements  of  the  Heart. 

These  were  sometimes  registered  by  in.serting  a needle 
into  the  heart,  and  connecting  a thread  to  the  end  which 
projected  outside  the  thorax  when  this  was  unopened,  or 
outside  the  cardiac  walls  when  the  thorax  was  opened  and 
the  heart  exposed.  This  thread  was  in  the  first  instance 
tied  to  the  lever  of  a Marey’s  tambour  A,  and  the  move- 
ment transmitted  by  it  to  a second  one  (B),  which  recorded 
it.  The  resistance  of  the  two  tambours,  however,  was 
too  great,  and  the  tracings  obtained  were  unsatisfactory. 
Better  results  were  obtained  by  connecting  the  needle  in 
the  heart  with  a time-marker  by  means  of  two  very  light 
wooden  pulleys.  The  lever  of  the  time-markers  being 
kept  up  by  a very  fine  spring,  a very  .slight  pull  sufficed 
to  depress  it,  and  thus  it  marked  even  when  the  cardiac 
action  was  weak,  and  had  the  further  advantage  of  opposing 
very  little  resistance  to  the  action  of  the  heart. 

Kt;GI.STRATION  OF  THE  RESPIRATION. 

Kor  this  purpose  the  two  Marey’s  tambours  A and  B were 
used.  A was  usually  connected  to  a needle  pushed  through 
the  chest  walls  into  the  diaphragm.  On  one  or  two  occasions 
an  incision  was  made  just  under  the  margin  of  the  ribs,  and 
a piece  of  thick  cojjper  wire,  flattened  at  one  end,  was  intro- 
duced. so  that  the  flat  jiicces  lay  between  the  diaphragm 
and  liver.  The  other  end  ])rojected  outsi<lc,  and  the.  fhreart 
from  Marey’s  tambour  was  fastened  to  it.  In  some  of  tlie 
later  experiments  a fish-hook  was  used  instead  of  :i  needle. 
[The  tabulation  of  the  experiments  to  which  reference  is 
made  above  is  here  appended.  The  manometer  experiments 
will  be  found  on  p.  36.] 
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EXPKRIMENTS  CONDUCTED  BY  COMMITTEE. 


1 

1 

1 

Date,  i 

1 

No. 

1 

1 

1 

Description 
of  dog. 

Time  at  which  j 
inhalation  | 

commenced  j 
( 

! 

Cornea  became  ' 
insensible  i 

after — 1 

Respiration 
ceased  after— 

Pulse  stopped 
after— 

Heart  ceased 
beating  after— 

Artilicial 
respiration  1 
commenced  1 
at — 1 

1 

Artificial  1 

respiration  | 

1 continued  I 
for — 1 

1 

Remarks. 

1889. 

1 

H.  M.  S. 

H.  M.  S 

H.  M.  S. 

H.  M.  8. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

Out.  23 

1 

Full-grown 

well-nourished 

pariah. 

2 51  0 

0 2 0 

0 3 20 

0 3 55 

0 3 55 

2 54  55 

0 3 0 

The  chloroform  administered  freely  on  a 
cloth  cap  with  a sponge  inside.  The 
respiration  was  in  mere  gasps  for  some 
time  before  its  final  cessation.  The  dog 
continued  to  yelp  for  some  time  after 
the  cornea  became  insensible.  Arti- 
ficial respiration  for  three  minutes  failed 
to  restore  the  pulse  or  respiration. 
P.M.;  Lungs  bealtliy.  Pulmonary 
veins  much  distended.  Right  auricle 
and  ventricle  full  of  Mood.  Left  side 
empty.  A leatlier  nuizzle  was  used  to 
control  the  dog,  whicli  probably  caused 
some  constriction  of  the  neck.  Tem- 
perature of  room  25'5“  Cent. 

Do. 

2 

Ditto. 

3 9 25 

0 2 0 

0 3 10 

0 3 30 

0 3 45 

Not 

employed. 

Chloroform  administered  as  in  No.  1. 
Leather  muzzle  as  above.  P.M. ; Con- 
ditions the  same  as  in  No.  1. 

Do. 

3 

Ditto. 

3 26  0 

0 0 43 

0 1 50 

0 3 23 

0 3 45 

Do. 

Chloroform  as  in  No.  1.  In  place  of  the 
leather  muzzle  a simple  loop  of  rope 
was  fastened  round  the  jaws  and  tied 
behind  the  ears  until  the  dog  became 
quiet,  so  that  no  pressure  was  exer- 
cised upon  the  neck.  Tlie  dog  con- 
tinued to  yelp  and  groan  for  47  seconds 
after  the  cornea  became  insensible. 
P.  M.:  Both  sides  of  tlie  heart  full  of 
blood.  Lungs  normal. 

Do. 

4 

Ditto. 

3 44  40 

0 13 

0 1 28 

0 1 50 

0 2 10 

3 49  10 

0 2 0 

Chloroformed  freely,  as  in  No.  1 . The  dog 
breathed  more  dee])ly  than  liis  pre- 
decessors. P.M.:  Right  side  of  the 
heart  full  of  blood ; leftside  moderately 
so.  Lungs  normal. 

Do. 

5 

Ditto. 

4 9 40 

0 1 40 

0 3 35 

0 4 0 

0 7 0 

4 17  0 

0 1 15 

Chloroform  in  {-drachm  doses  on  the 
same  cap.  five  doses  in  all.  Inhaled 
freely.  Yelped  a little  after  cornea 
became  insensible.  P.M. : Lungs 

healthy;  right  ventricle  distended  with 
venous  l)lood ; left  \ entricle  half  full 
of  bright  arterial  blood. 

Do. 

6 

Ditto. 

4 24  10 

0 X 10 

0 5 13 

0 5 55 

0 7 5 

Not  em- 
ployed. 

Cilloroiorm  in  J-drachm  doses,  as  in 
No.  5-five  doses  in  all.  Continued  to 
yelp  loudly  after  cornea  became  in- 
sensible. P.M. : Conditions  ns  in  No.  5. 

Do. 

7 

Full-grown 
well-nourished 
pariah,  two 
hours  after  a 
full  meal. 

9 45  0 

0 0 50 

0 2 55 

0 4 15 

0 6 50 

Do. 

Chloroformed  freely  in  the  ordinary 
hospital  way.  No  muzzle  used.  Coii- 
tlnued  yelping  1 m.  20  s.  after  cornea 
became  insensible.  One  heaving  respira- 
tion occurred  about  30  s.  after  the 
respiration  was  considered  to  have 
ceased.  Veins  of  the  brain  full.  Struc- 
ture normal.  R ight  auricle  and  ventricle 
distended.  Left  side  almost  empty. 

Do. 

8 

Ditto. 

10  8 0 

0 0 40 

0 1 10 

0 3 30 

0 5 7 

Do. 

Chloroformed  fully.  No  muzzle  used. 
Respiration  was  thought  to  have  ceased 
at  1 m.  10  8.,  hut  subsequently  returned 
and  continued  until  3m.  20s.,  as  noted 
in  the  table.  The  pulse  similarly 
appeared  to  have  ceased  at  Im.  50  s., 
but  returned  and  continued  until 
3 m.  30  s.  after  the  commencement  of 
inhalation.  No  yelping  or  groaning. 
Both  ventricles  moderately  firmly  con- 
tracted. Right  auricle  dikended. 

Do. 

9 

Ditto. 

10  17  35 

0 1 53 

0 3 30 

0 4 10 

0 5 40 

Do. 

Chloroformed  fully.  No  muzzle  used. 
Respiration  stopped  after  2m.  40  s., 
after  which  there  were  only  three 
gasps,  and  it  finally  ceased  at  3 m.  30  s,, 
as  noted  in  the  table.  Pulse  stopped 
after  3 m.  20  s.,  hut  returned  and 
continued  for  4 m.  10s.,  ns  noted. 
Groaning  continued  for  2 in.  35  s. 

Do. 

10 

Full-grown 
pariah  (light 
meal  only 
at  7.30). 

10  9 40 

0 5 25 

0 9 50 

0 11  25 

0 13  53 

Do. 

Dog  enclosed  in  a box  42J  in.  by  19  in.  by 
17}  in.  (8  cubic  feet  contents),  whicli 
was  opened  occasionallv  in  order  to 
examine  tlie  dog,  and  chloroform  "iven 
fully  on  a piece  of  blotting-impcr  placed 
under  the  lid.  No  struggling  (,r  excite- 
ment. Removed  from  tlie  box  .after 
6 m.,  and  chloroform  administered  on 
a cap  as  before.  Respiration  ceased 
after  6m.  15s.,  but  feeble  oceasinnal 
movements  continued  witliout  iiro- 
bably  any  entrance  of  air  into  the  eliest 
for  9 m.'  50s.  Heart  as  in  previous 
cases.  Blood  in  left  ventricle  rather 
venous  in  character. 

Do 

11 

Ditto, 

.iust  caught. 

1 10  48  50 

0 7 0 

0 9 42 

0 16  30 

0 18  0 

11  7 15 

0 2 0 

Dog  enclosed  in  Mie  Fame  box  and 
cTiIoroform  administered  as  in  No.  10. 
No  excitement,  the  dog  lying  down 
quietly  after  about  4 m.  Removed 
from  the  box  after  8 ni.  30  s.  and 

Dule. 


18S9. 


Oct.  23 


Do. 


Do. 


Do. 


Oct.  24 


Oct  25  I 


Do. 


Do. 
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13 


V,  Descriptioii 
of  clog. 


12 


Full-grown 
pariah,  rather 
thin. 


15 


16 


Full-grown 
pariah  brought 
in  3 hours 
before ; no  food 
since  arrival. 

Full-grown  but 
rather  small- 
sized pariah  ; 
dog  rather  thin ; 
no  food. 


Large-si  zed,f  nil 
grown  pariah  ; 
not  fed  recently, 


Small-sized 
but  fully  growl 
pariah  )ust 
brought  in. 


17 


18 


Full-grown, 
well-nourished 
dog  fed  with 
beef-tea  about 
a quarter  of  an 
hour 

previously. 


Pull-growi 

pariah. 


Full-grown, 
well  nourished 
pariah. 


11  17  50 


11  40  50 


2 45  50 


3 2 25 


3 17  50 


0 4 10 


0 4 28 


0 4 55 


0 4 15 


0 6 55 


9 30  15 


9 49  20 


9 57  27 


0 4 15 


0 5 53 


0 5 50 


0 10  47 


0 8 10 


0 15  50 


0 12  35 


0 7 7 


0 12  27 


0 9 32 


0 17  40 


0 6 5 


0 1 22 


0 2 30 


Not  oh-  ' 0 
serve  d ' 


4 38 


0 7 12 


0 16  0 


— 5 

« O CJ 

^ ■ 

S o 


« 2 ^ , 
■Sts  2 I 
5 


Ilcmarks. 


H.  M.  s H.  M.  S. 


11  33  40 


0 2 0 


0 8 30 


0 12  54 


0 10  19 


0 18  11 


0 7 50 


11  48  40 


0 1 50 


0 4 0 0 4 22 


0 5 38  0 7 10 


0 34  5 


chloroform  administered  on  a cap  as 
before  ; but  the  sj)onge  was  not  pushed 
up  close  to  nose,  so  that  the  vapour 
was  not  so  concentrated  as  in  the  pre- 
vious cases,  and  the  last  air  which 
entered  the  lungs  therefore  contained 
a less  proportion  of  chloroform.  Both 
ventriclts  full,  but  not  distended.  The 
blood  in  the  right  ventricle  dark  ; that 
in  the  left  ventricle  arterial,  but  not 
bright  red. 

Dog  in  box  as  before,  but  with  a small 
opening  covered  witli  a glass  lid,  in 
order  to  observe  movements.  No 
excitement.  Keinoved  from  box  at 
4m.  30s.,  and  chloroform  administ“red 
on  a cap  as  in  No.  11.  Chest  opened 
after  14  m.,  so  that  heart's  movements 
could  be  seen.  Only  llickering  con- 
traction for  last  two  minutes,  after 
which  the  traeliea  opened  and  lungs 
inflated  by  means  of  bellows,  but  no 
restoration  of  heart's  movements  oc- 
curred, although  it  was  stimulated  by 
pressure. 

In  box  as  before.  No  excitement.  Dog 
fell  dow  n in  box  at  11  h.  44  in.  8s.  Re- 
moved after  4 m.  30  s.,  and  chloroform 
administered  as  before.  Chest  opened 
at  11  h.  48  m.  40  s.  The  heart  only 
feebly  flickering  for  half  a minute. 

The  dog  ill  the  same  box,  but  excited  by 
putting  crackers  inside  the  box  and 
hammering  it  outside.  Chloroform  as 
before  freely  on  blotting-paper  inside 
t)ie  box.  Dog  fell  down  aher  3m.  45s, 
Removed  from  the  box  alter  5 m.  45  s., 
and  chloroform  administered  on  a 
cap  as  before.  Respiiation  very  slow 
after  8 m.  A few  flickering  move- 
ments of  chest  wall  after  respiration 
liad  practically  ceased.  Heart  as  in 
No.  11.  Blood  rather  venous  on  left 
side. 

The  dog  in  box  and  excited  by  crackers 
as  in  No.  14.  Dog  fell  down  after 
1 m.  50  s.,  but  continued  to  struggle. 
Dog  removed  from  box  after  4 m.  ^ s. 
and  (diloroform  continued  as  before. 
Breathing  very  sliallow  after  7 in., 
hardly  more  than  Hiekering  movement 
of  the  chest  wall.  Post-mortem  con- 
dition the  same. 

Dog  in  the  same  box,  only  without  agita- 
tion. Chloroformed  as  in  previous 
cases.  Removed  from  the  box  after 
7 in,  5 s.,  and  chloroform  continued  as 
before.  Evulsion  of  the  nails  perfoimed 
after  9m.  17s.,  and  while  respiration 
continued.  No  apparent  effect  on  tlie 
pulse  in  femoral  artery.  Internal 
rectus  muscle  cut  through  after  13  in. 
40s.  Pulse  did  not  intermit  dining 
operation,  but  was  felt  to  be  hard  ami 
cordy.  This  condition  lia*!  not  been 
previously  observed.  CMoroform  lein- 
porarily  interrupted  dining  operation. 
Pulse  became  feeble  and  intermittent 
after  15  m.  5s. 

A very  little  almost  venous  blood  in  the 
left  ventricle.  Right  side  full.  Liver 
very  much  congested  ; the  large  veins 
of  the  splanchnic  area  engorged,  but 
venous  radicles  almost  empty. 

In  the  same  box,  but  tliis  had  been  made 
more  air  tight.  Chloroform  fully  on 
Ijlotting-paper.  No  excitement,  the 
d<'g  l>ing  down  after  3in.  50s.  ami 
rolling  about  from  side  to  side.  Con- 
vulsed violently  at  4in.  Tat<en  out  of 
the  box  at  4 m.  45  s.  ami  chlorofor»nnl 
with  the  ordinary  cap.  Respiratory 
movements  and  heart  sounds  both 
feeble  at  that  time.  Post  mortem: 
Heart  structure  noinial. 

Chloioformed  on  tlie  talde  with  cap  in 
tiie  ordinary  way.  Pulse  only  flicker- 
ing after  3m.  29s.  No  exeitement  ami 
very  little  struggling.  Heart  healtliy; 
both  sides  modiTately  full;  that  on 
left  side  rather  venous  in  colour. 

In  the  box  with  2o/.  chloroform  on  a 
towel  put  into  the  box  with  the  »log. 
Dog  ieU  <lo\vn  after  2 in.  40  s.  ami 
struggled  violently.  Respirationslial- 
bnv  alter  3 III.  30b.  Taken  out  of  box 
when  pulse  stopped.  Heart  Inalthy, 
and  in  ihe  same  condition  as  tl.e  last. 
Liv  er  very  cor  gested. 
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Date. 

No. 

Description 
of  dog. 

Time  at  which  i 
inhalation  i 
commenced.  ' 

! 

Cornea  became  i 
insensible  | 
after— 

Respiration 
ceased  after — 

Pulse  stopped 
after — 

Heart  ceased 
beating  after — 

Artificial 

respiration 

commenced 

at— 

Artificial 
respiration 
continued 
for — 

1889. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

Oct.  25 

20 

Full-sized,  well- 
nourished  dog. 

10  10  55 

Not  ob- 
served. 

0 2 52 

0 4 35 

0 4 45 

Do. 

21 

Small,  badly 
nourished 
pariah. 

10  27  25 

Ditto, 

... 

... 

... 

Do. 

22 

Full-sized, 

fairly 

nourished 

pariah. 

10  50  33 

\ 

0 12  25 

0 19  24 

0 21  30 

0 22  15 

... 

Do. 

23 

Half-breed 
spaniel  pariah, 
badly 
nourished. 

11  27  33 

0 2 32 

0 5 18 

Not 

noted 

exactly. 

0 8 5 

... 

... 

Do. 

24 

Half-breed 
black-and-tan 
pariah,  well 
nourished. 

11  47  20 

0 1 27 

0 7 32 

0 7 49 

0 9 0 

•«. 

... 

Do. 

25 

Full-sized, 
strong  pariah. 

2 25  10 

8 34  0 

... 

Oct.  26 

26 

Full-sized 
pariah  (brown), 
fairly 
nourished. 

7 44  0 

8 32  1 

No  cessa- 
tion. 

Employe 

tiir 

d,  but  not 
cd. 

Do. 

27 

Same  dog. 

8 52  0 

9 29  0 

9 31  30 

9 31  50 

Not  em 

ployed. 

Do. 

28 

n 

Same  dog. 

10  44  0 

... 

11  35  0 

11  35  0 

... 

1 

1 

1 

1 

j 

HemarkE. 


Two  ounces  of  chloroform  introduced  on 
blotting-paper  into  the  box  and  allowed 
to  coinpletelj’  evaporate  before  the  dog 
was  put  in.  Sat  down  after  1 m.  Fell 
down  after  2 m.  Taken  out  after  3 m. 
45  s.,  as  the  pulse  had  stopped,  but  it 
returned  and  flickered  for  nearly 
another  minute.  Heart  as  before;  liver 
very  congested ; veins  of  the  splanchnic, 
including  the  venous  radicles, engorged . 

Box  prepared  as  in  the  last,  but  with  only 
one  ounce  of  chloroform.  Dog  intro- 
duced when  the  blotting-paper  appeared 
dry  as  in  No.  20.  Fell  down  after  1 m. 
40s.  Struggling  after  2m.  Breathing 
laboured  after  2 m.  30  s. ; shallow  after 
3m.  35  s.  Jerking  of  the  thoracic  wall 
merely  at  5m.,  but  afterwards  breath- 
ing more  regularly  and  deeply,  lying 
quietly  at  the  bottom  of  the  box.  Box 
opened  at  11.46,  freely  aired,  r.nother 
ounce  of  chloroform  placed  iuside  on 
blotting-paper.  Cornea  now  quite  in- 
sensible. When  respiration  bad  ceased 
the  dog  was  removed  from  the  box ; no 
pulse  could  be  felt  or  heart  sound  heard. 

Chloroformed  with  Junker’s  inhaler,  no 
muzzle,  the  ball  being  compressed  20 
times  in  a minute.  Struggled  a little  at 
first,  cornea  becoming  insensible  very 
gradually.  Breathing  ceased  at  12  m. 
38  s.,  but  returned  at  14  m.  30  s.,  the 
pulse  during  this  interval  being  very 
rapid.  Respiration  then  very  shallow, 
but  continued  until  19  m.  24  s.  after  the 
commencement  of  inhalation.  Four 
drachms  of  chloroform  used.  Heart, 
liver,  and  venous  radicles  as  in  No.  20. 

Chloroformed  with  Junker  at  the  rate 
of  40  squeezes  per  minute.  The  pulse 
stopped  about  Jm.  after  the  respiration  ; 
exact  time  not  noted.  Two  drachms  of 
chloroform  used.  Left  ventricle  empty. 
Liver  and  venous  radicles  as  in  No.  20. 

Chloroformed  with  Junker,  squeezing 
rapidly  so  as  to  keep  the  second  ball 
distended.  Respiration  stopped  at 
4 m.  26  s.;  but,  the  chloroform  being 
discontinued  to  listen  to  heart,  the 
respiration  returned,  and  finally  ceased 
after  7 m.  32  s.  Left  side  of  heart  almost 
empty  and  otherwise  as  in  No.  23. 
2i  drachms  of  chloroform  used. 

Manometer  experiment. 

Box,  8 feet  cubic  contents,  prepared  as 
in  No.  21,  with  8 drachms  of  chloroform 
fully  evaporated  before  the  dog  was 
put  in.  Transferred  at  8h.  19  m.  30s. 
into  anotfcer  box  of  9J  cubic  feet  con- 
tents prepared  in  the  same  way,  before 
the  dog  was  nut  into  it,  with  9J  drachms 
of  chloroform,  so  that  the  proportion  of 
vapour  was  equal  in  the  two  boxes.  Re- 
moved from  box  at  8h.  32m.  Heart  beat- 
ing very  fast,  but  no  pulse  could  be  felt. 
Breathing  returned  in  a few  minutes, 
but  stopped  again,  and  was  only  fully 
restored  after  artificial  respiration  had 
been  employed.  Dog  fell  down  at 
7h.53ni.  Box  changed  at  8h.  19  m.  30  s. 

Repetition  of  the  last  experiment  with 
the  same  dog,  which  was  still  drunk 
from  the  previous  experiment.  Re- 
covered. Respiration  returned  about 
1 m.  after  the  heart  was  supposed  to 
have  ceased  beating.  Respiration  again 
stopped,  9h.  35  m.  30  s.  Breathing 
again  9 h.  37m.  30s.  During  this  time 
the  pulse  had  not  stopped.  Cornea 
sensible  at  9 h.  33  m.  30s.  Respiration 
34  per  minute,  and  the  dog  fully  re- 
covered eventually.  Was  lying  down 
at  the  commencement.  Box  changed 
at  9 h.  22  m. 

Same  boxes  as  in  the  last,  with  8 drachms 
and  9J  drachms  of  choloroform  rcsoec- 
tively . Respiration  gasping  at  10m.  48s.; 
afterwards  continuously,  very  feeble, 
but  regularly.  On  respiration  ceasing 
at  11  h.  35m.  he  was  taken  out  of  the 
box  ; the  pulse  could  not  be  felt,  and 
the  heart,  which  was  beating  very 
slowly,  was  thought  to  have  stopped. 
He  recovered,  however,  without  arti- 

I ticial  respiration,  and  commenced  to 

I l)reathe  spontaneously  at  11  h.  41  m. 

: Dog  fell  down  in  box  at  10 h.  47  ni. 

30  s.  Box  opened  at  11  h.  23  m.  30s. 


* Nos.  29  to  185  were  manometer  experiments.  (See  pages  36,  et  $e.q,) 
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EXPEKIMENl’S  CUNUUCl'ED  BY  SUBCOMMITTEE. 


j,  — Large  dusts  of  cldoroform  yiven  till  death  occurred,  the  chlorufurm  being  administered  on  a cloth  cap  inhaler. 

Dugs  taken  without  any  preparation. 


Date. 

No. 

Description  of 
dog. 

Time  at  which 
inhalation 
commenced. 

Cornea  became 
1 insensible 
I after — 

C 

ceased  after— 

1 Pulse  stopped 
[ after — 

' 

1 Heart  ceased  1 
j beating  after—  j 

Artificial 

respiration 

commenced 

at— 

Artificial 

respiration 

continued 

for— 

Remarks. 

1889. 

H.  M.  .S. 

H.  M.  S. 

H.  M.  S. 

H.-  .M.  S. 

H.  M.  S. 

H.  M N. 

11.  M.  S. 

Oct.  24 

186 

Fullblown 
pariah,  healthy. 

2 18  30 

0 1 50 

0 

3 10 

0 3 50 

0 4 50 

... 

Severe  struggling,  and  had  to  be  held 
down  forcibly  for  the  administrai  ion. 

Do. 

187 

Full-grown 
healthy  pariah. 

2 28  30 

0 0 36 

0 

1 15 

0 3 16 

0 4 3 

Two  gasps  were  made  after  respiration 
had  ceased,  but  no  air  entered  the 
lungs.  Struggled  severely,  and  had  to 
be  held  down  forcibly. 

Do. 

188 

Ditto. 

2 37  0 

0 0 57 

0 

1 12 

0 1 32 

0 3 35 

Severe  struggling,  and  had  to  be  iield 
down  forcibly. 

Do. 

189 

Ditto. 

2 48  10 

0 0 40 

0 

2 0 

0 2 23 

0 4 37 

Pulse  returned  for  a few  seconds  before 
the  heart  stopped  beating.  Struggled 
a great  deal. 

Do. 

190 

Ditto. 

2 56  10 

0 1 4 

0 

1 44 

0 2 4 

0 4 13 

Struggled  severely.  Gasped  six  times 
after  the  respiration  ceased. 

Do. 

191 

Under-sized 

pariah. 

3 8 50 

0 0 37 

0 

1 15 

0 1 23 

0 4 20 

... 

Struggled  severely. 

Do. 

192 

Pariah  puppy, 
nine  months 
old. 

3 16  10 

0 0 36 

0 

1 37 

0 1 56 

0 5 23 

Struggled  severely.  A few  flickering 
beats  were  felt  at  the  pulse  when  the 
dog  gasped,  which  he  did  once  before 
the  heart  ceased  beating. 

Do. 

193 

Full-grown,  but 
small  pariah. 

3 23  4 

0 0 48 

0 

3 50 

0 5 48 

0 8 27 

Struggled  severely.  Gasped  twice  before 
the  heart  stopped. 

Do. 

194 

Full-grown 

pariah. 

3 35  5 

0 0 52 

0 

1 33 

0 2 48 

0 4 33 

struggled.  Gasped  thrice  before  the 
heart  stopped. 

Vo. 

195 

Ditto. 

3 42  8 

0 0 56 

0 

2 42 

0 3 32 

0 5 28 

Struggled. 

Oct.  25 

196 

Ditto. 

9 49  0 

0 0 50 

0 

1 2b 

0 2 4 

0 3 42 

Struggled. 

. Do. 

197 

Ditto. 

10  6 4 

0 0 46 

0 

1 13 

0 2 25 

0 4 19 

Gasped  twice  after  the  respiration  ceased. 
Pulse  stopped  after  1 m.  50  s.,  and.  w ith 
gasping,  returned  for  30  s.  Stopped 
finally  after  2 m.  25  s. 

Do. 


Do. 


Do. 


Do. 


Do. 

Do. 


Do. 


Do 


I.  (J). — Dugs  fed  on  Liebig's  extract  of  meat  a qvarter  of  an  hour  b fore  inhalation. 


198 

Large-sized, 
full-grown, 
healthy  pariah. 

10  12  8 

0 0 51 

0 2 52 

0 3 44 

0 5 15 

199 

Healthy,  large- 
sized  pariah. 

10  27  12 

0 18 

0 2 10 

0 2 54 

0 4 32 

200 

Small-sized, 
healthy  pariah. 

10  38  2 

0 14 

0 1 22 

0 3 41 

0 4 14 

201 

Full-grown, 

well-nourished 

pariah. 

2 6 0 

0 0 68 

0 2 22 

0 2 30 

0 4 14 

202 

Ditto. 

2 18  0 

0 0 54 

0 1 56 

0 2 3 

0 4 2 

203 

Ditto. 

2 21  0 

0 1 1 

0 1 48 
Gasped 
from 
1 m.  55s. 
till  2m. 9s. 

0 2 18 
Pulse  re- 
turned 
at  3m.  10s. 
till 

3 m.  37  s. 

0 4 17 

204 

Full-grown, 

well-nourished, 

small-sized 

pariah. 

2 29  0 

0 1 20 

0 4 17 

0 5 2 

0 7 34 

205 

Full-grown, 
well-nourished, 
extra  strong 
pariah. 

2 41  0 

0 0 50 

0 1 20 

0 1 22 

0 1 22 

Had  Liebig’s  extract  of  meat,  two  tea- 
spoonfuls in  hot  water,  a quarter  of  an 
hour  before  inhalation.  Gasped  f air 
times,  and  pulse  returned  after  40  s. 
Pulse  stopped  again  after  4m.  45s. 
Chloroform  given  as  in  the  previous 
experiment. 

Struggled.  Had  Liebig’s  extract  of  meat 
as  in  the  above  case. 

Struggled.  Gasped  before  heart  stopped 
beating.  Ditto. 

Struggled.  Had  Liebig’s  extract  of  meat 
as  in  the  last  case. 

Struggled.  Had  Liebig’s  extract  of  meat 
as  in  the  last  case. 

Struggled.  Respiration  ceased  after 
Im.  48s.  After  Im.  55s.  gasped  till 
2m.  9s.  Pulse  ceased  after  2m.  18s. 
Returned  after  3m.  10s.  and  went  on 
till  3 m.  37s.,  when  itfinallv  stopped. 
Had  Liebig’s  extiact  of  meat  as  in  the 
last  case. 

Had  Liebig’s  extract  of  meat  as  in  the 
last  case. 


In  this  case  the  dog,  which  was  a very 
savage  one,  escaped  twice  before  being 
cliloroformed,  and  struggled  v’ery  for- 
cibly. He  had  to  he  brought  into  the 
room  with  a tight  rope  and  chain  round 
the  neck,  and  was  muzzled  with  the 
leather  muzzle.  The  respiration  ceased 
after  1 m.  20  s. ; the  muzzle  and  rope 
were  removed  as  quickly  as  possible,  but 
immediately  afterwards,  two  or  three 
seconds  at  most,  the  heart  and  pulse 
stopped  simultaneously.  It  was  impos- 
sible to  perform  ordinary  artificial 
respiration,  as  no  air  could  be  forced 
in  or  out  of  the  lungs.  Post  mortem  ; 
Lungs  engorged,  rightand  left  ventricle 
of  heart  engorged  and  distended  with 
dark  venous  blood.  Post-mortem  ap- 
pearances indicate  death  from  asphyxia 
pure  and  simple.  Liver  contaiiied  less 
blood  than  usual,  and  it  did  not  flow 
on  section.  Had  Liebig's  extract  of 
meat  as  in  the  last  case. 


I.  ( e). — Dogs  kept  fasting  for  trrrnty-four  hours. 


Oct.  26 

206 

Full-grown, 
healthy  pariah, 
well  nourished. 

8 30  0 

0 1 47 

0 2 50 

0 3 22 

0 7 44 

Struggled  severely.  Qa.sped  several 
times  in  the  interval  between  the 
stoppage  of  pulse  and  heart,  and  llie 
pulse  returned  for  1 m.  36  s.  (The 
chloroform  in  this  and  the  following 
cases  was  given  on  the  cloth  cap 

inhaler.) 

i6 

Date. 

1889. 
Oft.  26. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do 

Do 

I. 

Do. 

Do. 

Do 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
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1 

[no. 

Description  of 
dog. 

Time  at  which 
inhalation 
commenced. 

1 Cornea  became 
1 insensible 
after — 

j Respiration 
ceased  after— 

[ Pulse  stopped 
after— 

1 ^ 
rt  « 

Artificial 

respiration 

commenced 

at— 

Artificial 
respiration 
continued 
for — 

Remarks. 

H.  M.  S. 

H.  M.  S. 

n.  M.  s. 

H.  M.  .'3. 

II.  M.  ,S. 

H,  M.  S. 

H.  M.  S. 

207 

Full-grown 
pariah  puppy, 
badly 
nourished. 

8 43  0 

0 1 9 

0 2 13 

0 3 23 

0 6 35 

Struggled  severely.  Gasped  five  times 
before  heart  stopped.  Pulse  returned 
for  30  s.  before  heart  stopped  acting. 

208 

Full-grown, 
well  nourished 
pariali. 

8 54  0 

0 1 40 

0 3 0 

0 8 0 

0 8 48 

Struggled  severely.  Gasped  several  times 
before  heart  stopped. 

209 

Badly 

nourished,  full- 
grown,  small- 
sized  pariah. 

9 9 10 

0 1 7 

0 3 4 

0 4 6 

0 6 23 

Struggled  severely.  Dog  gasped  six 
times  before  heart  ceased  to  beat. 

210 

Ill-nourished, 

full-grow'n 

pariah. 

9 21  0 

0 1 33 

0 3 43 

0 4 20 

0 9 16 

••• 

Struggled  severely. 

I — Dof/s  that  have  had  rectified  spirit  before  inhalation.  Chloroform  in  large  doses  on  cloth  cap  inhaler. 


211 

Full-grown, 

healthy 

pariah. 

10  42  0 

0 0 50 

0 3 2 

0 3 48 

0 6 18 

212 

Large-sized, 

unusually 

strong 

pariah. 

10  58  0 

0 0 44 

0 2 34 

0 2 54 

0 5 4 

213 

Full-grown, 
badly 
nourished 
pariah,  with  a 
healing  wound 
on  left  side  of 
thorax. 

11  15  0 

0 2 22 

0 3 51 

0 4 35 

0 6 28 

214 

Full-grown, 
badly 
nourished, 
weak  pariali 
(emaciated). 

11  24  10 

0 1 33 

0 8 23 

0 9 15 

0 12  46 

215 

Full-grown, 

well-nourished 

pariah. 

11  50  0 

0 12 

0 3 20 

0 4 6 

0 6 20 

... 

... 

Struggled.  Had  Joz.  of  spiritus  rectlfi- 
catus  immediately  before  the  inhala- 
tion. 

A small  dose  of  chloroform  was  given 
preparatory  to  the  administration  of 
the  spirit,  as  there  was  difficulty  in 
getting  him  to  swallow  it  without  the 
anaesthetic. 

Had  Joz.  of  spiritus  rectificatus  with 
water  four  minutes  before  the  inhala- 
tion. Little  or  no  struggling. 


Had  § oz.  of  spirits  and  water  ten 
minutes  before  the  inhalation,  which 
made  it  drunk  a minute  after,  and  in- 
haled the  chloroform  quietly,  with 
li  tie  or  no  struggling.  No  force  was 
required  to  compel  this  animal  to  in- 
hale, and  Uiere  was  no  holding  of  the 
breath  as  in  the  cases  where  no  spirit 
was  administered,  or  it  was  admini- 
stered immediately  before  the  inhala- 
tion. 

This  dog  struggled  a great  deal,  although 
it  had  had  J oz.  of  spirits  ten  minutes 
before  the  inhalation,  as  in  the  last 
case. 


(e). — Five  dogs  that  have  had  two  teaspoonfuls  of  Liebig’s  ixtract  of  meat  two  hours  before  the  administration  of 

chloroform  in  large  doses. 


216 

Full-grown, 
healthy  pariah. 

2 30  0 

0 0 42 

0 1 22 

0 1 38 

0 4 18 

••• 

1 

217 

Full-grown, 
healthy  pariah, 
unusually 
strong. 

2 49  30 

0 0 53 

0 1 40 

0 2 8 

0 4 46 

... 

... 

218 

Full-grown, 

ill-nourished 

pariah. 

3 3 0 

0 1 12 

0 2 25 

0 2 41 

0 5 9 

219 

Full-grown, 
healthy,  well- 
nourished 
pariah. 

3 17  0 

0 1 48 

0 3 0 

0 3 38 

0 6 17 

220 

Large-sized, 

powerful 

pariah. 

3 27  0 

0 1 23 

0 2 37 

0 4 5 

0 6 58 

Struggled  a great  deal.  Inhaler  was 
covered  by  mackintosh  in  this  case  to 
exclude  air.  Had  extract  of  meat. 
The  chloroform  in  this  and  the  follow- 
ing cases  was  given  as  in  the  previous 
experiments. 

Struggled  a great  deal.  Pulse  returned 
for  8 s.  after  it  had  stopped.  Had  ex- 
tract of  meat.  Chloroformed  in  the 
same  way. 

Struggled  severely.  Pulse  returned  for 
17  s.  before  the  heart  stopped.  Had 
extract  of  meat.  Chloroformed  in  the 
same  way. 

Struggled  severely.  Had  extract  of 
meat.  Chloroformed  in  the  same  way. 


Struggled  severely.  Gasped,  and  the 
pulse  returned  for  40  s.  before  the 
heart  stopped.  Had  extract  of  meat 
Chloroformed  in  the  same  way. 


1.  (fj. — Five  dogs  that  have  had  food  two  hours  previously  to  inhalation  and  chloroformed  in  the 

above  manner. 


221 

Small- sized  but 
iull-grown  and 
healthy  pariah. 

3 39  0 

0 1 10 

0 2 6 

0 3 12 

0 6 54 

222 

Full-grown 
healthy  pariah. 

3 49  10 

0 1 10 

0 2 22 

0 3 17 

0 6 38 

223 

Lean,  but  full- 
grown  pariah. 

4 10  54 

0 1 4 

0 1 43 

0 3 5 

0 4 36 

224 

Old  and  large- 
sized pariah. 

4 20  40 

0 0 58 

0 2 0 

0 2 33 

0 5 43 

... 

225  Well-nourished, 
\ full-grown 
pariah,  un- 
, usually  strong. 

4 30  6 

0 0 49 

0 1 2 

0 2 15 

0 3 0 

Struggled.  Gasped  after  pulse  stopped, 
and  the  pulse  returned  for  15  s.  before 
the  heart  stopped.  Had  food  two 
hours  before. 

Struggled  very  hard.  Pulse  returned  for 
28  s.  after  it  hail  stopped.  Had  food 
two  hours  before. 

Struggled.  Gasped  after  breathing  bad 
ceased.  Had  food  2h.  before  inliala- 
tion. 

Struggled  a great  deal.  Pulse  returned 
for  30  s.  alter  it  hail  stopped.  Had 
food  two  hours  before. 

Struggled  very  hard,  and  was  choked 
in  lieing  broiiglit  np  to  the  table.  Had 
food  two  hours  before. 
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(</)■  — Begs  hept /anting  from  the.  j.rtvious  evi  uing  chloroformed  rvith.  large  doses  as  usual. 


Dale.  Nn 


1889. 
Oct.  28 


Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

DO. 

Do. 

Do. 


Do. 

Do. 


Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

o. 

Do. 


226 

227 

228 

229 

230 

231 
2321 

233 

234 

235 


236 


Description  of 
dog. 


I.  (a;.- 

Do.  I 247 


Do. 

Do. 


Do. 


Do. 


250 


■251 


Oct.  29  252 


Do. 


253 


Full-grown 

well-nourished 

pariah. 

Under-sized, 

iairly-nourishei 

pariah. 


pariah. 

Large-sized, 
full-grown 
pariah . 
Large-.sized, 
full-grown, 
but  ill- 
nourished 
pariah. 
Badly 

nourished,  full 
grown  pariah. 
Large-sized, 
full-grown 
pariah. 
Large-sized, 
powerful 
pariah. 
Full-grown 
pariah,  well 
nourished. 
Full-grown, 
healtliy,  well- 
nourished 
pariah. 

Weakly  pariah 
puppy,  eight 
months  old. 
Ditto. 

Lean,  full-sized 
ill-nourished 
pariah. 

Lean  and  full- 
grown  pariah 
pup,  about  nin( 
months  old. 
Full-grown, 
badly  fed 
pariah. 
Full-grown, 
well-nourished 
pariah. 
Large-sized, 
full-grown, 
powerful 
pariah. 
Full-grown, 
healthy 
jjariah. 
Full-grown, 
well-nourished 
pariah. 
Ill-fed  pariah, 
full  grown. 
Thin,  full-sized 
liariah  dog, 
with  healing 
sore  on  back. 


Full-grown, 

badly 

nourished 

pariah. 

Ditto. 

Badly 

nourished 

(emaciated), 

full-grown 

pariah. 

Well-nourished, 
full-grown 
pariah  (very 
vieious). 
Full-sized, 
ill-fed  pariah. 
Full-sized, 
well-fed,  strong 
pariah. 


Emaciated, 

full-grown 

pariah. 


Time  at  which 
inhalation 
commenced. 

Cornea  became 

insensible 
1 after — 

Respiration 
ceased  after— 

Pulse  stopped 
after — 

j Heart  ceased 
beating  after — 

Artitici'il 

respiration 

commenced 

at— 

Artificial 
respiration 
continued 
for — 

H.  M.  S. 

H. 

]sr.  s. 

U.  M S. 

H.  M.  s. 

II.  M.  s. 

H.  M.  S. 

II.  M.  .S. 

10  18  40 

0 

1 20 

*025 

0 3 20 

0 8 2C 

10  32  8 
J 

0 

0 57 

0 1 32 

022 

0 6 42 

- 10  51  10 
1 

0 

1 12 

0 2 23 

0 4 26 

0 6 28 

11  1 48 

0 

0 45 

0 3 14 

0 4 4 

0 6 42 

11  12  30 

0 

1 35 

0 1 48 

0 2 18 

0 5 12 

11  23  6 

0 

1 23 

0 G 18 

0 7 11 

0 9 3 

11  45  15 

0 

2 6 

0 2 49 

0 3 13 

0 5 12 

11  55  0 

0 

1 3 

0 1 21 

0 1 53 

0 3 13 

3 3 30 

0 

1 14 

0 1 45 

0 2 20 

0 6 28 

3 19  0 

0 

1 1 

0 1 55 

0 3 17 

0 4 37 

... 

3 28  0 

0 

1 45 

0 2 48 

0 3 23 

0 6 12 

... 

3 38  0 

0 

0 39 

0 1 48 

0 3 12 

0 4 13 

3 47  45 

0 

0 57 

0 2 14 

0 3 26 

0 5 27 

3 56  20 

0 

1 11 

0 2 24 

0 3 43 

0 6 0 

4 5 0 

0 

0 46 

0 1 58 

0 3 8 

0 6 23 

4 13  6 

0 

2 3 

0 2 23 

0 3 8 

0 5 0 

4 23  0 

0 

1 6 

0 1 48 

0 2 43 

0 6 58 

4 34  50 

0 

1 3 

0 2 23 

0 3 12 

0 8 5 

10  30  0 

0 

0 46 

0 1 12 

0 3 52 

0 5 25 

10  37  55 

0 

0 38 

0 1 22 

0 2 35 

0 4 53 

10  43  10 

0 

0 56 

0 1 14 

0 3 37 

0 6 0 

... 

trmed  as 

hey  were 

obtained 

from  the 

b izaars. 

and  Chios 

'oformed  r 

10  50  50 

0 

0 55 

0 2 3 

0 5 48 

0 6 35 

... 

11  0 0 

0 

0 48 

0 1 36 

0 2 45 

0 4 58 

11  7 3 

0 

0 44 

0 1 28 

0 3 0 

0 5 24 

11  17  30 

0 

0 50 

0 1 47 

0 6 33 

0 7 48 

11  26  0 

0 

0 36 

0 0 53 

0 1 51 

0 3 17 

11  32  40  j 

0 

1 22 

0 2 31 

0 4 16 

0 11  12 

... 

11  47  50 

1 

1 

0 

1 13 

I 

0 2 7 

0 4 28 

0 6 53 

Remarks. 


Dog  struggled  very  much  during  inhala- 
tion. Chloroformed  fasting.  The 
chloroform  was  given,  as  in  the  pie- 
vious  cases,  on  a cloth  cap  inhaler. 

Dog  did  not  struggle  much.  Chloro- 
formed starving. 


Struggled  hard.  Gasped  after  pulse 
stopped.  Pulse  returned  simul- 
taneously for  40  s.  Chloroformed 
starving. 

Struggled  hard.  Chloroformed  starving. 

Struggled  hard.  Gasped,  and  pulse  re- 
turned for  Im.  and  5s.  before  heart 
ceased  contracting.  Chloroformed 
fasting. 

Struggled  a little.  Chloroformed  fastinc. 

Struggled  very  hard.  Gasped  after 
respiration  ceased.  Pulse  returned  for 
23  s.  Chloroformed  fasting. 

Struggled  very  hard.  Chloroformed 
fasting. 


Ditto 


ditto 


ditto 


Struggled  very  hard.  Chloroformed 
fasting. 


Struggled  feebly.  Chloroformed  fasting. 


Ditto  ditto 

Struggled  hard.  Gasped  several  (13) 
times,  when  the  pulse  returned  for 
23  s.  Chloroformed  fasting. 

Struggled.  Chloroformed  fasting. 


Ditto 


ditto 


Struggled  very  hard.  Gasped  after 
breathing  had  stopped.  Chloroformed 
fasting. 

Had  to  be  muzzled.  Struggled  very 
hard.  Gasped  after  breathing  stopped, 
and  the  pulse  returned  for  12  s.  Chloro- 
formed fasting. 

Struggled  feebly.  Chloroformed  fasting. 


Dog  struggled.  Chloroformed  fasting. 


Struggled  hard.  Gasped.  Chloroformed 
fasting. 

Struggled.  Chloroformed  fasting. 


Struggled  hard.  Gasped  before  heart 
stopped.  Dog  chloroformed  as  he  was 
brought  in. 


Struggled. 

Struggled. 


Struggled  very  hard  and  gave  trouble 
when  being  brought  to  the  table. 
Gasped  after  breathing  had  stopped 
four  times. 

Struggled  hard. 

Struggled.  In  this  e.Nperimcnt  the  ces- 
sation of  the  heart’s  action  was  judged 
by  means  of  a needle  thrust  into  that 
organ,  and  not  by  auscultation  as  in 
the  former  cases. 

Struggled.  Gasped  several  times.  Needle 
used  as  in  the  last  case. 
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Date. 

No. 

Description 
of  dog. 

Time  at  which 
inhalation 
commenced. 

Cornea  became 
insensible 
after — 

Respiration 
ceased  after— 

Pulse  stopped 
after — 

Heart  ceased 
beating  after— 

Artificial 

respiration 

commenced 

at>“- 

Artificial 
respiration 
continued 
for — 

Lemarks. 

1S89J 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

n.  M.  s. 

Oct,  29 

254 

Fall-sized 

healtliy 

pariah. 

3 1 11 

0 1 59 

0 2 42 

0 3 58 

0 12  8 

struggled  hard. 

Do. 

255 

Old  parialL 
blind  of  one  eye 
from  an  opacity 
of  cornea. 

3 15  30 

0 0 37 

0 1 35 

0 3 36 

0 4 38 

Struggled.  Gasped  after  breathing  had 
ceased. 

Do. 

256 

Full-grown, 

well-nourished 

pariah. 

3 24  30 

0 0 58 

0 2 3 

0 3 58 

0 8 33 

Struggled.  Gasped  after  breathing  had 
ceased.  Heart’s  action  ceased  to  be 
heard  with  the  stethoscope  after 
4 m.  37  s.,  but  on  thrusting  a needle 
into  the  heart  it  was  found  to  he 
acting  and  ceased  only  after  8 m.  33  a. 
fi’ora  the  time  of  inhalation. 

Do. 

257 

Well-nourished, 

full-grown, 

powerful 

pariah. 

3 40  45 

0 0 56 

0 2 4 

0 4 52 

0 6 30 

Struggled. 

Do. 

258 

Well-nourished, 
f ull-grown 
pariah. 

3 56  10 

0 0 48 

0 1 16 

0 3 17 

0 6 40 

Ditto. 

Do. 

259 

Full-grown, 

well-nourished 

pariah. 

4 4 0 

0 0 53 

0 1 50 

0 2 43 

0 7 38 

Ditto. 

Do. 

260 

Full-grown, 

ill-conditioned 

pariah. 

4 16  25 

0 1 36 

0 2 37 

0 3 35 

0 6 33 

Struggled  very  hard. 

Oct.  30 

j 

261 

Full-grown 

paiiah 

fairly 

nourished. 

10  1 0 

0 1 10 
If. 

0 2 1 
(a). — Tm 

0 2 45 
0 ounces  t 

0 5 30 
f cMor  of 

irm  in,  tit 

1 box. 

Struggled  and  resisted  as  usual.  Needle, 
with  flag,  thrust  into  the  heart  after 
stopping  of  pulse.  Movements  of  flag, 
at  first  violent,  gradually  became 
feeble,  and  when  they  were  reduced  to 
mere  vibration  the  heart  was  said  to 
have  ceased. 

Do. 

262 

Ill-nourished, 

middle-sized 

pariah. 

10  13  30 

Not 

noted. 

0 45  28 

• 

0 48  15 

0 52  12 

The  anoesthetic  was  administered  by 
placing  the  liead  and  neck  of  the  dog 
in  a ho.\  8 cubic  feet  in  capacity,  in 
which  2 oz.  of  chloroform  liad  been 
evaporated.  Dog  sfruggleii.  Dog 

breathing  naturally,  w ith  a good  pulse, 
at  11  h.  10  m.  Lid  of  box  removed,  and 
2 oz.  of  chloroform  placed  in  it  on  blot- 
ting-paper. Box  (overed  again  at 
11  h.  10m.  45s.  The  lii’st  dose  of 
chloroform  in  this  experiment  was 
placed  in  the  box  an  hour  previous  to 
the  inhalation,  and  it  was  proved  after- 
wards that  the  lid  had  been  renroved 
more  than  once  dur  ing  this  time. 

Do. 

2C3 

Ill-nourished, 

under-sized 

pariah. 

11  30  0 

Do. 

0 0 45 

0 2 30 

0 3 45 

Box  clearted  and  dog  i-hUrrofornred  in 
the  same  way.  Dog  strirggled.  The 
inhalation  was  conrrtterrced  imme- 
diately after  the  chloroform  was  put 
into  the  box. 

Do. 

264 

Large-sized, 

full-grown 

pariah. 

11  43  0 

Do. 

0 1 46 

0 3 30 

0 5 0 

... 

Dog  struggled  hard.  Chloroformed  in 
the  same  mattner. 

Do. 

2G5 

111-fed,  small 
pariah. 

3 0 0 

Do. 

0 2 43 

0 6 8 

0 6 55 

Struggled  as  irsual.  Chloroformed  as  in 
the  last  case.  Gasped  once  before 
death . 

Do. 

266 

Small-sized, 
fullglWMl, 
and  w eakly 
pariah. 

11.  (i). 

3 16  50 
— One  OH 

Do. 

nee  of  cJi 

0 1 37 
hnform 

0 2 51 
mtcad  oj 

0 4 39 
tno  onn 

as  given 

in  the  tin 

Strrrggled  as  itsrtal.  Chloroform  given  as 
in  the  last  case. 

box  as  in  II.  (a). 

Do. 

267 

Full-sized, 
hrallhy,  well- 
nourished 
pariah. 

1 3 31  15 

1 

Not 

noted. 

0 1 48 

0 3 2 

0 7 38 

Dog  struggled.  One  ounce  of  chloroform 
administer  ed  instead  of  two,  but  hr  the 
same  trn  box  as  in  the  last  five  cases. 

Do. 

268 

Large-sized 

powerful 

pariah. 

3 42  45 

Do. 

0 3 14 

0 6 12 

0 8 5 

Struggled  a great  deal.  Chloroform  given 
as  in  Experimerrt  267. 

Do. 

269 

Full-grown, 

ill-nourished 

paiiah. 

3 55  0 

Do. 

0 2 35 

0 4 26 

0 5 8 

... 

Struggled  as  usual.  Chloroform  given  as 
in  the  last  case. 

Get.  31 

270 

Full-grown, 

ill-nourished 

pariah. 

9 48  0 

Do. 

0 2 30 

0 6 30 

0 7 42 

... 

Chloroformed  in  tin  box  as  in  the  last 
case.  Did  not  struggle  at  all  during 
rrrhalntion. 

Do. 

271 

Full-grown, 
w ell-iuiurished 
pariah. 

10  0 0 

1 

II 

Do. 

• (o)-2 

0 3 0 
lalf  an 

0 6 <0 
nince  of 

0 10  15 
chlorofo'.^ 

n nud  it 

the  tin 

Strrrggled  as  usual.  Breathed  again  60s. 
after  the  respiratiorr  ceased  atrd  con- 
tinued breatliing  for  60s.  Chloroform 
giveit  as  in  the  last  case. 

btx. 

Do. 

1272 

Fairly 

nouribhed, 

full-grown 

pariah. 

10  14  10 

Not 

noted. 

0 7 35 

0 13  55 

0 16  10 

Chloroformed  as  above.  Struggled  as 
usital,  velped  loudly.  Breathing  re- 
turned'20s.  after  it  had  stopped  atrd 
corttimred  for  6 m.  25s.  afterwards. 

Do. 

273 

Full-grown, 
fairly  well- 
noiM'ished 
pal  iah. 

10  35  20 

Do. 

I)  19  4 

0 19  4 

0 19  12 

Struggled  very  hard  and  yelped  loudly. 
The  hreathirtg  stopped  very  gtadrtally 
itr  this  case,  hecoitting  shallow  by 
degrees  uttltl  it  ceased.  Chloroformed 
as  hr  the  last  case. 
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Date. " 

No 

Description 
of  dog. 

Time  at  wliicb 
inhalation 

commenced. 

Cornea  becanu 
insensible 
after — 

Kespiration 
ceased  after — ‘ 

1 Pulse  stopped 
after — 

Heart  ceased 
heating  after— 

Artilicial 
■ respiration 
' commenced 
at — 

Artificial  j 

respiration  i 
continued  I 

for — 

Remarks. 

1889 

H M.  s: 

II.  M.  S. 

If.  M.  s. 

H.  M.  S. 

H.  M.  S. 

H.  .M.  s. 

II.  M.  S. 

Oct.  31 

274 

Large-sized 
powerful,  full- 
grown  pariah. 

11  2 0 

Not 

noted. 

Struggled  and  yelped  loudly.  Breathing 
hecame  stertorous  after  19in.  15s  Con- 
vulsions set  in  at  11.45  o’clock.  The 
dog  gradually  recovered  and  was  let 
loose  at  12.15. 

Uo. 

275 

Full-grown, 
healUiy 
pai  lah. 

3 38  0 

Do. 

0 11  15 

0 12  2 

0 13  12 

Struggled  and  yelped  loudly.  Breathing 
stopped  very  graduallyas  in  Experiment 
273.  The  action  of  tiie  heart  became 
very  intermittent  towards  the  end. 
There  were  three  distinct  intervals  of 
about  8 s.  each,  when  there  were  no 
contractions,  each  interval  being  fol- 
lowed by  very  quick  cardiac  action. 
Chloroform  given  as  in  the  last  case. 

Do. 

276 

Powerful,  full- 
grown,  healthy 
pariah. 

4 6 0 

Do. 

0 17  5 

0 17  12 

0 18  2 

Had  to  be  muzzled.  Struggled  a great 
deal.  Bre.athing  ceased  very  gradually. 
Chloroformed  as  in  the  last  case. 

I,  (i).  — T)og^  chloroformed  with  about  two  ounces  of  chloroform  at  a time  on  a cloth  inhaler. 


Do. 

277 

Full-grown, 

healthy 

pariah. 

11  48  0 

Do. 

278 

Ditto. 

11  55  0 

Do. 

279 

Full-grown, 
pariah  pup. 

3 43  0 

Do. 

280 

Full-grown, 

healthy 

pari;ili. 

3 55  55 

Do. 

281 

Large-sized, 

full-grown 

pariah. 

4 13  45 

0 0 55 

0 1 17 

0 2 5 

0 4 3 

0 1 7 

0 1 58 

0 3 21 

0 5 34 

0 0 45 

0 1 23 

0 1 52 

0 4 28 

0 1 18 

0 2 11 

0 4 28 

0 6 18 

0 1 10 

0 3 5 

0 3 12 

0 8 42 

Struggled  as  usual. 


Struggled  as  usual. 

Held  its  breath  a great  deal,  and  then 
made  some  very  full  inspirations. 
Gasped  before  heart  stopped. 

The  dog  struggled  as  usual. 


Struggled  in  the  usual  manner. 


IF.  (n)  —Two  ounces  of  cV  or  of orm  given  in  tin  box 


Nov.  1 

282 

Under-sized, 
ill-fed  pariah. 

9 49  0 

Not 

noted. 

0 4 30 

0 6 0 

0 7 24 

Do. 

283 

Full-grown, 

weh-iu)urishe<l 

pariah. 

10  2 30 

Do. 

0 11  47 

0 12  30 

0 15  17 

Do. 

284 

Under-sized, 

ill-nourished 

pariah. 

10  26  30 

Do. 

0 4 40 

0 6 25 

0 5 30 

Do. 

285 

Full-sized, 

well-nourished 

])ariah. 

10  41  50 

Do. 

0 4 46 

0 5 52 

0 9 38 

Do. 

286 

Full-&i'/.ed, 
pariah,  with 
opacity  of 
cornea  in  one 
eye. 

10  58  13 

Do. 

0 4 24 

0 5 8 

0 8 59 

Chloroformed  in  tin  box.  Struggled  as 
usual.  Temperature  in  rectum  at 
9h.  53  m.  during  inhalation  10T6®  F. 
Temperature  same  after  lieart  stopped. 

Did  not  struggle  at  all.  Temperature 
in  rectum  at  10  li.  5ni.  30  s.  during  in- 
halation lOO"  F.  Temperature  when 
iieart  stopped,  100’5“  F. 

Chlo^'oformed  as  above.-  Struggled  as 
usual.  Temperature  in  rectum  before 
inhalation  lO^  ^^F.,  when  heart  stoppeil 
103"  F. 

Temperature  before  inhalation  99'8“F 
Struggled.  Temperature  immediately 
after  <teath  100*4" F. 

Temperature  (a)  before  inhalation  102"F. ; 
(/>)  afterbeart  stopped  102  8"  F.  Strug- 
gled. 


II  (h) — One  ounce  of  Cnlortform  g venintin  box 


Do. 

287 

Fuli-sized, 

11  12  0 

Not 

0 8 31 

0 10  0 

0 14  6 

well-noin  ished 

noled. 

pariali. 

Do. 

288 

Full-sized, 

11  32  0 

Do. 

0 6 17 

0 7 12 

0 10  4 

Do. 

healthy 

pari.il). 

289 

Emaciated, 

full-grown 

3 7 0 

Do. 

0 4 12 

0 4 53 

0 10  13 

pariah,  lame  in 

one  leg  from 

an  old 
fracture. 

Do. 

290 

FiiU-grow’n, 

3 25  30 

Do. 

0 4 3 

0 6 47 

0 8 42 

Do. 

healthy 

pariali. 

291 

Ill-nourislied 

3 40  30 

Do. 

0 7 26 

0 8 33 

0 11  53 

full-grown 

pariah. 

II. 

an  ounce 

of  (•hlon  form  vsfd  in,  these  cases  in  t 

Do. 

292 

Full-grown, 

3 58  15 

Not 

0 8 11 

0 9 38 

0 10  28 

ill-nourished 

not  ed. 

1 

Nov.  2. 

jiariah. 

293 

Under-sized, 

ill-nourished 

9 26  0 

Do. 

0 10  40 

0 11  10 

0 15  40 

pariah. 

Do 

294 

Under-sized, 

9 47  12 

Do. 

0 16  0 

0 17  25 

0 19  55 

fairly  well 
nourished 

Do. 

295 

pariah. 

Under-sized, 

10  29  0 

Do. 

0 10  30 

fairly 

nourished 

pariah. 

Do. 

296 

Full-grown, 
lean  pariali. 

11  7 45 

Do. 

0 14  8 

0 16  31 

0 18  1 

; 

Struggled  very  bard.  Temperature  before 
inhalation  i02"  F.;  after  heart  ceased 
103"  F. 

Tempe»ature  before  inhalation  103*8" F.; 
after  heart  ceased  104"  F.  Struggled 
as  usual. 

Dog  struggled.  Temperature  before  in- 
halation 101*6°F. after  death  101*8°  F. 
Ga.‘^ped  before  tlie  heart  ceased.  Pulse 
returned  and  lasted  for  1 m.  50  s. 


Temperature  before  inhalation  103" P. 
Dog  struggled.  After  death  103*4°  F. 

Temperature  before  inhalation  103" F. 
Dog  struggb'd.  Breathing  stopped 

very  graiiually.  Tempemture  after 
death  104“  F. 


Dog  struggled.  Temperature  before 
inhalation  103"  F. ; after  death  103  2°  F. 

Struggled  as  usual.  Temneratu^e  in 
recuim  beiore  inhalation  99  8"  F.  Tem- 
perature remained  the  same  when 
heart  ceased  acting.  Gasped  at  9!i.38m. 

Struggled  as  u.sual.  Temperature  in 

rectum  before  inhalation  ICO"  F.,  and 
remained  the  same  when  heart  ceased 
acting. 

Chloroformed  as  above.  Temperature  in 
rectum  before  inhalation  102“  F.  Hespi- 
ration,  after  stopping  for  30  s.. returned 
again,  and  the  dog giiulually  recovered. 
Temperatiire  when  removed  102*6°  F. 
Itemoved  from  the  box  at  il  o’clock. 

7en»pcrature  in  rectum  before  inhalation 
1C0*6"  F.,  after  death  101" F.  Struggled 
a gieat  (leal. 
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111.  (a). — In  these  cases  one-fourth  of  a gram  of  morphina  hydrochloras  was  injected  over  the  epigastrium  of  the  dog 
fifteen  minutes  before  the  inhalation.  Vhloroform  in  large  doses  given  on  the  cloth  inhaler. 


Date. 

No. 

Description 
of  dog. 

Time  at  which 
1 inhalation 
commenced. 

Cornea  became 
Insensible 
after — 

Respiration 
ceased  after — 

Pulse  stopped 
after — 

Heart  ceased 
beating  after — 

Artificial 
respiration 
commenced 
at — 

Artificial 
respiration 
continued 
for — 

Bemarks 

1889. 

H.  M.  s. 

n.  M.  s 

H M.  s. 

H.  M.  s 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

Nov.  2. 

297 

Full-grown, 

sraall-Rized 

pariah. 

n 14  30 

0 1 3 

0 1 45 

0 2 7 

0 6 33 

Morphine  injected  at  10  h.  59  m.  Strug- 
gled as  usual. 

Do. 

298 

Full-grown 

well-nourished 

pariah. 

11  30  0 

0 1 38 

0 3 12 

0 3 37 

0 6 22 

Morphine  injected  at  11  h.  16  m.  Dog 
struggled. 

Do. 

299 

Full-grown, 

healthy 

pariah. 

11  46  0 

0 1 48 

0 2 5 

0 3 13 

0 7 58 

Morphine  injected  at  11  h.  32  m.  Strug- 
gled. Grasped  after  pulse  stopped. 

Do. 

300 

Full-sized, 
well-nourished 
pariah  puppy. 

2 36  0 

0 0 35 

0 15 

0 1 10 

0 2 5 

Morphine  injected  at  2h.  22m.  Pulse 
ceased  almost  immediately  after  the 
respiration  stopped.  Struggled. 

Do. 

301 

Full-sized, 

well-nourished 

pariah. 

2 45  0 

0 0 43 

0 1 33 

0 1 52 

0 5 3 

Morphine  injected  at  2h.  30  s.  Gasped 
after  pulse  stopped. 

nr.  {h).  — TJalf  grain  of  morphine  injected  in  these  dogs  before  being  chloroformed  with  large  doses  on  the  cloth  cap  inhaler. 


Do. 

302 

Full-sized, 

ill-nourished 

pariah. 

3 3 10 

0 1 1 

0 2 12 

0 3 4 

0 5 17 

Morphine  injected  at  2 h.  48  m.  Dog 
struggled. 

Do. 

303 

Large-sized, 

well-nourished 

pariah. 

3 16  2 

0 0 44 

0 2 8 

0 3 36 

0 4 53 

... 

Morphine  injected  at  3 p.m..  Struggled 
very  hard  and  got  loose.  Cauglit  and 
brouglit  back,  and  held  down  forcibly 
a second  time. 

Do. 

304 

Full-sized, 

healthy 

pariah. 

3 25  10 

0 1 10 

0 2 29 

0 4 42 

0 5 2 

... 

Morphine  injected  at  3 h.  11  m.  20  s. 
Gasped  after  pulse  stopped. 

Do. 

305 

Full-sized, 
ill-nourished 
pariah  with  a 
cyston  tongue. 

3 38  20 

0 13 

0 1 36 

0 2 28 

0 5 47 

Morphine  injected  at  3 h.  23  m. 

Nov.  4 

306 

Full-sized, 

fairly 

nourished 

pariah. 

9 30  0 

0 0 45 

0 1 20 

0 1 50 

0 5 8 

Morphine  at  9 h.  15  m.  Struggled  as 
usual  Pulse  stopped  30  s.  alter  re- 
spiration 

V.  W.- 

—Artificial  Tespw 

TflO 

ation  tried  after  respiration  ceased  on  dogs  that  had  had  a subAitaneous  injection  of  half  a grain  eg 
rphine.  ( The  chloroform  was  given  in  large  doses  on  the  cloth  cap  inhaler.) 

Do. 

307 

Under-sized, 

fairly 

nourished 

pariah. 

9 55  0 

0 0 40 

0 1 40 

0 4 0 

Not 

noted. 

9 56  50 

0 4 0 

Morphine  Injected  at  9 h.  38  m.  Pulse 
found  to  have  stopped  at  4 m.  after 
inhalation  began.  Artificial  respiration 
commenced  10  s.  after  respiration 
ceased ; continued  for  4 m.  Flag  in- 
troduced into  heart  at  the  end  of  4 m. 
did  not  vibrate.  Artificial  respiration 
commenced  10  s.  after  breathing 
stopped.  Unsuccessful. 

Do. 

308 

Ill-nourished, 
mangy  pariah 
puppy,  between 
four  and  five 
months  old. 

10  7 0 

0 0 45 

0 1 40 

0 4 50 

0 5 25 

10  9 0 

0 4 0 

Jlorphine  injected  at  9 h.  47  m.  Struggled 
slightly.  Artificial  respiration  con- 
tinued for  4 m. ; no  effect.  Pulse 
stopped  during  artificial  respiration. 

Artificial  respiration  commenced  after 
20  s.  Unsuccessful. 

Do. 

309 

Full-grown, 
pariah  puppy, 
emaciated. 

10  28  50 

0 0 46 

0 14 

Not 

noted. 

Not 

noted. 

10  30  15 

0 6 0 

Morphine  injected  at  10  h.  17  m.  Dog 
died.  Artificial  respiration  commenced 
after  20  s.  Unsuccessful. 

Do. 

310 

Full-grown, 

powerful 

pariah. 

10  38  0 

0 0 48 

0 1 52 

10  40  0 

0 8 0 

Morphine  injected  at  10 h.  23  ra.  Natural 
respiration  re-established  at  10  h.  48  s. 
Artificial  respiration  commenced  8 s. 
after  breathing  stopped.  Successful. 

Do. 

311 

Emaciated, 

full-sized 

pariah. 

11  6 0 

0 10 

0 3 4 

Not 

noted. 

Not 

noted. 

11  9 20 

0 12  0 

Half  grain  morphine  injected  at  10  h.52  m. 
Artificial  respiration  commenced  16  s. 
after  breathing  stopped.  Unsuccessful. 

III.  (v).  — Half  a grain  of  morphine  injected  fifteen  minutes  before,  and  varying  quantities  of  strychnine 


immediately  before  administration  of  chloroform.  Artificial  respiration  tried. 
Chloroform  given  in  large  doses  in  cloth  cap  inhaler. 

Nov.  5. 

312 

Ill-nourished, 

under-sized 

pariah. 

9 48  0 

0 10 

0 2 30 

0 5 0 

0 7 10 

Morphine  injected  at  9 h.  33  m.;  '02  gr. 
strychnine  injected  immediately  before 
inhalation. 

Do. 

313 

Badly 

nourished, 

under-sized 

10  0 0 

0 14 

0 2 0 

0 2 30 

0 4 15 

Morphine  injected  at  9h.  45  ra. ; and 
•02gr.  of  strychnine  immediately  before 
inlmlation. 

Do. 

314 

^riah. 

Fairly 

nourished, 

small-sized 

pariah. 

10  22  0 

0 0 45 

0 1 30 

0 1 53 

0 8 3 

Morphine  injected  at  10  h.  7 m. ; "02  gr. 
of  strychnine  injected  at  10  h.  ^ m. 

Do. 

315 

Full-sized, 

well-nourished 

pariah. 

10  45  0 

0 0 40 

0 2 10 

0 3 3 

0 9 13 

Morphine  injected  at  10  h.  30  m.;  strych- 
nine f02gr.)  injected  at  10  h.  44  m. 

Do. 

316 

Full-grown, 

well-nourished 

10  54  0 

0 0 46 

0 1 23 

0 2 28 

0 6 8 

Morphine  injected  at  10 h.  35  m.;  strych- 
nine ( 02  gr.)  injected  at  10  h.  53  m. 

1 

Do. 

317 

pariah. 

Full-grown, 

small-sized 

pariah. 

11  0 30 

0 0 53 

0 2 8 

0 2 53 

0 6 41 

Morphine  injected  at  10  h.  44  m.;  strych- 
nine (‘02 gr.)  injected  at  11  h. 

Do. 

318 

Full-grown, 

ill-nourished 

pariah. 

11  8 0 

0 0 42 

0 1 7 

0 2 40 

0 6 1 

Morphine  injected  at  10  h.  52  m.;  strych- 
nine ('03  gr.)  at  11  h.  7 m.  30s. 
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Date. 

No. 

Description 
of  dog. 

Time  at  which 
inhalation 
commenced. 

Cornea  became 
insensible 
after — 

Respiration 
ceased  after — 

Pulse  stopped 
after — 

Heart  ceased 
beating  after— 

Artiticial 

respiration 

commenced 

1889. 

H.  M.  S. 

H.  M.  S. 

H.  M.  s. 

H.  M.  S. 

H.  M.  s. 

H.  M. 

Nov.  5. 

319 

Full-grown, 

heathy 

pariah. 

11  16  30 

0 59  0 

0 2 1 

0 2 32 

U b 4u 

Do. 

320 

Full-grown, 

healthy 

pariah. 

11  25  12 

0 1 0 

0 3 30 

0 4 11 

u y 

>•« 

Do. 

321 

Full-grown, 

healthy 

pariah. 

11  36  30 

0 1 20 

0 3 46 

0 4 15 

0 9 50 

Do. 

322 

Full-grown, 

powerful 

pariah. 

11  47  0 

0 0 54 

0 13  4 

0 13  46 

0 14  6 

Do, 

323 

Full-grown, 

healthy 

pariah. 

12  6 0 

0 1 15 

0 2 0 

0 2 54 

0 4 50 

Do. 

324 

Full-grown, 

large-sized, 

healthy 

pariah. 

12  13  30 

0 12 

0 2 28 

0 3 0 

0 b 1:^6 

Do. 

325 

Full-grown, 

large-sized, 

ill-nourished 

pariah. 

2 59  0 

0 0 45 

0 1 15 

0 2 10 

0 3 40 

Do. 

326 

Under-sized, 

ill-nourished 

pariah. 

3 4 0 

0 0 45 

0 2 25 

0 2 30 

0 6 40 

i 

Remarka. 


Morphine  injected  at  11  b.  2 m. ; strych- 
nine ('03 gr.)  injected  at  11  h.  16  m. 


Morphine  injected  at  11  h.  8 m. ; strych- 
nine ('03  gr.)  injected  at  11  h.  25  m. 


Morphine  injected  at  11  h.  16  m. ; strych- 
nine ('03  gr.)  injected  at  11  h.  35  ra.  50  s. 

Morphine  injected  at  11  h.  21m. ; strych- 
nine ('03 gr.)  injected  at  11  h.  46m.  The 
respiration  ceased  for  40s.  at  11  h.  52  m. 
and  returned. 

Morphine  injected  at  11  h.  29  m. ; strych- 
nine ('03  gr.)  injected  at  12  h.  5 m. 


Morphine  injected  at  11  h.  56  m. ; strych- 
nine ('03  gr.)  injected  at  12  h.  13  m. 


Morphine  injected  at  2 h.  44  ra. ; strych- 
nine ('03gr.)  injected  at  2 h.  58  m. 
Began  to  gasp  15  s.  after  respiration 
ceased. 

Morphine  injected  at  2h.  47m.;  strych- 
nine (1-lOthgr.)  injected  at  3h.  4 m.  15  s. 
Gasped  five  times  25  s.  after  cessation 
of  respiration. 


III.  (d) — Sal/  a grain  of  morphine  injected  fifteen  minutes  before  the  (xperimeut,  and  varying  guantities  of  atropine 
immediately  before.  The  chloroform  was  given  in  large  doses  on  cloth  inhaler. 


Do. 

327 

Full-grown, 

healthy 

pariah. 

3 12  30 

0 

1 10 

0 

1 55 

0 

2 23 

0 

5 55 

! 

Do. 

328 

Ditto. 

3 22  0 

0 

1 12 

0 

2 8 

0 

2 15 

0 

7 35 

Do. 

329 

Small-sized, 

healthy 

pariah. 

3 33  30 

0 

0 58 

0 

3 7 

0 

3 14 

0 

5 35 

1 

1 

Do. 

330 

Small,  healthy 
pariah. 

3 41  10 

0 

0 50 

0 

4 48 

0 

5 6 

0 

8 2 

... 

1 

Do. 

331 

Full-sized,  well- 
nourished 
pariah. 

3 52  0 

0 

1 22 

0 

2 18 

0 

2 54 

0 

6 35 

i 

Do. 

332 

Ditto. 

4 0 45 

0 

1 12 

0 

5 53 

0 

6 55 

0 

7 52 

! 

Do. 

333 

Ditto. 

4 18  0 

0 

0 37 

0 

2 36 

0 

3 24 

0 

5 15 

Do. 

334 

Full-grown, 

healthy 

pariah. 

4 24  30 

0 

0 50 

0 

2 3 

0 

2 41 

0 

5 8 

Nov.  6. 

335 

Under-sized, 

ill-nourished 

pariah. 

10  8 0 

0 

1 20 

0 

2 25 

0 

2 30 

0 

6 5 

Do. 

336 

Ditto, 

10  16  0 

0 

1 8 

0 

2 0 

2 28 

0 

4 50 

... 

Morphine  injected  at  2 h.  50 in. ; atropine 
(1-lOOth  gr.)  injected  at  3 h.  12  m. 

Morphine  injected  at  21i.  55  ra. ; atropine 
(l-50th  gr.)  injected  at  3 h.  21  m.  30  s. 

Morphine  injected  at  3h.  10m. ; atropine 
(3-lOOths  gr.)  injected  at  3 h.  32  m. 

Morphine  injected  at  3 h.  20m. ; atropine 
(1-feth  gr.)  injected  at  3 h.  40  m. 

Morphine  injected  at  3 h.  35  m.  ; atropine 
(l-20th  gr.)  injected  at  3 li.  51  m. 

Morphine  injected  at  3 h.  46  ni.;  atropine 
(3-50ths  gr.)  injected  at  3 h.  59  m. 

Morphine  injected  at  3 h.  55 ni.;  atropine 
(7-lOOths  gr.)  injected  at  4 h.  17  ra. 

Morphine  injected  at  4 h.  5m. ; atropine 
(8-lOOths  gr.)  injected  at  4 h.  23  ra. 

Morphine  injected  at  9h.  45m.;  atropine 
(9-100thsgr.)injectedatl0h.  7m.  Found 
to  be  quite  narcotised  from  effect  of 
morphine. 

Morphine  injected  at  9 h.  55m.;  atropine 
(1-lOth  gr.)  injected  at  10  h.  15  m. 


III.  ( e). — Half  a grain  of  morphine  injected  some  minutes  before  the  experiment  and  varying  quantities  of  atropine 
and  strychnine  immediately  before.  The  chloroform  was  administered  in  large  doses  in  cloth  cap  inhaler. 


Do. 

337 

Full-grown, 
fairly  well- 
nourished 
pariah. 

10  41  0 

0 

0 55 

Do. 

338 

Full-grown, 
under-sized, 
fairly  well- 
nourished 
pariah. 

10  47  50 

0 

0 58 

Do. 

339 

Full-grown 

large-sized 

pariah. 

11  0 0 

0 

1 33 

Do. 

340 

Full-grown, 

healthy 

pariah. 

11  9 10 

0 

0 53  1 

Do. 

341 

Full-grown, 

well-nourished 

pariah. 

11  28  5 

0 

1 28  j 

Do. 

342 

Full-grown, 

emaciated 

pariah. 

11  40  0 

0 

0 59 

Do. 

343 

Large-sized, 

full-grown 

pariah. 

12  14  0 

0 

2 4 

Do. 

344 

Full-grown, 

ill-nourished 

pariah. 

3 36  40 

0 

0 53 

Do. 

345 

Ditto 

3 45  0 

0 

1 8 

0 1 30 

0 2 42 

o 

o 

0 2 2 

0 5 42 

0 7 56 

0 2 10 

0 2 52 

0 4 13 

0 2 35 

0 3 2 

0 4 20 

0 2 5 

0 3 3 

0 6 15 

0 1 30 

0 2 3 

0 4 0 

0 6 11 

0 8 30 

0 14  13 

0 1 22 

0 1 55 

0 5 53 

... 

0 1 46 

0 2 12 

0 8 12 

Morphine  injected  at  10  h.  23  m.  Atro- 
pine (l-lOOth  gr.)  and  strychnine 
(1-lOOth  gr.)  injected  at  10  h.  19m.  45  s. 
Chloroformed  with  the  cloth  cap  in- 
haler as  in  previous  cases. 

Morphine  injected  at  10 h.  33m.  Atropine 
(l-50th  gr.)  and  strychnine  (l-50th  gr.) 
of  each  injected  at  10  h.  47  m. 


Morphine  injected  at  10  h.  45  m.  30s. 
Injected  .strychnine  (3-lOOt  hs  gr.)  and 
atropine  (3-lOOths  gr.)  at  10 h.  59m. 

Morphine  injected  at  10  h.  55  m.  In- 
jected strychnine  (l-25th  gr.)  and  atro- 
pine (l-25th  gr.)  at  11  h.  7 m. 

Morpliine  injected  at  11  h.  10  m.  Atro- 
pine (l-20th  gr.)  and  strychnine 
(l-20th  gr.)  injected  at  11  h.  27  m. 

Morphine  injected  at  11  h.  21m.  Atro- 
pine (6-lOOths  gr.)  and  strychnine 
(6-lOOths  gr.)  injected  at  11  h.  Sm. 

Morphine  (J  gr.)  injected  at  11  h.  50m. 
Strychnine  (7-lOOths  gr.)  and  atropine 
(7100ths  gr.)  injected  at  12h.  5 m. 
Chloroformed  in  a box,  as  it  attempted 
to  bite  everyone  that  approached  it. 
Lid  of  box  removed  and  chloroform 
given  in  the  usual -Hay  at  12 h.  16  m.  15s. 

Morphine  injected  at  3h.j20m.  Atro- 
pine (8-lOOths  gr.)  and  strychnine 
(8-lOOths  gr.)  injected  at  3 h.  36  ra. 

Morphine  injected  at  3h.  25m.  Atro- 
pine (9-lOOtlis  gr.)  and  strychnine 
(9-lOOths  gr.)  injected  at  3h.  44  m. 
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Date. 

No 

Description  of 
dog. 

; Time  at  which 
inhalation 
commenced. 

Cornea  became 
insensible 
aftsr— 

1 

1 Respiration 
ceased  after— 

Pulse  stopped 
after — 

Heart  ceased 
beating  alter — 

Artificial 
respiration 
commenced 
at — 

Artificial 
respiration 
continued 
for — 

Eemarks. 

1889. 

If.  M.  s. 

It.  M.  S. 

H.  M.  s. 

H.  M.  S. 

H.  M.  S. 

H.  M.  s. 

H.  M.  S. 

Kov.  6 

346 

Fall-grown,  ill- 
nourished 
pariah. 

3 55  0 

0 1 6 

0 1 48 

0 2 0 

0 5 6 

Morphine  injected  at  3 h.  37  m.  Atro- 
pine (1-lOth  gr.)  and  strychnine 
(1-lOth  gr.)  injected  at  3h.  54m. 

Do. 

347 

Sinall-sized, 

healthy 

pariah. 

4 15  45 

0 1 4 

0 2 1 

0 2 48 

0 6 3 

Morphine  injected  at  4 h.  5m.  Atropine 
and  strychnine  (aa  1-lOtli  gr.)  injected 
at  4h.  11  m. 

Do. 

348 

Full-grown 
pariah  puppy. 

4 21  0 

0 1 13 

0 1 24 

0 2 0 

0 4 53 

Morphine  injected  at  4 h.  6 ra.  Atropine 
and  strychnine  (aa  1-lOth  gr.)  injected 
at  4h.  19  m.  30  s. 

Nov.  7. 


Do. 


IV.  («). 

34'J 


-Chlorofvrm  adiniiiAhtered  in  a special  bottle  and  inhaler  nith  v^loes  attached.  (Vide  Appendix  B.) 


350 


Nov.  8. 


351 


Do. 


Sniall-sizecl, 

badly-fed 

pariah. 

Full-sized, 

healthy 

pariah. 


Full-grown, 

sinall-sized 

pariah. 


Do.  1 352  Small-sized, 
ill-fed  pariah. 


353  Full-grown, 

I ill-nourished 
I PUPP.V- 

354  Small-sized, 

I ill-fed  pariah. 


10  47  0 

0 10  0 

11  12  30 

0 6 43 

... 

... 

/ 

10  4 0 

0 0 27 

0 44  45 

0 45  5 

0 47  10 

10  37  17 

Not 

noted. 

0 7 3 

0 10  14 

0 10  34 

11  14  30 

0 1 48 

0 18  8 

0 19  1 

0 22  14 

... 

j 2 48  0 

0 1 50 

0 5 0 

0 7 0 

0 9 30 

This  was  atrial  experimeut  to  see  if  the 
valves  in  the  apparatus  worked  pro- 
perly. The  dog  was  allowed  to  revive, 
as  several  interruptions  occurred. 

Half  an  ounce  of  chloroform  given  in  an 
apparatus  specially  devised  for  the 
purpose.  By  this  means  air  was 
allowed  to  mix  freely  with  the  chloro- 
form vapour  in  a bottle  connected  with 
the  Inhaler.  Breathing  became  very 
rapid  after  the  lapse  of  14  m.  (62  to  the 
minute);  after  23m.  it  became  very 
shallow,  and  remained  so  for  half  an 
hour.  The  cornea  remained  insensi- 
tive for  fully  an  hour  and  a half.  The 
dog  gradually  recovered,  and  was 
removed  from  the  table  at  10  m.  past 
1 P.M. 

Half  an  ounce  of  chloroform  given  as  in 
the  above  case.  After  20  m.  the  tube, 
connected  with  the  inhaler,  for  the 
exit  of  the  expired  air,  was  removed, 
as  the  valves  were  acting  imperfectly, 
and  the  aperture  of  the  tube  was 
closed  with  a cork,  to  which  a new 
valve  was  attached.  Breathing  be- 
came very  slow  and  shallow  towards 
death.  Tnis  observation  was  not  con- 
sidered trustworthy  on  account  of  the 
interruptions  during  the  experiment. 

This  observation  is  reliable,  as  the  valves 
in  the  tubes  were  acting  perfectly,  and 
no  interruption  occurred;  Joz.  of  chlo- 
roform was  given  as  in  the  above  case. 

Half  an  ounce  of  chloroform  given  as  in 
the  last  case. 

Ditto. 


IV.  (6)  ■ — Three  drachms  of  cblor  form  given  in  the  same  bottle  apparatus. 


Do. 


Do. 


355 

Small-sized, 

ill-nourished 

pariah. 

3 1 15 

0 1 15. 

1 16  10 

1 17  18 

1 20  25 

356 

Ditto. 

4 28  10 

0 1 45 

0 10  35 

0 11  6 

0 14  40 

... 

... 

Three  drachms  of  chloroform  given  in 
this  case.  The  respiration  became 
slow  and  laboured  at  3h.  15  m.,  and 
remained  so  for  45  m. ; but  as  there 
were  no  indications  of  the  dog  dying  at 
this  time,  an  extra  drachm  of  chloro- 
form was  poured  into  the  bottle  at 
4 h.  3 m. 

3 drs.  of  chloroform  given  as  in  the  last 
case.  After  the  breathing  had  stopped 
after  10  m.  35  s.,  it  recovered  in  a 
minute’s  time  and  continued  for  1 m, 
and  8 s.,  when  it  stopped  again. 


)V.  (o) — Two  drachns  of  chloroform  given  in  the  sane  bottle  apparatus. 


Do. 

357 

Small-sized,  ill- 
nourislied 
pariah. 

4 45  50 

0 13 

Nov.  9. 

358 

Ditto. 

9 48  20 

0 2 20 

0 20  10 

0 23  30 

0 25  10 

Do. 

359 

Full-sized, 

well-nourislied 

pariah. 

10  18  6 

0 1 30 

2 7 30 

2 8 40 

2 9 2 

3 drs.  of  chloroform  given  in  the  same 
apparatus  as  in  the  last  case.  An 
extra  drachm  was  poured  into  the 
bottle  at  5m.  20s.  Was  seen  to  be  re- 
covering at  5m.  49s.,  and  an  extra 
drachm  of  chloroform  was  again  placed 
in  the  bottle.  At  6m.  10s.  the  dog  was 
found  to  be  again  reviving,  and  he  was 
removed  from  the  table. 

2 drs.  of  chloroform  given  as  above,  and 
had  to  be  repeated,  as  the  dog  was  re- 
covering at  10 h.  8 m. 

2 drs.  of  cliloroform  given  as  above.  Dog 
was  recovering  at  11  h.  9in.  1 dr.  of 
chloroform  added  at  11  h.  10  m.  Dog 
was  seen  to  be  recovering  again  at  12, 
when  another  drachm  of  clilorof  riii 
was  added.  Dog  271b.  in  weight. 


I . (/)  — Five  dogs  ft  d with  grnel  at  13  30  o'ctoch  and  chltro/urm  in  the  usual  way  with  I irge  doses  on  a cloth  inhnh  r 


Do. 

360 

Full-grown, 
licalthv  paiiah 

2 30  5 

0 

1 8 

0 

2 35 

0 

3 23 

0 

5 2 

Struggled  as  usual. 

Wt  igli 

Do. 

361 

Ditto. 

2 41  21 

0 

1 2 

0 

1 53 

0 

3 47 

. 0 

5 11 

Struggled  more  t han  usual. 
26lh. 

Do. 

362 

Ditto. 

2 52  18 

0 

1 33 

0 

2 55 

0 

3 29 

0 

5 16 

Struggled  as  tituial. 

Dogs 

1)  . 

363 

Ditto. 

3 6 0 

0 

2 3 

0 

3 20 

0 

4 5 

0 

5 42 

Do. 

r 

n >. 

364 

Ditto. 

3 15  30 

0 

0 42 

0 

1 5) 

0 

3 55 

0 

5 6 

Do. 

L 

2811). 

251b. 
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IV.  (c)  — Tivn  drachms  nf  chloroform  given,  in  hoWc  apparatus. 


bate. 

No. 

Description  of 
dog. 

1 Time  at  which 
' inbalatioii 
1 romnieiifed. 

Cornea  became 
1 insensible 
1 after — 

Respiration 
ceased  after — 

'T3 

0^ 

, 

a 

2 *- 

Heart  ceased 
lieating  after — 

Artificial 

respiration 

cor-*.nenced 

at— 

Artificial 

respiration 

continued 

for— 

Remarks. 

1889. 

ir,  M. 

s. 

H.  M.  s. 

ir.  M.  s 

ir.  M.  s. 

H.  M.  s. 

II.  M.  s. 

U.  M.  s. 

Nov.  11. 

365 

Full-grown 

well-fed 

pariah. 

9 2j 

0 

0 1 10 

0 2 40 

2 46  3j 

2 53  0 

2 drs.  of  chloroform  given  in  the  bottle 
apparatus,  1 dr.  repeated  at  lOh.  27  in., 
and  .again  at  11  and  again  at  11  h.  40  m. 

I. 

Uo. 

Uo 


Do. 


Do. 


Do. 


(f)  — Five  dogs  fed  7vHh  gruel  at  0 a m , and  chloroformed  with  large 


doses  on  a cloth  inhaler  in  the  usual  manner. 


366 

Full-grown, 

large-sized 

Ijowerful 

pariah. 

10  36  30 

0 0 45 

0 1 10 

0 1 48 

0 5 24 

367 

Full-grown 

large-sized 

pariali. 

10  46  30 

0 0 54 

0 1 38 

0 2 5 

0 4 40 

368 

Full-grown, 
healthy  and 
large-sized 
pariah. 

10  49  0 

0 15 

0 1 14 

0 2 48 

0 6 2 

269 

Full-grown, 
licalthy,  large- 
tized  pariali. 

11  4 55 

0 0 52 

0 2 12 

0 2 35 

0 5 43 

370 

Full-grown, 
strong  pariah 

11  14  30 

0 1 17 

0 2 23 

0 11  33 

0 13  18 

Struggled  as  usual.  Weight  of  dog  321b 


Do. 

Do. 

401b. 

Do. 

Do. 

341b. 

Struggled  more  than  usual.  Weight  of 
dog  321b. 

Struggled  as  usual.  In  this  case  the  re- 
spiration, after  ceasing  for  4 m.,  during 
which  period  the  pulse  could  be  dis- 
tinctly felt,  returned  again  and  lasted 
for  3J  minutes.  Weight  of  dog  381b. 


(rt). — Artificial  respira^'on  practised  in  these  caies  the  chlorform  being  given  in  larg^  doses  on  the  cloth  cap  inhaler. 


Do. 

371 

Small-sized, 

11  39  30 

0 

1 10 

0 2 40 

Had  not 

11  42  50 

0 5 0 

full-grown 

stopped. 

pariah. 

Do. 

372 

Do. 

11  53  48 

0 

0 55 

0 2 4 

Do. 

11  55  59 

0 2 0 

I. 

(U 

~Mo 

7ikey  cklorofo'  med  in  g'oss  box  (vide 

Appendia. 

Do, 

373 

Snjall  monkey. 

1 58  33 

Do. 

374 

Same. 

2 12  55 

0 3 40 

Shortly 

0 5 58 

after  re- 

spiration. 

Do. 

67  b 

Small  monkey. 

2 21  30 

0 

1 30 

0 2 0 

0 2 10 

0 9 30 

... 

Do. 

376 

Ditto. 

2 34  0 

0 9 30 

0 10  5 

0 16  15 

Do. 

377 

Ditto. 

3 0 0 

0 

5 0 

0 5 30 

0 6 10 

0 14  45 

Do. 

378 

Ditto. 

3 13  0 

0 

7 36 

0 14  20 

0 15  55 

0 17  23 

Do. 

379 

Ditto. 

3 35  0 

0 

0 32 

0 0 50 

0 1 20 

0 3 21 

Do. 

380 

Ditto. 

3 43  13 

0 

3 4 

9 7 32 

0 8 12 

0 9 3 

Nov.  12. 

381 

Young  monkey 

10  23  0 

0 

8 30 

0 11  30 

0 12  50 

0 14  15 

Do. 

382 

Ditto. 

10  54  0 

0 16  12 

0 17  3 

0 18  7 

0 2.S  5 

Artificial  respiration  commenced  40  s. 
after  respiration  had  ceased.  The  dog 
was  thought  to  be  breathing  naturally 
after  one  minute  and  was  left  alone, 
when  the  breathing  ceased  again  .and 
could  not  be  re-established.  Weight  of 
dog  19  lb. 

Artificial  respiration  was  commenced 
10  s.  after  respiration  bad  ceased.  The 
dog  recovered.  Weight  of  dog  231b. 


2 drs.  of  chloroform  into  a one-foot  cube 
ghass  case  containing  monkey ; not  air 
tight ; fell  down  after  2 m.  15  s. ; taken 
out  after  9 m.  50  s.  and  chloroform 
pushed  on  cloth  cap  inhaler.  Cornea 
sensitive;  great  .salivation;  lay  on  his 
side  and  grabbed  at  imaginary  objects 
until  2h.  12m.  30s.,  when  he  jumped 
off  the  table. 

Chloroformed  in  glass  box  and  then  taken 
out  and  the  anaesthetic  pushed  on  cloth 
cap  inhaler.  Monkey  4}  lb.  in  weight. 

Chloroformed  in  the  same  way  as  before. 
Weight  of  monkey  5 lb. 

In  glass  box  at  2 h.  34  m.  Fell  down  at 
2 h.  35  m.  30s.  Taken  out  of  box  at 
2 h.  38  m.  30  s.  Cornea  sensitive,  but 
became  insensible  30  s.  after  removal 
from  bo.x  and  administering  more  clilo- 
roform.  Heart  ceased  6 m.  10  s.  afl  or 
respiration  stopped.  Weight  4 lb. 

In  glass  box  at  3 h.  and  chloroformed. 
Fell  down  at  3h.  4m.  Taken  out  of  box 
at  3 h.  4 m.  30s.,  and  more  ehloroform 
given.  Heart  ceased  9m.  15 s.  after 
respiration  stopped.  Weight  51b. 

In  glass  box  at  3h.  13  in.  and  ehloro- 
formed.  Fell  down  at  3h.  20  m.  Taken 
out  of  box  at3h.  20m.  30s.  Weight  511). 

This  monkey  was  asphyxiated  when 
liroughton  the  talile  ow  ing  to  the  noose 
around  his  neck  having  been  drawn  too 
tightly,  and  he  was,  after  mvieh  diffi- 
culty, recovered.  He  was  immediately 
after  chloroformed  on  the  table  and 
not  placed  in  the  box.  Weight  of 
monkey  6 lb. 

Put  into  the  glass  box  at  3h.  42m.  13s. 
Fell  down  at  3h.  45s.  Taken  out  of  box 
at  3h.  45m.  30s.  Chloroform  pushed 
as  in  the  other  cases. 

Put  into  the  glass  box  at  10 h.  23 in. 
Fell  down  at  10 h.  30m.,  taken  out  of 
box  at  10 h.  32m.  Temperature  after 
taking  liitn  out  of  box  101'4”  F. ; tempe- 
ralure  after  de.atli  lOO  ^”  F.  Weight  51b. 

Put  into  the  gla.ss  box  at  10  li.  54  m.  Fell 
down  at  lib.  7m.  30s.  Taken  out  of 
box  at  lib.  9ni.  4 s., and  (doth  inlialef 
[ilaced  over  head.  Temperaturo  103’2  F. 
when  taken  out  of  the  gla.ss  box;  after 
death  102'3°  F.  Weight  4 lb. 
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I ). — lf\ve  dogs  chloroformed  with  targe  doses  vn  cloth  tnkal'  r afr.tr  hho  odminislraHou  of  a large  qvant>ty  of  coffee. 


Date. 

No. 

Description 
of  dog. 

Time  at  which 
inhalation 
commenced. 

• Cornea  became 
insensible 
after — 

Respiration 
ceased  after — 

1 

Pulse  stopped 
after — 

Heart  ceased 
beating  after — 

Artificial 

respiration 

commenced 

atr“~ 

1 

Artificial 
respiration 
continued 
for — 

1889. 

H.  M.  S. 

H.  M.  s. 

H.  M.  S. 

H.  M.  S. 

H M.  S.  ' 

H.  M.  s. 

H.  M.  s. 

Nov.  12. 

383 

Full-grown, 

11  42  0 

0 0 45 

0 1 42 

0 2 52 

0 4 15 

small 

pariah. 

Do. 

384 

Ditto. 

11  53  0 

0 0 39 

0 1 37 

0 2 8 

0 5 45 

... 

... 

Do. 

385 

Full-sized 

2 30  30 

0 1 10 

0 1 45 

0 5 5 

0 7 15 

badly 

nourished 

pariah. 

0 6 35 

Di. 

386 

Under-sized, 

2 43  0 

0 1 15 

0 2 30 

0 3 50 

... 

fairly 

nourished 

pariah . 

0 3 45 

Do. 

387 

Under-sized, 

2 55  30 

0 1 30 

0 2 10 

0 4 0 

badly 

nourished 

pariah. 

V. 

(a). 

— Artificial  respiration  tried  in  three  cases,  the  chloroform  being  adniinistired 

Do. 

388 

Full-grown, 

large-sized, 

3 7 0 

0 0 43 

0 3 55 

3 11  5 

0 3 0 

pariah. 

Do. 

389 

Old,  large- 
sized pariah. 

3 20  0 

0 0 52 

0 4 30 

3 24  50 

0 3 0 

Nov.  13. 

390 

Full-grown, 

10  48  0 

0 0 46 

0 1 30 

... 

10  49  50 

0 3 0 

small,  and 

badly 

nourished 

Do. 

391 

pariah. 

Full-grown, 

small-sized. 

10  57  0 

0 2 10 

0 6 40 

... 

... 

11  4 10 

0 1 30 

badly 

nourished 

Do. 

392 

pariah. 

Full-grown, 

well-nourished, 

11  9 0 

0 0 52 

0 5 12 

11  14  47 

0 6 0 

Do. 

395 

pariah. 

Old,  small,  and 

11  31  0 

0 1 10 

0 2 25 

11  34  0 

0 4 0 

emaciated 

Do. 

394 

pariah. 

Under-sized, 

2 40  0 

0 0 45 

0 1 30 

2 42  0 

0 6 0 

fairly 

nourished 

pariah. 

Do. 

395 

Full-sized, 

well-nourished 

2 50  0 

0 0 55 

0 2 5 

2 52  20 

0 9 0 

Do. 

396 

pariah. 

Ditto. 

3 3 0 

0 0 30 

0 1 30 

... 

3 4 35 

0 3 0 

Do. 

397 

Full-sized, 

3 12  45 

0 1 12 

0 2 35 

3 15  50 

0 4 0 

healthy 

Do. 

398 

pariah. 

Ditto. 

3 27  30 

0 1 17 

0 2 45 

... 

3 30  50 

0 10 

Do. 

399 

Small,  but 
full-grown 

3 44  30 

0 2 0 

0 1 30 

3 46  30 

0 6 0 

Nov.  14. 

400 

pariah 
Full  grown. 

10  26  0 

0 0 7 

0 8 8 

Not 

10  35  8 

0 6 0 

small, 

ill-nourished. 

noted . 

pariah. 

1 

Do. 

401 

Large-sized, 

10  53  0 

Not 

0 12  0 

Not 

11  6 0 

1 

0 6 0 

111- nourished 

noted. 

; noted. 

pariah. 

Do. 

402 

Large-sized 

well-nourished 

11  15  0 

... 

0 16  10 

11  31  35 

0 2 0 

pariah. 

1 

i 

1 

Romarks. 


Temperature  before  inhalation  102°  F. 
After  death  103'2°  F.  Drank  12  oz.  of 
prepared  coffee  at  11  o’clock.  Weight 
161b. 

Temperature  before  inhalation  104°  F. 
Had  12  oz.  of  prepared  coffee  at  11. 
Temperature  after  death  104°  F. 
Weight  18  lb. 

Temperature  before  inhalation  100°  F. 
Temperature  after  death  100'6°  F.  Had 
about  12  oz.  of  coffee  about  2 min. 
before  inhalation.  Weight  24  Ih. 
Temperature  before  inhalation  102'8°  F. 
Temperature  after  death  102  8°  F.  Had 
about  12  oz.  of  coffee  half  an  hour 
before  inhalation.  Weight  16  lb. 
Temperature  before  inhalation  102'5°F. 
Temperature  after  death  102'5°  F.  Had 
12  oz.  of  coffee  three  quarters  of  an 
hour  before  inhalation.  Weight  191b. 


Struggled  a great  deal.  Artificial  respira- 
tion commenced  10  s.  after  respiration 
had  ceased.  Dog  revived  after  arti- 
ficial respiration  had  been  practised 
for  2m.  Weight  251b. 

Artificial  respiration  commenced  20  s. 
after  respiration  had  ceased.  The  dog 
gasped  twice,  but  could  not  be  revived. 
Weight  of  dog  321b. 

Artificial  respiration  was  commenced 
20  s.  after  breathing  had  ceased.  Dog 
revived. 


Artificial  respiration  was  commenced 
30  s.  after  breathing  had  ceased.  Dog 
revived. 


Artificial  respiration  was  commenced 
35  s.  after  breathing  had  ceased,  and 
proved  unsuccessful. 

Artificial  respiration  was  commenced 
35  s.  after  breathing  had  ceased,  and 
proved  nnsuccessful. 

Artificial  respiration  commenced  30  s. 
after  respiration  stopped.  Gasped 
twice  after  2 ra.,  and  ceased.  Artificial 
respiration  started  again,  and  con- 
tinued for  4 m.,  and  proved  unsuc- 
cessful. 

Artificial  respiration  commenced  15  s. 
after  respiration  ceased,  and  continued 
for  9 m. ; proved  unsuccessful. 

Artificial  respiration  was  commenced  5 s. 
after  the  respiration  had  ceased.  Dog 
revived. 

Artificial  respiration  commenced  30  s. 
after  the  respiration  had  ceased,  and 
proved  unsuccessful. 

Artificial  respiration  was  commenced 
35  s.  after  the  respiration  had  ceased. 
Dog  revived. 

Artificial  respiration  was  commenced 
30  s.  after  the  respiration  had  ceased ; 
unsuccessful. 

Chloroformed  in  a deal  wood  box  8 cubic 
feet  capacity.  Dog  fell  down  at 
lOh.  32  m.  32s. ; taken  out  at  3 h.  33m. 
and  placed  on  the  table  and  some 
chloroform  given.  Artificial  respira- 
tion was  commenced  1 m.  after  breath- 
ing had  ceased.  A needle  was  put  into 
the  heart  at  10 h.  41m..  and  the  heart 
was  found  to  be  contracting.  Artificial 
respiration  continued  for  6 m.,  but 
proved  unsuccessful. 

Chloroformed  in  the  same  manner  at 
lOh.  53m.  Dog  fell  down  at  lOh. 
57  m.  30s.  Taken  out  at  10  h.  58  m.  and 
placed  on  the  table  and  more  chloro- 
form given.  Artificial  respiration  was 
commenced  1 m.  after  the  respiration 
ceased.  It  was  continued  for  6m  , but 
proved  unsuccessful. 

Chloroformed  in  the  same  manner  at 
111).  15m.  Dog  fell  down  at  11  h. 
23  m.  45  s.  Takenout  at  11  h.  26  m.  30  s.. 
placed  on  table,  and  more  chloroform 
given.  Artificial  respiration  was  com- 
menced 25s.  after  the  breatliing  had 
ceased,  and  proved  successful. 
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Date. 

No. 

Description 
of  dog. 

Time  at  which 
inhalation 
commenced.  j 

Cornea  became 
insensible 
after— 

Respiration 
reared  after— 

Pulse  stopped 
after— 

Heart  ceased 
beating  after— 

Artificial 
respiration 
commenced 
at — 

Artificial 
respiration 
continued 
for — 

1 

< 00  1 
• 00  , 

403 

Large-sized, 

H.  M.  S. 

11  36  0 

n M.  s. 

H.  M.  S. 

0 9 2 

H.  M.  s. 

H.  M.  S. 

H.  M.  s. 
11  45  32 

H.  M.  S 
0 8 0 

Do. 

404 

well-nourished 

pariah. 

Full-sized, 

11  53  10 

0 3 30 

0 6 8 

11  59  43 

0 4 0 

Do. 

405 

ill-nourished 

pariah. 

Full-sized, 

12  7 0 

0 6 30 

12  13  37 

0 5 0 

Do. 

406 

vsell-nourisbed 
pariah,  and 
one  that  had 
revived  in  a 
former 
experiment. 
Ful’-sized, 

2 40  0 

0 0 5 

2 45  20 

0 9 0 

Nov.  15. 

407 

well-nourished 

pariah. 

Under-sized, 

9 31  38 

0 0 43 

0 1 16 

9 33  6 

0 5 0 

Do. 

408 

fairlv-fed 

pariah. 

Full-grown. 

9 40  30 

0 1 2 

0 2 0 

9 42  40 

0 4 0 

Do. 

409 

well-nourished 

pariah. 

Full-grown, 

9 53  0 

0 0 54 

0 1 20 

9 54  40 

0 3 0 

Do. 

410 

small,  and 
well-nourished 
pariah. 

Under-sized, 

10  30  0 

0 1 0 

0 2 4 

10  15  19 

0 4 0 

Do. 

411 

lean  pariah. 
Small  full- 

10  33  30 

0 0 45 

0 2 40 

10  36  30 

0 2 0 

Do. 

412 

grown,  well- 
nourislied 
pariah. 

Large-sized, 

10  41  0 

0 1 35 

0 8 12 

10  49  37 

0 8 0 

No”.  18. 

413 

well-nourished 

pariah. 

Full-sized, 

9 41  0 

0 2 20 

0 3 50 

9 45  15 

0 3 0 

Do. 

414 

healthy 

pariah. 

Under-sized, 

9 50  0 

0 1 20 

0 2 30 

9 53  0 

0 10  0 

Do. 

415 

badly 

nourished 

pariah. 

Full-sized 

10  7 0 

0 2 3 

0 2 30 

0 5 0 

10  9 45 

0 6 0 

Do. 

416 

well-nourished 

pariah. 

Full-sized, 

10  20  0 

0 1 15 

0 3 10 

10  23  30 

0 5 20 

Do. 

417 

healthy 

pariah. 

Full-grown, 

10  32  0 

0 7 0 

0 11  18 

10  43  33 

0 4 0 

Do. 

418 

large-sized 

pariah. 

Full-grown, 

10  32  30 

0 4 30 

0 9 2 

11  1 57 

0 3 0 

Do. 

419 

large-sized 

pariah. 

Full-grown 

11  8 0 

0 4 12 

0 7 33 

11  15  38 

0 5 0 

Do. 

420 

large-sized 

pariah. 

Ditto. 

11  21  0 

0 2 40 

0 16  2 

11  37  22 

0 6 0 

Remarks. 


Chloroformed  in  the  same  way.  Fell 
down  at  11  h.  39  m.  36  s.  Taken  out  and 
chloroformed  on  table  at  11  h.  40  m. 
Artificial  respiration  was  commenced 
30  s.  after  tlie  breathing  had  ceased, 
and  p"oved  to  be  unsuccessful. 

Chloroformed  in  the  same  way.  Dog  fell 
down  a*-  11  h.  55  m.  28  s.  Taken  out  at 
11  h.  56  s.,  placed  on  the  table,  and 
chloroformed  again.  AHificial  respira- 
tion was  commenced  25  s,  after  the 
respiration  had  ceased,  and  proved 
unsuccessful. 

Chloroformed  in  the  same  way.  Fell 
down  at  12  h.  11m.  Taken  out  of  box 
12 h.  11m.  Artificial  respiration  com- 
menced 7s.  after  respiration  had  ceased, 
and  proved  unsuccessful. 


Chloroformed  in  the  same  box.  Fell 
down  at  2 h.  43  m.  Taken  out  at 
2h.  44  m.  Os.  and  chloroformed  on  the 
table.  Artificial  respiration  was  com- 
menced 20  s.  after  respiration  had 
ceased.  Dog  revived. 

Struggled  a great  deal.  Artificial  re>pira- 
tioii  was  commenced  12  s.  after  the 
breatliing  had  ceased,  and  proved  suc- 
cessful. Chloroform  in  large  doses 
with  cloth  inhaler. 

Struggled  a great  deal.  Artificial  respira- 
tion was  commenced  10  s.  after  breath- 
ing had  ceased  and  proved  successful. 
Chloroformed  in  large  doses  with  cloth 
inhaler. 

Struggled  as  usual.  Artificial  respira- 
tion was  commenced  15  s.  after  the 
breathing  had  ceased,  and  proved  suc- 
cessful. Chloroformed  in  large  doses 
with  cloth  inhaler. 

Struggled  a great  deal.  Artificial  respira- 
tion was  commenced  15  s.  after  the 
breathing  liad  ceased,  and  proved  suc- 
cessful. Chloroformed  in  large  doses 
with  cloth  inhaler. 

Struggled  as  usual.  Artificial  respira- 
tion was  commenced  20  s.  after  tlie 
breathing  bad  ceased,  and  proved  suc- 
cessful. Chloroformed  as  in  the  above 
case. 

Struggled  as  usual.  Artificial  respira- 
tion was  tried  25  s.  after  the  breathing 
had  ceased,  and  found  to  be  successful. 

Gradual  administration  of  chloroform  on 
cap.  Dog  struggled  very  much.  Arti- 
ficial respiraf  ion  25  s.  after  tlie  breath- 
ing teased,  and  found  succe'sful. 

Chloroform  administered  gradually  as 
above.  Artificial  respiration  by  bellows 
began  30  s.' after  breathing  stopped, 
and  continued  for  exactly  10  m.  After 
this  needle  inserted  into  heart ; no 
movement.  Dug  struggled  during  in- 
halation. Dog  died. 

Chloroformed  gradually  as  above.  Arti- 
ficial respiration  by  bellows  began  15  s. 
after  breathing  stopped  and  continued 
for  6 m.  Noeffect.  Needle  inserted  into 
heart  and  movements  of  flag  noted. 
Dog  died.  Dog  struggled  as  usual 
during  inhalation. 

Chloroformed  gradually  as  above.  Arti- 
ficial re.spi ration  in  the  ordinary  way 
began  20  s.  after  respiration  ceased, 
and  continued  for  5 m.  20s.  Dog  died. 
Struggled  a great  deal  during  inhala- 
tion. 

Chloroform  given  in  very  small  quanti- 
ties and  very  gradually,  with  a large 
admixture  of  air.  Dog  revived.  Arti- 
ficial respiration  was  commenced  15  s. 
after  the  respiration  had  ceased. 
Struggled  during  administration. 

Chloroformed  gradually,  as  in  the  last 
case.  Artificial  respiration  was  com- 
menced 25  s.  after  respiration  had 
ceased,  and  i)roved  successful.  Strug- 
gled during  administration. 

Cliloroform  gradually  given,  as  in  the 
last  case.  Artificial  respiration  was 
commenced  25  s.  after  the  respiration 
had  ceased.  Dog  died.  Struggled 
«luriiig  administ ration. 

Chloroform  gradually  given,  as  in  the 
last  case.  Artificial  respiration  was 
commenced  20  8.  after  respirat  ion  had 
flopped,  and  proved  suceesbful. 
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Date. 

! 

No. 

Description  of 
dog. 

. Time  at  which 
inhalation 
commenced. 

Cornea  became 
insensible 
after — 

Respiration 
ceased  after — 

Pulse  stopped 
after — 

Heart  ceased 
1 beating  after — 

Artificial 
respiration 
commenced 
at — 

Artificial 
respiration 
: continued 

for— 

Remarks. 

1889. 

H.  M.  S. 

H.  M.  S.  1 

H.  M.  s. 

H.  M.  S. 

H.  M.  S. 

H.  M.  s. 

n.  M.  s. 

Nov.  ]8. 

421 

Full-grown 

large-sized, 

healthy 

pariah. 

2 32  0 

0 5 30 

0 7 0 

... 

2 39  20 

0 8 0 

Chloroform  gradually  given,  as  in  the 
last  case.  Artificial  respiration  com- 
menced 20  s.  after  respiration  had 
stopped.  Dog  died.  Did  not  struggle 
much. 

Do. 

422 

Full-grown, 

under-sized, 

fairly 

nourished. 

pariah. 

2 51  30 

0 1 45 

0 4 15 

2 56  0 

0 1 30 

Chloroformed  as  in  the  last  case.  Arti- 
ficial respiration  commenced  15  s.  after 
respiration  had  ceased.  Dog  revived. 
Did  not  struggle  very  much. 

Do. 

423 

Full-grown, 

well-nourished 

pariah. 

3 0 0 

0 2 30 

0 9 14 

3 9 34 

0 3 0 

Chloroform  administered  in  small  doses 
gradually,  as  in  the  last  case.  Arti- 
ficial respiration  was  commenced  20s. 
after  breathing  had  ceased,  and  proved 
successful.  Struggled  as  usual. 

Do. 

424 

Ditto. 

3 14  0 

0 2 8 

0 18  6 

3 32  16 

0 2 0 

Struggled  a great  d^l.  Chloroform  was 
administered  as  in  the  last  case,  and 
artificial  respiration  tried  10  s.  after 
breathing  had  ceased . Dog  revived. 

Do. 

425 

Full-grown, 

well-nourished 

pariah. 

3 36  45 

0 2 55 

0 11  50 

3 49  5 

0 3 0 

Struggled  as  usuivl.  Chloroformed  as  in 
the  previous  case.  Artificial  respira- 
tion was  commenced  30  s.  after  the 
breathing  had  ceased,  and  proved  suc- 
cessful. Artificial  respiration  con- 
tinued for  3 m. 

Do. 

426 

Ditto. 

4 10 

0 2 3 

0 4 8 

4 5 38 

0 3 0 

Struggled.  Artificial  respiration  was 
commenced  30  s.  after  the  breathing 
had  ceased,  but  did  not  prove  success- 
ful. Chloroformed  with  a large  dose, 
and  with  little  air. 

Kov.  19 

427 

Full-grown, 

fairly 

nourished 

pariah. 

9 48  0 

0 1 20 

0 2 5 

9 50  20 

0 9 0 

Dog  struggled  very  much ; large  dose  of 
chloroform  given,  with  very  little  air. 
Artificial  respiration  commenced  15  s. 
after  breathing  had  ceased.  Gave 
several  gasps  after  4 m.  Artificial  re- 
spiration unsuccessful. 

Do. 

428 

Ditto. 

10  6 0 

0 6 15 

0 13  45 

10  20  0 

0 3 30 

Chloroform  given  in  measured  doses  of 
Idr.  at  a time.  Total  given  4 dr. 
Artificial  respiration  commenced  15  s. 
after  breathing  had  ceased,  and  proved 
successful.  The  doses  of  chloroform 
administered  at  an  interval  of  4 m.  be- 
tween each  dose.  Dog  struggled 
slightly. 

Do. 

429 

Large-sized, 

full-grown 

well-nourished 

pariah. 

10  26  0 

0 3 45 

0 12  2 

10  38  7 

0 2 0 

Chloroform  given  as  in  above  case.  Arti- 
ficial respiration  commenced  5 s.  after 
the  breathing  had  ceased.  Successful. 

Do. 

430 

The  same  dog 
chloroformed  a 
second  time  as 
soon  as  the 
cornea  became 
sensitive. 

10  43  4 

0 2 18 

' 0 5 23 

10  48  32 

0 2 0 

Chloroformed  as  in  the  above  case,  and 
artificial  respiration  commenced  5 s. 
after  the  breathing  had  ceased.  Suc- 
cessful. 

Do. 

431 

The  same  dog 
cblorofirmed 
for  the  third 
time  as  soon  as 
the  cornea  be- 
came sensitive. 

10  55  0 

0 1 43 

0 10  3 

11  5 8 

0 4 0 

Chloroformed  as  in  the  last  case.  Arti- 
ficial respiration  was  commenced  5 s. 
after  the  breathing  had  ceased,  but 
proved  unsuccessful. 

Do. 

432 

Young  monkey 

11  13  0 

0 0 58 

0 2 0 

11  16  5 

0 6 0 

Chloroformed  as  in  the  last  case.  Arti- 
ficial respiration  was  commenced  5 s. 
after  the  breathing  liad  ceased,  but 
proved  unsuccessful.  The  bellows  were 
used  in  this  case  for  artificial  respira- 
tion, and  found  unsuitable. 

Do. 

433 

Ditto. 

11  33  0 

0 1 25 

0 6 0 

11  38  5 

0 4 0 

Chloroformed  as  in  the  last  case.  Arti- 
ficial respiration  was  commenced  5 s. 
after  the  breathing  had  ceased,  and 
proved  successful.  Artificial  respira- 
tion was  carried  on  in  the  ordinary 
manner  with  the  hands. 

Do. 

434 

Ditto. 

12  0 0 

0 1 15 

0 4 56 

••• 

12  5 6 

0 3 0 

Artificial  respiration  was  commenced 
10  s.  after  the  respiration  had  ceased, 
and  was  unsuccessful. 

Nov.  20 

435 

Ditto. 

9 26  0 

0 8 0 

0 17  20 

9 43  50 

0 3 0 

Chloroform  administered  in  1 dr.  doses 
at  intervals  of  five  minutes,  with 
plenty  of  air.  Artificial  respiration 
commenced  30s.  after  the  breathing 
had  ceased.  Animal  revived.  Total 
chloroform  administered  3 drs. 

Do. 

436 

Ditto. 

10  23  0 

0 1 15 

0 1 58 

10  25  28 

0 2 0 

Chloroform  administered  as  in  the  last 
case.  Artificial  respiration  commenced 
30  s.  after  respiration  had  ceased. 
Proved  successful. 

Vr.  (a). — Animals  cJiloroformed  for  one  hour,  aUoned  to  revive,  and  kill  d with  chloroform  the  next  day. 


Do. 


437 

Full-grown 
pariah  dog. 

10  5 0 

... 

... 

... 

... 

Nov.  21. 

10  28  0 

0 0 55 

0 2 4 

0 2 35 

0 4 45 

Chloroformed  for  an  hour  and  allowed 
to  revive  for  a further  observation  the 
next  day. 

21st. — Post-mortem  made  after  chloro- 
forming the  animal  to  death.  Weight 
241b.  Liver  ami  portal  system  con- 
gested generally;  kidneys  and  spleen 
congesteil.  Heart:  Left  side  <lislemle<l 
witli  arterial  blood,  and  right  side 
venous.  Lungs  and  trachea  were 
normal. 
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No 

Description 
of  dog. 

Time  at  whicL 
inlialation 
commenced. 

Cornea  became 
insensible 
after— 

Respiration 
ceased  after — 

j Pulse  stopped 
j alter — 

Heart  ceased 
beating  after— 

Artificial 

respiration 

commenced 

at— 

1 Artilicial 
respiration 
continued 
for — 

Beinarka. 

1889 

H.  M.  S. 

H.  M.  s. 

H.  M.  s. 

H.  .M.  S. 

H.  .M.  .S. 

U.  .M.  is. 

11.  .M.  S. 

Nov.  20. 

438 

Young  monkey. 
Nov.  2L. 

10  8 0 

11  19  0 

0 "6  58 

0 ‘1 45 

0 "2  40 

0 ”4 10 

Ditto. 

Weiglit  51b.  Post-mortem  made  after 
chloroforming  to  death.  Post-mortem 
appearances  as  in  437. 

Do. 

439 

Full-grown, 
pariah  dog. 
Nov.  21. 

10  0 0 
9 57  0 

0 10 

0 2 5 

0 2 45 

0 5 55 

... 

... 

Ditto. 

21st.— Cliloroformed  to  death  and  a post- 
mortem made.  Weiglit  26  lb.  The 
same  post-mortem  apiiearances  were 
noticed  as  in  the  last  case.  * 

Do. 

440 

Young  monkey. 
Nov.  21. 

10  0 0 
11  5 0 

0 ’1  0 

0 "2  3 

0 '2  15 

0 "4  35 

... 

Ditto. 

21st. — Chloroformed  to  death  and  a post- 
mortem made.  The  same  post-mortem 
conditions  were  noticed  as  in  the  last 
case.  Weight  81b. 

Do. 

441 

Young  monkey. 
Nov.  21. 

10  0 0 
10  34  0 

0 "i  0 

0 "2  0 

0 "4  0 

0 "e  15 

Ditto. 

21st.— Chloroformed  to  death,  and  a 
post-mortem  made.  No  difference  to 
be  seen  in  the  post-mortem  appear- 
ance. Weight  81h. 

Do. 

442 

Full-grown, 
large  pariah 
dog. 

Nov.  21. 

10  0 0 
10  0 0 

0 0 50 
V.  Qi 

0 1 30 
).—ArUJ 

0 2 50 
icial  resp 

0 6 0 
iration  tr 

ied  in  thi 

... 

s case. 

21st. — Chloroformed  to  deatli,  and  a 
postmortem  made.  No  difference  to 
be  seen  in  the  post-mortem  appear- 
ance. Weight  8 lb. 

21st. — Chloroformed  to  death,  and  a 
post-mortem  made.  Weight  301b, 
Post-mortem  appearance  as  in  the 
other  cases. 

Do. 

443 

Young  monkey. 

10  36  0 

0 2 50 

0 8 2 

10  44  32 

020 

Chloroformed  as  in  Experiment  436,  and 
artificial  respiration  commenced  30s. 
after  the  breathing  liad  ceased.  Mon- 
key revived. 

1 (C).- 

— Motikeys  li'pt  fa'itiii]  for  tm intj  foiir  hours,  ani  chloroform’d  to  death  ivith  tarye  doses  on,  cloth  cap  inhaler. 

Do. 

444 

Young  monkey. 

10  50  20 

0 2 1 

0 6 13 

0 7 0 

0 10  24 

The  monkey  was  fasting  for  twenty-four 
liours.  Did  not  struggle. 

Do. 

445 

Ditto. 

11  5 0 

0 1 56 

0 3 18 

0 4 2 

0 8 16 

Ditto. 

Do. 

446 

Ditto. 

11  14  0 

0 0 58 

0 2 2 

0 3 5 

0 4 6 

In  this  case  the  effect  of  1 oz.  of  chloro- 
form on  the  cap  was  tried.  Struggled. 

Do. 

447 

Ditto. 

11  20  0 

0 16 
V.  ia. 

0 1 45 
)~Art  Ji 

0 2 0 
vial  respi 

0 8 40  , 

ration  tried  in  the 

56  cases. 

1 Ditto. 

Do.' 

448 

Young  monkey. 

11  29  0 

0 2 6 

0 3 20 

11  32  50 

020 

Chloroformed  ini  dr.  doses  every  5 m.  on 
clot  a cap,  as  in  Case  443.  Artificial 
respiration  was  commenced  30  s.  after 
the  breathing  had  ceased,  and  proved 
successful.  Did  not  struggle. 

Cliloroformed  as  in  the  previous  case. 
Artificial  respiration  was  commenced 
30  s.  after  the  breathing  had  ceased 
and  proved  successful.  Did  not 
struggle. 

Do. 

449 

Do.  Was 
partially  choked 
when  brought 
on  table,  and 
had  to  be 
revived. 

11  47  0 

0 13 

0 1 52 

11  49  22 

0 1 30 

Do 

450 

Young  monkey. 

11  53  0 

0 2 0 

0 4 14 

11  57  49 

0 2 1 

Chloroformed  as  in  E.-iperiment  449.  Did 
not  struggle.  Artificial  respiration 
was  tried  35  s.  after  tlie  hreatliing  had 
ceased,  and  proved  suec  ssfui. 

Do. 

45  L 

Full-grown 

monkey. 

3 11  0 

0 1 50 

0 5 23 

3 17  3 

0 4 0 

Struggled  a great  deal.  Chloroformed  as 
inExprriment450.  Artificial  respiration 
was  commenced  40s.  after  the  respira- 
tion had  ceased,  and  proved  successful. 

Do. 

452 

Do. 

3 30  0 

0 1 17 

0 6 0 

3 36  45 

0 3 0 

struggled.  Cliloroform  given  as  in  E.x- 
perinient  451  and  artificial  respiration 
45  s.  after  the  re.spiration  had  ceased. 
Monkey  revived. 

Do. 


Do. 


V{.  (J).  AnrmaU  kept  under  the  influence  of  ttker  for  one  hour  and  chloroformed  to  death  the  next  day. 


453 

Large-sized, 

well-nourished 

dog. 

Nov.  21. 

3 0 0 
10  17  10 

0 13 

0 1 40 

0 2 5 

0 9 30 

454 

Do. 

3 0 0 

Large  doses  of  ether  administered  for 
one  hour  and  allowed  to  recover  for 
further  observation. 

2lst. — Oliloroforined  to  death  by  large 
doses  of  chloroform.  Gasped  21  times 
4 m.  30  8.  after  respiration  ceased.  Did 
not  struggle.  Weight  301b.  Post- 
mortem appearances  — congestion  of 
liver  and  portal  system  gfuierally. 
Kidneys  highly  congested.  The  spleen 
was  three  times  larger  than  normal 
and  puckered.  Tracliea  and  luiigs 
normal.  Heart:  right  side  distended 
with  venous  blood  and  left  with 
arterial.  Tlie  post mortem  appearances 
corresponded  generally  with  ttiose  seen 
in  tlie  animals  that  had  had  chloroform 
tlie  day  before  instea<l  of  ether.  Vide 
VI.  (a). 

Large  dos^s  of  ether  administered  for 
one  hour  .ami  allowed  to  recover  for 
further  observation. 
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Date. 

No. 

Description  of 
dog. 

Time  at  which 
inhalation 
commenced. 

Cornea  became 
insensible 
after — 

Respiration 
ceased  after — 

Pulse  stopped 
1 after — 

Heart  ceased 
beating  after— 

Artificial 
respiration 
commenced 
at — 

Artificial 
respiration 
continued 
tor — 

Hemarka 

1889. 

455 

Nov.  21st. 

H.  M.  S. 

10  42  0 

H.  M.  S. 
0 1 10 

H.  M.  S. 
0 2 18 

H.  M.  S. 

0 2 40 

H.  M.  S. 

0 6 15 

H.  M.  S. 

H.  M.  S. 

21st. — Chloroformed  in  the  same  manner 
as  in  the  above  case.  Dog  struggled 
violently.  Weight  32  lb.  Post-mortem 
appearances  as  in  the  last  case,  with 
the  exception  of  the  spleen,  which  was 
simply  congested  and  not  enlarged. 

Hov.  20. 

Do. 

Nov.  21st. 

3 0 0 
10  50  0 

0 1 15 

0 1 50 

0 2 10 

0 3 10 

Large  dose  of  ether  administered  for  one 
hour  and  allowed  to  recover  lor  further 
observation. 

21st. — Chloroformed  to  death  in  the 
same  manner  as  in  the  last  case  the 
next  day.  Dog  struggled  violently. 
Post-mortem  appearances  as  in  the  last 
case.  Weight  33  lb. 

Do. 

456 

Full-grown, 
small-sized 
monkey. 
Nov.  21st. 

3 0 0 
11  27  0 

0 1 10 

0 3 25 

0 3 43 

0 5 30 

Large  dose  of  ether  administered  for  one 
hour  and  allowed  to  recover  for 
further  observation. 

21st  — Chloroformed  in  same  manner  as 
in  above  case.  Struggled  a little. 
Weight  8 lb.  Post-mortem  appear- 
ances as  in  the  last  case. 

Do. 

457 

Small  monkey. 
Nov.  21st. 

3 0 0 
10  57  0 

0 1 10 

0 3 45 

0 4 30 

0 4 45 

Large  dose  of  ether  administered  for  one 
hour,  and  allowed  to  recover  for 
further  observation. 

21st. — Chloroformed  as  in  the  above  case. 
Did  not  struggle  at  all.  Weight  8 lb. 
Post-mortem  appearances  as  in  the  last 
case. 

Do. 

458 

Small  monkey. 
Nov.  21st. 

3 0 0 
11  40  30 

0 10 
V.  (a) 

0 3 0 
— Artific 

0 3 30 
tial  respi' 

0 4 15 
nation  tri 

ed  in  the 

se  cases. 

Large  dose  of  ether  administered  for 
one  hour,  and  allowed  to  recover  for 
further  observation. 

21st.— Chloroformed  as  above.  Weight 
51b.  Post-mortem  appearances  as  in 
the  last  case. 

Nov.  22. 

459 

Medium-sized 

monkey^ 

10  0 0 

0 2 0 

0 12  ^ 

10  13  5 

0 10 

Chloroform  administered  in  small  doses 
with  plenty  of  air.  Artificial  respira- 
tion commenced  40s.  afur  respiration 
had  ceased  and  proved  successful. 
Weight  71b. 

Do. 

460 

Small  monkey 

10  17  0 

0 0 55 

0 1 55 

10  19  35 

0 13  0 

Chloroformed  as  in  above  case,  but  with 
less  air.  Artificial  respiration  com- 
menced 40  s.  after  respiration  had 
ceased.  Unsuccessful. 

Do. 

461 

Medium-sized 

monkey. 

10  25  0 

0 2 0 

0 6 25 

10  32  10 

0 1 40 

Chloroformed  as  in  above  case.  A'ti- 
ficial  respiration  commenced  45  s.  after 
respiration  had  ceased  and  proved 
successful. 

Do. 

462 

Medium-sized 
monkey,  subject 
of  Experiment 
274. 

10  39  0 

■ 

0 15 

0 2 15 

10  42  5 

0 16  0 

Chloroformed  as  in  above  case.  Artificial 
respiration  commenced  50  s.  after 
respiration  had  ceased.  Proved  suc- 
cessful. Weight  7 lb. 

Chloroformed  as  in  above  case  and  arti- 
ficial respiration  commenced  55s.  af'er 
the  breathing  had  censed.  Artificial 
respiration  unsuccessful.  The  monkey 
gasped  four  times  before  he  died. 

Do. 

463 

Full-grown 

monkey. 

12  0 0 

0 2 4 

0 8 13 

12  9 8 

0 10  0 

Do. 

464 

Ditto. 

11  20  0 

0 1 40 

0 9 27 

11  30  22 

0 7 0 

Chloroformed  as  in  the  above  case,  and 
artificial  respiration  commenced  55  b. 
after  the  breathing  had  ceased  ; un- 
successful. 

Do. 

465 

Ditto. 

11  38  0 

0 0 53 

0 3 0 

11  41  55 

0 10 

Chloroformed  as  in  the  above  case  and 
artificial  respiration  commenced  55  s. 
after  the  breathing  had  ceased  ; 
monkey  revived. 

Do. 

466 

Subject  of  a 
former 
experiment. 

11  51  0 

0 13 

0 3 16 

... 

11  55  11 

0 2 0 

Chloroformed  as  in  the  above  case  and 
artificial  respiration  tried  56 .s.  after  the 
resp.  bad  ceased;  proved  successful. 

Do. 

467 

Full-grown, 

middle-sized 

pariah. 

Nov.  23. 

468 

Full-grown, 

well-nourished 

pariah. 

Vn. — Administration,  of  a dffinite  quantity  of  chloroform. 


Chloroformed  in  a box  at  2 h.  23  m.  Fell 
down  at  2 h.  30  s.  Taken  out  and 
placed  on  the  table  at  2 h.  31  m. 
Trachea  opened  and  tube  inserted  at 
2 h.  40  m.  A definite  cpiantity  of 
chloroform  and  air  was  then  adminis 
tered  through  the  bellows  from  a ho\ 
eight  cubic  feet  in  capacity,  and  into 
which  two  ounces  of  chloroform  had 
been  placed  at  2 h.  45m.  At  3 h.  43  m. 
the  dog  was  found  to  be  coming  out, 
and  another  ounce  was  placed  in  the 
box.  Needle  placed  in  heart  at  4 h. 
Heart  stopped  at  4 h.  8 m.  13  s. 

Chloroformed  in  a deal  wood  box  at 
9 h.  30  m.  Fell  down  at  9 h.  40  m.  Was 
taken  out  of  the  box  at  9 h.  45  m. 
Trachea  opened  and  tube  introduced  at 
9h.  50  m.  Chloroform  given  as  in  the 
last  case  with  bellows  and  from  the 
tin  box.  In  this  case  the  heart  ceased 
beating,. judging  from  needle  in  thorax, 
at  10  h.  20  s.,  and  commenced  again 
after  a full  miiuite,  and  then  ceased 
finally  at  10.30  The  time  of  cessation 
of  respiration  could  not  be  noted  in 
this  nor  in  the  last  cose  on  account  of 
bellows  bt  ing  used  until  death  occurred. 
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V.  (a)  — Artificial  respiration  tried  in  these  cases. 


Date. 

No. 

Description 
of  dog. 

' Time  at  which 
inhalation 
1 commenced. 

Cornea  became 
insensible 
after— 

Respiration 
ceased  after — 

Pulse  stopped 
1 after — 

! 

Heart  ceased 
beating  after— 

Artificial 

respiration 

commenced 

at— 

Artificial 
respiration 
continued 
for — 

Remarks. 

1889 

H M.  S. 

H.  M.  s. 

H.  M.  S. 

H.  M.  S. 

H.  M.  .S. 

H.  M.  S. 

H.  M.  S. 

Nov.  23. 

469 

Full-grown 

monkey. 

10  56  0 

0 2 5 

0 4 18 

0 4 30 

11  1 13 

020 

Chloroformed  in  large  doses  with  cloth 
inhaler.  Artificial  respiration  was 
commenced  55  s.  after  the  respiration 
had  ceased,  and  proved  successful. 
Weight  6 lb. 

Do. 

470 

Ditto. 

11  5 0 

0 1 25 

0 3 40 

0 4 1 

11  9 40 

0 2 30 

Chloroformed  as  in  the  last  experiment, 
and  artificial  respiration  commenced 
one  minute  after  the  respiration  had 
ceased  ; the  monkey  revived. 

Do. 

471 

Ditto. 

Subject  of  Ex- 
periment 
469. 

11  18  18 

0 2 0 

0 4 53 

Not 

noted. 

11  24  11 

0 6 0 

Chloroformed  as  in  the  above  experi- 
ment, and  artificial  respiration  com- 
menced one  minute  after  the  breathing 
had  ceased.  Needle  in  heart  stopped 
vibrating  at  11  h.  30  in.;  unsuccessful. 

Do 

472 

Young 

monkey. 

11  31  0 

0 1 48 

0 6 2 

No^ 

noted. 

11  38  9 

0 6 0 

Chloroformed  as  in  the  above  experi 
ment.  The  respiration  in  this  case 
ceased  after  3m.  32s.  for  40s.,  and 
commenced  again.  More  chloroform 
had  to  be  given,  and  he  ceased  breatli- 
ing  for  the  second  time  after  Im.  2s. 
from  time  of  inhalation.  Artificial 
respiration  was  commenced  1 m.  7 s. 
after  the  breathing  had  ceased,  and 
proved  unsuccessful.  Needle  in  heart 
at  11  h.  42m.  found  to  be  vibrating. 

Do. 

473 

Ditto. 

11  46  0 

0 1 35 

0 3 23 

11  50  23 

0 2 0 

Chloroformed  as  in  the  above  exp(*ri- 
ment.  Artificial  respiration  was  com- 
menced one  minute  after  the  breathing 
had  ceased,  ^.nd  proved  successful. 
Struggled. 

V.  iV). — Artificial  respiration  tried  on  dof/s  poisoned  with  phosphorus. 


Nov.  25. 

474 

Full-grown, 
large  pariah ; 
has  had  5 f?**. 
of  phosphorus 
a day  since 
the  22nd  inst. 

10  18  0 j 

i 

0 1 0 

0 2 53 

10  21  33 

0 6 0 

Do. 

475 

Full-grown, 
large-sized 
pariah ; has  had 
1 gr.  of  phos- 
phorus a day 
since  22nd  inst. 

10  43  0 

0 1 48 

0 2 18 

10  46  18 

0 2 0 

Do. 

476 

Full-grown 
pariah  ; has 
had  phos- 
phorus as  in 
the  above  case. 

10  5 20 

0 2 30 

0 3 0 

10  56  0 

0 6 0 

Do. 

477 

Ditto. 

11  8 0 

0 1 52 

0 2 52 

11  11  52 

0 7 0 

Do. 

478 

Full-grown, 
large  pariah ; 

was  given 
phosphorus  as 
in  the  pre- 
vious cases. 

11  18  0 

0 2 1 

0 4 1 

11  22  45 

0 6 0 

Do. 

479 

Full-grown, 
large  pariah ; 

has  had 
phosphorus 
as  in  the  last 
case. 

11  32  0 

0 2 33 

0 3 15 

11  36  0 

0 13  0 

Do. 

480 

Full-grown, 
large  pariah ; 
has  had  the 
same  amount 
of  phosphorus 
as  in  the 
previous  cases. 

11  51  0 

0 1 53 

0 2 13 

... 

11  53  51 

0 3 0 

Chloroformed  in  large  doses  with  in- 
haler tightly  held  over  face.  Struggled 
a great  deal.  Artilicial  respiration 
was  commenced  one  minute  after  the 
breathing  had  ceased,  and  proved  un- 
successful ; weight  30  lb.  The  dog 
gasped  several  times  after  artificial 
respiration  had  been  practised  for  a 
minute.  Post-mortem  appearances : 
Liver  found  ruptured  in  three  places, 
and  the  peritoneal  cavity  full  of 
dark  blood.  Liver  distinctly  fatty 
(mottled),  soft,  and  friable.  Heart  soft, 
mottled  on  surface.  Endocardium 
pale  ; lung  dry  and  non-crepitant. 
Lines  of  medullary  rays  in  kidneys 
were  well  marked. 

Chloroformed  as  in  the  above  experiment, 
and  artificial  respiration  commenced 
one  minute  after  the  breathing  had 
ceased.  The  dog  was  revived  after 
artificial  respiration  had  been  prac- 
tised two  minutes.  Struggled  during 
inhalation. 

Chloroformed  as  in  the  last  case,  and 
artificial  respiration  commenced  one 
minute  after  the  breathing  had  ceased. 
l)og  died.  The  needle  in  heart  was 
found  to  he  vibrating  unt  il  11  h . 3 m . 12  s. 
Struggled  during  inhalation.  Weight 
30  lb.  Post-mortem  appearances  same 
as  in  No.  475,  with  the  exception  that 
the  Itver  was  not  ruptured. 

Chloroformed  a«  in  the  last  experiment. 
Artificial  respiration  was  tried  1 min  ute 
after  the  breathing  had  ceased  and 
proved  unsuccessful.  Weight  28  lb. 
Heart  acted  for  5 minutes  after  the 
respiration  had  ceased.  Struggled 
during  inhalation.  Post-mortem  ap- 
pearances as  in  476. 

Chloroformed  as  in  above  case,  and  arti- 
ficial respiration  tried  unsuccessfully 
45  s.  after  the  breathing  had  ceased. 
Struggled  a great  deal.  Post-mortem 
appearances  as  in  477. 

Chloroformed  as  in  the  above  case. 
Artilicial  respiration  was  tried  45  s. 
after  breathing  had  ceased.  Needle 
thrust  into  the  heart  at  11  h.  47  m.  was 
seen  to  be  vibrating.  Dog  died  at  11  h. 
50m.  5 s.  Weight  221b.  Post-mortem 
appearances  as  in  478. 

Chloroformed  as  in  the  above  cases,  and 
artificial  respiration  tried  38s.  after  the 
bre  .thing  had  ceased.  The  dog  revived 
2 p inutes  after  artificial  respiration 
had  been  commenced. 
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Date 

No. 

Deseriptioii 
of  dog. 

Time  at  which 
1 inhalation 
1 commenced. 

Cornea  became 
insensible 
after — 

Respiration 
ceased  after — 

Pulse  stopped  ! 
after — | 

Heart  ceased 
beating  after — 

i 

Artificial  | 

respiration  ' 
commenced  ; 
at — [ 

Artificial  \ 

respiration 
continued  j 

for— 

1 

Remarks. 

1889. 

H.  M.  s. 

H M.  s. 

II.  M.  s. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

n.  M.  s. 

Nov.  25. 

481 

Full-grown, 
large  pariah ; 

1ms  had 
phosphorus 
as  in  the 
previous  cases. 

12  0 0 

0 1 3 

0 2 18 

12  2 53 

0 6 0 

Chloroformed  as  in  480.  Artificial  respira- 
tion commenced  35  s.  after  breathing 
had  ceased.  Dog  died.  Weight  351b. 
Post-mortem  appearances  as  in  479. 

V.  (a). — iriijicial  respiration  tried  in  these  eases  nithout  the  previous  administration  of  pho  phorus. 


Do. 

482 

Young  monkey. 

3 29  0 

0 1 13 

0 3 56 

3 33  26 

0 3 0 

Chloroformed  in  large  doses  with  cloth 
inhaler  tightly  held  over  the  face. 
Artificial  respiration  was  commenced 
30  s.  after  the  breathing  had  ceased, 
and  proved  unsuccessful. 

Do. 

483 

Ditto. 

3 39  0 

0 0 56 

0 4 2 

3 43  32 

0 6 0 

Ditto.  Artificial  respiration  was  com- 
menced 30  s.  after  the  breathing  had 
ceased,  and  proved  unsuccessful. 

Do. 

434 

Ditto. 

3 52  0 

0 1 0 

0 3 39 

3 56  9 

0 15  0 

Ditto.  Artificial  respiration  was  com- 
menced 30  s.  after  the  breathing  had 
ceased  and  continued  15  m. ; proved 
unsuccessful. 

Do. 

485 

Ditto. 

4 8 0 

0 1 45 

0 4 0 

4 12  30 

0 1 0 

Ditto.  Artificial  respiration  was  com- 
menced 30  s.  after  the  bieathing  had 
ceased,  and  proved  successful  after  a 
minute. 

V.  {e), — The  abdomen  was  opened  in  these  oases  and  aromatic  spirits  of  ammonia  injected  into  the  stomach  before 

as  tijicial  respiration  was  tried. 


Nov.  26. 

486 

Full-sized, 

9 47  30 

healthy 
pariah . 

Do 

487 

Full-sized, 

10  17  0 

healthy 

pariah. 

Operation  of  opening  abdomen  begun  at 
9h.  50ra.  Corneasensitive  at  91i.  54  m. 
More  chloroform  at  9 h.  54  m.  10s. 
Cornea  insensitive,  and  chloroform  re- 
moved at  9h.  55  m.  30s.,  1 dr  spirbs 
ammonia  co.  being  injected  into 
stomach  by  hypodermic  syringe  9li. 
58  m.  25s.  Injection  completed  at 
9h.  59m.  10s.  Pushed  chloroform  at 
10 h.  4 m.,  dog  being  still  under.  Kespi- 
ration  ceased  at  lOh.  7 m.  50s.  Arti- 
ficial respiration  commenced  10 h.  8 in. 
20s.,  30s  after  breathii  g ceased  and 
continued  for  5 in.  40  s..  and  proved 
unsuccessful.  Weight  34  lb. 

Chloroform  inba'ation  begun  at  lOli . 17  m . 
Cornea  insensitive  10  h.  18m.  10s.  lie- 
spiration  ceased  suddenly  10b.  19m., 
and  artificial  respiration  commenced 
immediately  and  continued  for  4 m. 
Operation  of  opening  abdomen  begun 
at  10  h.  24  m.  Injection  of  Idr.  spii  i s 
of  ammoniico.  l egunat  lOh.  26m.  30-^. 
into  stomach  as  in  above  case. 
Finished  at  10  h.  27  m.  Pushed  chloro- 
form at  10  n.  30  m.,  dog  being  sli  1 
under.  Hespiration  ceased  at  10  li. 
46  m.  40s.  Artificial  respiration  com- 
menced at  10  h.  37 m.  Os.  after  breath- 
ing had  ceased  and  continued  tor  2 m. 
Dog  revived.  Weight  29  lb. 


Do. 

Do. 


V.  (a)  — \rti final  resp' ration  tried. 


488 

The  same  dog 
chloro’^ormed 
again. 

0 46  0 

0 0 53 

0 3 10 

10  49  4C 

0 2 0 

489 

Y'oung  monkey; 
weighed  6 lb. 

11  1 0 

0 0 58 

0 2 16 

11  3 46 

o 

o 

Chloroformed  with  large  doses  and  arti- 
ficial respiration  commenced  30  s.  after 
the  breathing  had  ceased.  Unsuccess- 
ful. 

Chloroformed  as  in  the  above  e.vperi- 
ment.  Artificial  respiration  was  com- 
menced 30  s.  after  the  respiration  had 
ceased  and  proved  successful. 


I.  (4)  ■ — Monhtys  chloroformed  to  death  ajtir  the  subc  tanious  injection  of  aromatic  spirits  of  ammonia. 


Do. 

490 

Young  monkey; 
Imd  20  minims 
of  spirits  of  am- 
monia aromatic 
injected  under 
the  skin  at 
llh,  2m. 

11  11  0 

0 1 18' 

0 2 16 

0 2 23 

0 9 23 

Chloroform  in  large  doses  till  death 
occurred.  Weight  61b;  gasped  twice 
before  the  heart  stopped. 

Do. 

491 

Young  monkey; 
had  20  minims 
of  spirits  of  am- 
monia co.  in- 
jected under 
the  skin  at 
llh.  12  m. 

11  21  0 

CO 

o 

o 

0 1 59 

0 2 6 

0 7 0 

Idem.  Weight  81b. 

Do. 

492 

Full-grown 
monkey  ; had 
20  minims  of 
spirits  of  am- 
monia aromatic 
injected  at 
llh.  20m, 

11  28  0 

0 1 18 

0 2 53 

Not 

noted. 

0 10  12 

Idem.  Weight  121b. 

The  Second  Hyderabad  Chloroform  Commission. 


3T 


Dale. 

No 

D*»3cri|)tion  of 
dog. 

Time  at  which 
inhalation  | 

commenced. 

Cornea  became 
insensible 
after — 

Respiration 
ceased  after — 

j Pulse  stopped 
after— 

Heart  ceased  : 
beating  after—  | 

1 

Artificial 
respiration 
commenced 
at — 

Artificial  | 

respiration  i 

continued  ' 

for — ' 

Hemarks. 

1889. 

H.  M.  s. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

II.  M.  S. 

H.  M.  s. 

H.  M.  S. 

Nov.  26 

493 

1 

Full-grown 
monkey;  had 
£0  minims  of 
spirits  of  am- 
?nonia  aromatic 
at  11  h.  25  m. 

11 35  0 

0 1 12 

0 2 27 

0 2 48 

0 15  0 

Idem.  Weight  12  lb 

Do. 

'494 

i 

1 

i 

i 

Full-grown 
monkey;  small 
si/.e ; had 
20  minims  of 
spirits  of  am- 
monia CO. 
at  2 h.  45  m. 

2 50  0 

010 

0 1 30 

0 2 10 

0 4 0 

Do.  Weight  5 lb. 

Do. 

495 

Young  monkey ; 
had  20  minims 
of  spirits  of 
ammonia  co. 
at  2 h.  55  m. 

3 0 0 

010 

0 2 10 
V.  («).- 

0 3 30  0 5 50 

-Artificial  respire 

tion  triei 

i. 

Do.  Respiration  returned  35  s.  after  it 
ceased  and  continued  for  1 m..  after 
which  it  ceased  entirely. 

Do. 

496 

Young  monkey. 

3 14  0 

0 0 56 

0 1 58 

3 16  28 

0 5 0 

Chloroformed  by  Idr.  dosesatatime.the 
monkey  being  in  the  erect  position. 
Artificial  respiratit-n  was  commenced 
30  s.  after  the  bieathing  liad  ceased,  the 
monkey  having  been  inverted  before  it 
was  begun.  Unsuccessful.  The  heart 
stopped  beating  seven  minutes  aft  r 
inhilation.  Weight  6 lb. 

Do. 

497 

Ditto. 

3 30  0 

0 1 5 

0 2 11 

3 32  41 

0 14  0 

Ditto.  Artificial  respiration  commenced 
30  s.  after  the  breathing  had  ceased, 
the  monkey  being  inverted.  Proved 
unsuccessful.  A needle  in  the  heart 
was  found  to  be  vibrating  15m.  alter 
inhalation. 

Do. 

498 

Ditto. 

3 57  0 

1 4 0 

0 3 0 

4 0 30 

0 4 0 

Ditto.  Artificial  respiration  was  com- 
menced 30s,  after  the  breathing  liad 
ceased,  the  monkey  having  been  in- 
verted, and  proved  successful. 

Do. 


Do. 

Do. 

Do. 


Do. 

Do. 


Do. 


Nov.  27. 

Do. 

Do. 

Do. 

Do. 

Do. 


I.  (m). — Monheys  chloroformed  to  death  in  the  erect  'position  and  with  large  doses  on  cloth  inhaler. 


499 

Full-grown 

monkey. 

10  37  0 

0 1 30 

0 5 0 

0 9 30 

500 

Small  monkey. 

10  55  0 

0 1 20 

0 3 30 

0 5 0 

501 

Ditto. 

11  5 0 

0 1 0 

0 2 46 

0 3 5 

502 

Ditto. 

11  13  30 

0 1 5 

0 1 50 

0 3 15 

503 

Young  monkey 

11  27  0 

0 0 52 

0 4 18 

0 4 23 

504 

Ditt ). 

11  43  30 

0 1 0 

0 6 2 

0 6 23 

0 U 15 


0 6 0 
0 4 6 
0 3 33 


0 4 40 
0 10  12 


ClilorofomieO  in  the  erect  pos-il ion.  and 
tlie  iina'sthetic  pushed  until  dentil 
occurred. 

Do.  Do.  WeiglitSlI). 

Do.  Do  do. 

Ditto.  The  tliorax  was  opemd  in  this 
ease,  and  the  lieart  seen  to  liave 
stopped  immediately  after  the  need  e 
in  that  organ  ceased  to  vihratt. 
Weiglit  51b. 

Do.  Do.  Weight  8 lb. 

Do.  Do.  Weight  6 lb. 


V.  (a). — Artificial  respiration  tried  in  these  cases. 


505 

Ditto. 

11  57  0 

0 1 5 

0 5 16 

12  2 46 

0 5 0 

506 

Ditto. 

2 51  0 

0 1 15 

0 5 0 

... 

2 56  30 

0 2 0 

507 

Full-grow'h 

monkey. 

3 7 0 

0 1 45 

0 5 15 

3 13  0 

0 7 0 

508 

Young  monkey. 

3 20  0 

0 0 54 

0 5 0 

3 28  45 

0 4 0 

509 

Ditto. 

3 32  0 

2 44  0 

0 6 2 

3 38  22 

0 3 0 

510 

The  same 
monkey  after 
he  had  revived. 

3 44  0 

0 0 42 

0 1 14 

3 45  44 

0 6 0 

511 

Full-grown 

monkey. 

3 55  0 

0 2 18 

0 5 16 

... 

4 1 16 

0 2 0 

Chloroformed  in  the  recumbent  position 
with  large  doses  and  inverted  before 
aititieial  respiration  was  begun.  Arti- 
ficial respiration  was  commenced  30  s. 
after  the  breathing  had  ceased,  and 
proved  ineffectual.  Weight  7 lb. 

Chloroformed  as  aboie.  Proved  un.'-uc- 
eessful.  Artificial  nspiration  com- 
menced after  30s.  and  continued  for 
2 m. 

Chloroformed  as  above.  Artificial  re- 
spiration commenced  after  45s.  and 
continued  for  7 in.  unsuccessfully. 

Chloroformed  as  in  the  above  case,  and 
artificial  respiration  commenced  45  s. 
alter  the  breathing  had  ceased.  Suc- 
cessful. 

Chloroiormcd  as  in  the  above  case. 
Struggled  a great  deal.  Artificial  re- 
spiration was  commenced  20s.  after 
the  bieathing  had  ceased,  and  proved 
succeisful.  Weight  8 lb. 

Chloroformed  as  in  the  above  case. 
Artificial  respiration  was  commenced 
30s.  after  the  breathing  had  ceased. 
Unsuccessful. 

Chloroformed  as  in  the  last  e.vpcriment. 
Artificial  respiration  was  commenced 
Im.  after  the  breathing  had  ceased, 
and  found  unsuccessful. 


Nov.  30. 


512 


Dog  sick  from 
phosphorus 
poisoning. 
Had  1 gr.  of 
phosphorus 
daily  for  three 
days  from 
25th  inst. 


V.  (h). — Artificial  respiration  tried  on  dogs  sick  from  phosphorus  f^oisoning. 


10  23  0 

0 1 40 

0 4 15 

10  27  40 

0 2 0 

Struggled.  ArUlicial  respiration  was 
commenced  25s.  after  the  hreutliing 
had  ceased,  and  succeeded  in  revivLi.g 

the  dog. 

32 


The  Lancet  and  the  Hyderabad  Commissions  on  Chloroform. 


Date. 

No. 

Description 
of  dog. 

Time  at  which 
1 inhalation 
commenced. 

Cornea  became 
insensible 
after— 

Hespiration 
ceased  after— 

Pulse  stopped 
after— 

Heart  ceased 
beating  after— 

Artificial 

respiration 

commenced 

at— 

Artificial 
respiration 
continued 
for — 

Hemarks. 

1889. 

H.  M.  s. 

H.  M.  S. 

H M.  S. 

U.  M.  S 

H.  M.  S. 

H.  M.  s. 

H.  M.  s. 

Nov.  30. 

513 

Ditto. 

10  30  0 

0 1 16 

0 2 4 

10  32  44 

0 1 30 

Struggled.  Artificial  respiration  was 
commenced  40  s.  after  the  breathing 
had  ceased,  and  proved  successful. 

Do. 

514 

Ditto. 

10  47  0 

0 1 10 

0 2 14 

10  50  4 

0 7 0 

Struggled  a great  deal.  Artificial  re- 
spiration was  commenced  50  m.  after 
breathing  had  ceased.  Dog  died. 
Post-mortem  appearanees  : Liver  rup- 
tured. It  was  soft,  friable,  and 
mottled,  and  distinetly  fatty.  Heart 
paler  than  usual. 

V.  (e). — Three  dogs  swk  from  phosphorus  poisoning  ethrrised  and  arii  ficial  respiration  tried  on  them. 


Do. 

515 

Ditto. 

11  3 0 

0 2 16 

0 6 18 

11  9 43 

0 6 0 

Do. 

516 

Ditto. 

11  35  0 

0 1 45 

0 12  10 

11  47  40 

0 2 0 

Do. 

517 

Ditto. 

3 44  0 

0 1 25 

0 8 3 

3 52  53 

0 6 0 

Struggled.  Artificial  respiration  was 
commenced  25  s.  after  respiration 
had  ceased,  and  proved  unsuccessful. 

Dog  struggled  much.  Artificial  respira- 
tion commenced  30s.  after  respiration 
ceased,  and  continued  for  2 m.  Proved 
successful. 

Artificial  respiration  was  commenced  50  s. 
after  the  respiration  had  ceased.  Dog 
died. 


I [I.  ig).  — Twelve  dogs  injected  with  cocaine  into  the  peritoneum  about  10  minutes  before  being  chloroformed  to  death  with 

larje  doses  on  cloth  inhaler. 


Dec.  2. 

518 

Full-grown, 

well-nourished 

pariah. 

10 

40 

0 

0 

1 

10 

0 

2 10 

0 

4 5 

0 

6 10 

Do. 

519 

Ditto. 

11 

1 

0 

0 

1 

26 

0 

2 18 

0 

4 20 

0 

8 13 

... 

Do. 

520 

Full-grown, 
thin  pariah. 

11 

11 

0 

0 

1 

2 30 

0 

3 24 

0 

8 0 

Do. 

521 

Small-sized, 

full-grown 

pariah. 

11 

29 

0 

0 

2 

0 

0 

2 40 

0 

2 50 

0 

6 10 

Do. 

522 

Full-grown, 
lean  pariah. 

11 

43  30 

0 

1 

0 

0 

3 56 

0 

5 18 

0 

9 2 

Do. 

523 

Emaciated, 

full-grown 

pariah. 

11 

55 

0 

0 

1 

5 

0 

6 24 

0 

6 28 

0 10  38 

Dec.  3. 

521 

Undersized, 

ill-nourished 

pariah. 

10 

0 

0 

0 

0 

52 

0 

1 50 

0 

2 12 

0 

5 20 

... 

Do. 

525 

Full-sized, 

well-nourished 

pariah. 

10 

9 

0 

0 

1 

5 

0 

1 35 

0 

1 50 

0 

5 58 

... 

Do. 

526 

Full-grown, 

powerful 

pariah. 

10 

33 

0 

0 

0 

50 

0 

1 40 

0 

1 58 

0 

6 5 

Do. 

527 

Full-grown, 

middle-sized 

pariah. 

3 

57  30 

0 

1 

40 

0 

4 3) 

0 

5 0 

0 

8 28 

... 

Do. 

528 

Full-grown, 

well-nourished 

pariah. 

3 

9 

0 

0 

0 

48 

0 

2 0 

0 

2 23 

0 

8 13 

• *» 

Do. 

529 

Full-grown, 

small-sized 

pariah. 

3 

24 

0 

0 

1 

14 

0 

2 18 

0 

3 6 

0 

5 33 

Struggled.  Cocaine,  igr.,  injected  at 
10 h.  30m. 

Struggled  very  much.  Cocaine,  i gr.,  in- 
jected at  10  h.  30  m. 

Struggled  very  much.  Cocaine,  igr.,  in- 
jected at  11  h. 

Did  not  struggle.  Injected  with  J gr.  of 
cocaine  at  llh.  20  m. 

Struggled.  Cocaine,  1 gr.,  injected  at 
11  h.  35  m. 

Struggled.  Cocaine,  1 gr.,  injected  at 
11  h.  15  m. 

Cocaine,  ligr.,  injected  at  9h.  45  m.  in- 
halation. Dog  struggled. 

Cocaine,  li  gr.,  injected  at  9 h.  58 m.  Dog 
struggled. 

Cocaine,  ligr.,  injected  at  10  h.  23m. 
Gave  great  trouble  in  being  chloro 
formed.  Struggled  a great  deal,  and 
had  to  be  held  down  with  much  force. 

Cocaine,  2 gr.,  injected  at  2 h,  43m.  Dog 
struggled. 

Cocaine,  2 gr.,  injected  at  2 h.  54  m.  Did 
not  struggle. 

Cocaine,  2gr.,  injected  at  3h.  6m. 
Shortly  after  the  injection  the  dog 
became  excited.  He  was  then  seized 
with  convulsions ; fell  down  at  3 h.  15  m. 
Did  not  struggle  during  the  experiment. 


III.  (70.  — Twelve  dogs  injected  with  strychnine  before  being  chloroformed  to 


death  with  large  doses  on  cloth  inhaler. 


Dec.  3. 

530 

Full-grown, 

well-nourished 

pariah. 

3 39 

0 

0 

1 2 

0 

1 40 

0 

2 5 

0 

4 3 

Do. 

531 

Ditto. 

3 47 

0 

0 

1 41 

0 

3 0 

0 

0 32 

0 

6 18 

Do. 

532 

Ditto. 

4 2 

0 

0 

0 59 

0 

1 42 

0 

2 18 

0 

5 31 

Do. 

533 

Full-grown, 

large-sized 

pariah. 

4 15 

0 

0 

0 54 

0 

1 43 

0 

1 51 

0 

6 33 

Do. 

534 

Full-grown, 

well-nourished 

pariah. 

4 23 

0 

0 

0 48 

0 

1 52 

0 

2 0 

0 

5 30 

Dec.  4. 

535 

Full-grown, 

powerful 

pariah. 

10  15 

0 

0 

1 15 

0 

1 40 

0 

2 0 

0 

4 44 

Do. 

536 

Full-grown, 
small  pariah. 

10  55 

0 

0 

0 58 

0 

1 23 

0 

2 16 

0 

3 2 

Do. 

537 

Full-grown, 

well-nourished 

pariah. 

11  3 

0 

0 

1 18 

0 

2 4 

0 

2 17 

0 

6 0 

Do. 

538 

Full-grown, 
small  pariah. 

11  12 

0 

0 

0 30 

0 

2 0 

0 

2 8 

0 

4 10 

Do. 

539 

Full-grown, 

large-sized 

pariah. 

11  16 

0 

0 

0 32 

0 

2 58 

0 

3 6 

0 

5 23 

Strychnine,  j"Bgr.,  injected  at  3h.  35m. 
Struggled. 

Strychnine,  lijgr.,  injected  at  3h.  30  m. 
Struggled. 

Strychnine,  5*®  gr.,  injected  at  3h.  43  m. 
Struggled  severely. 

Strychnine,  i‘ogr.,  injected  at  4h.  6m. 
Struggled. 

Strychnine,  gr.,  injected  at  4h.  12m. 
Struggled. 

Strychnine,  I'ogr.,  injected  at  10  h.  6 m. 
Struggled  very  hard.  Gasped  after  the 
respiration  had  ceased,  and  before  the 
heart  stopped  acting. 

Strychnine,  jigr.,  injected  at  10  h.  45  m. 
Muscles  rigid,  and  symptoms  of  strych- 
nine poisoning  commencing  when 
brought  on  table. 

Strychnine,  Agr.,  injected  at  10  h.  55m. 
Brought  on  table  with  symptoms  of 
strychnine  poisoning. 

Strychnine,  vl,gr.,  injected  at  llh.  5m. 
Became  convulsed  at  llh.  9m.  from 
strychnine  poisoning,  and  was  chloro- 
formed in  this  condition. 

Strychnine,  Jgr.,  injected  at  llh.  15m. 
Tetanic  convulsions  set  in  in  a minute's 
time,  and  the  dog  was  at  once  chloro- 
formed. 
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0»l,, 

No. 

Description 
of  (log. 

Time  at  w hich 
inhalation 
commenced. 

Cornea  became 
insensible 
after-* 

Kespiration 
ceased  after— 

Pulse  stopped 
after— 

Heart  ceased 
beating  after- 

Artilieial 
, respiration 
commenced 
at — 

Artificial 

respiration 

continued 

for— 

Kemarks. 

1889. 

H M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  s. 

Dec.  4. 

540 

Full-grown 

pariah. 

11  20  0 

0 0 45 

0 0 53 

0 1 56 

0 5 0 

Strychnine,  ^ gr.,  injected  at  11  h.  18  m. 
Tetanic  convulsions  set  in  in  minutes 
1st  time,  and  the  dog  was  chloroformed 
in  this  condition.  Gasped  13  times 
before  the  heart  ceased  to  beat. 

Do. 

541 

Full-grown, 

small-sized 

pariah. 

11  33  0 

0 0 42 

0 2 12 

0 3 7 

0 6 53 

Strychnine,  y gr.,  injected  at  11  h.  23  ra. 
Chloroformed  during  convulsions. 

III.  (i). — Atropine  injected  in  these  cases  before  the  dogs  were  chloroformed  to  death  with  large  doses  on 


Do. 

542 

Ditto. 

11  41  0 

0 1 53 

Do. 

543 

Full-g!Own, 

well-nourished 

pariah. 

11  46  0 

0 0 58 

Do. 

544 

Full-grown, 
small  pariah. 

11  52  0 

0 0 53 

Dec.  5. 

545 

Full-grown, 

well-nourished 

pariah. 

10  13  n 

0 1 15 

Do. 

546 

Full-grown, 
large,  but 
emaciated 
pariah. 

10  19  0 

0 43  0 

Do. 

547 

Full-grown, 

fair-sized 

pariah. 

10  28  0 

0 1 21 

Do. 

548 

Full-grown, 

badly 

nourished 

pariah. 

10  37  0 

0 1 1 

Do. 

549 

Full-grown, 

emaciated 

pariah. 

10  44  0 

0 1 9 

Do. 

550 

Large-sized, 
badly  nourished 
pariah. 

10  50  0 

0 0 42 

Do. 

551 

Large-sized, 

well-nourished 

pariah. 

11  0 0 

0 1 16 

Do. 

552 

Fair-sized, 

well-nourished 

pariah. 

11  8 0 

0 0 48 

Do. 

553 

Small-sized, 
very  emaciated 
pariah. 

11  13  0 

0 1 2 

cloth  inhaler. 


0 2 10 

0 3 18 

0 5 53 

0 2 33 

0 4 0 

0 6 2 

0 3 0 

0 3 15 

0 4 7 

0 2 45 

0 3 11 

0 4 34 

0 1 0 

0 1 28 

0 3 33 

0 3 23 

0 3 47 

0 5 59 

0 1 46 

0 2 0 

0 4 46 

0 1 38 

0 2 2 

0 4 16 

0 1 13 

0 1 20 

0 5 12 

0 2 18 

0 2 50 

0 5 0 

0 1 36 

0 1 42 

0 6 18 

0 1 28 

0 1 32 

0 2 20 

I Atropine,  gr.,  injected  at  11  h.  30  m. 
Struggled. 

..  Atropine,  ?*tgr.,  injected  at  11  h.  35  m. 
Dog  struggled. 

Atropine,  • injected  at  11  h.  40  m. 
Dog  struggled. 

..  Atropine,  i',,  gr.,  injected  at  10  h.  3m 
Dog  struggled  during  .administration. 

Atropine,  I’ngr..  injected  at  lOh.  7m. 
Struggled  during  the  administration, 
gasped  before  the  lieart  stopped  beating. 

Atropine,  A g*'->  injected  at  10  h.  16  m. 
Dog  struggled. 

Atropine,  4 gr.,  injected  at  10  h.  23  m. 
Dog  struggled.  Gasped  before  death. 


Atropine,  1 gr.,  injected  at  10  h.  35  m. 
Struggled  during  the  administration. 

Atropine,  4 gr.,  injected  at  10  h.  38  m. 
Struggled.  Gasped  before  death  oc- 
curred. 

Atropine,  J gr.,injectedat  lOh.  48ra.  Dog 
struggled. 

Atropine,  4 gr.,  injected  at  10  h.  55  m. 
Struggled  very  much.  Gasped  three 
times  before  the  heart  stopped. 

Atropine,  4gr.,  injected  at  11  h.  Struggled 
in  the  usual  way.  As  soon  as  the 
needle  ceased  to  vibrate  the  thorax 
was  opened,  and  the  heart  seen  to  have 
stopped  acting.  A post-mortem  ex. 
amination  was  made,  and  the  heart 
and  other  organs  found  healthy. 


^ —Mnrphine  injected  in  these  cases  and  artificial  respiration  tried.  {fFke  chloroform  was  administered  in  the  usual  way 

on  cl'dh  cap  inhaler  ) 


Do. 

554 

Large-sized, 

powerful 

pariah. 

11  6 0 

0 1 43 

0 3 0 

11  9 30 

0 8 0 

Do. 

555 

Full-grown, 

well-nourished 

pariah. 

3 40  0 

0 0 48 

0 1 33 

3 42  3 

0 5 0 

Do. 

556 

Large-sized, 

full-grown 

pariah 

3 51  0 

0 1 0 

0 2 11 

3 53  41 

0 7 0 

Do. 

557 

Full-grown, 
fair  sized 
pariah. 

4 0 0 

0 0 53 

0 1 11 

4 1 31 

0 4 0 

Do. 

558 

Full-grown, 

well-nourished 

pariah. 

4 10  0 

0 0 56 

0 2 0 

4 12  20 

0 5 0 

Do. 

559 

Full-grown, 

well-nourished 

pariah. 

4 21  0 

0 1 13 

0 2 17 

4 23  37 

0 5 0 

Do. 

560 

Full-grown, 

fair-sized 

pariah. 

4 32  0 

0 0 07 

0 3 14 

4 35  29 

0 4 0 

Do. 

561 

Full-grown, 
emaciated 
pai  iah. 

4 41  0 

0 1 5 

0 5 52 



4 47  17 

0 3 0 

Morphine,  4gr-i  injected  at  11  h.  52m. 
Dog  excited  when  brought  on  table 
and  struggled  very  much  during  the 
administration  of  chloroform.  Artifi- 
cial respiration  was  commenced  30  s. 
after  the  breathing  had  ceased. 

Morphine,  4g>’-.  in.)ected  at  3h.  30  m. 
Artificial  respiration  was  commenced 
30  s.  after  the  breathing  had  ceased. 
Needle  in  heart  at  3m.  47s.  ceased 
to  vibrate;  unsuccessful.  Struggled 
during  administration. 

Morphine,  igr.,  injected  at  3h.  37m. 
Artificial  respiration  was  commenced 
30  s.  after  the  breathing  had  ceased. 
Dog  struggled  during  the  administra- 
tion. Needle  in  heart  at  4h.  ceased 
to  vibrate;  unsuccessful. 

Morphine,  igr.,  injected  at  3m.  50s. 
Struggled  during  the  administration. 
Artificial  respiration  was  commenced 
20  s.  after  the  breathing  had  ceased ; 
successful. 

Moi'phine,  4 gr.,  injected  at  4 h.  Strug- 
gled. Artificial  retpiration  was  com- 
menced 20  s.  after  the  breathing  had 
ceased.  Needle  in  heart  at  41i.  17  m. 
did  not  vibrate;  unsuccessful. 

Morphine,  .1  gr.,  injected  at  4 h.  9 m. 
Struggled.  Artificial  respiration  was 
commenced  20  s.  after  the  breathing 
had  ceased.  Needle  in  heart  at 
4 h . 28  m . did  not  vilirate. 

Morphine,  4 gr.,  injected  at  4 h.  20  m. 
Struggled.  Artificial  respiration  was 
commenced  15  a.  after  the  breathing 
had  ceased ; successful. 

Morphine,  4 gr.,  injected  at  4 h.  30  m. 
Struggled.  Artificial  respiration  was 
commenced  15  s.  after  the  breathing 
tadcca.sed;  successful. 
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Date. 

No 

Description  of 
dog. 

Time  at  which 
inhalation 
commenced. 

Cornea  be,'’ame 
insensilile 
after— 

Respiration 
ceased  after — 

Pulse  stopped 
after— 

Heart  ceased 
beating  after — 

Artificial 
respiration 
commenced 
at — 

Artificial 
respiration 
continued 
for — 

Remarks. 

1889. 

562 

H.  M.  S. 

H.  M.  s. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  s. 

Dec.  5. 

Full-grown, 
large  pariah, 
well- 

nourished. 

4 52  0 

0 13 

0 1 23 

... 

4 53  38 

0 6 0 

Morphine,  i gr  , injected  at  4h.  40  m. 
Artificial  respiration  was  commenced 
15  s.  after  the  breathing  had  ceased. 
Dog  struggled ; unsuccessful. 

Dec.  6. 

bbd 

Full-grown, 

well-nourished 

pariah. 

10  40  0 

0 0 57 

0 3 6 

10  43  36 

0 10  0 

Morphine,  i gr.,  injected  at  10 h.  25m. 
Struggled.  Artificial  respiration  was 
commenced  30s.  after  the  breathing 
had  ceased;  unsuccessful. 

Do. 

564 

Full-grown, 

fair-sized 

pariah. 

11  57  0 

0 1 9 

0 2 2 

11  59  32 

0 6 0 

Morphine,  A gr.,  injected  at  lOh.  38m. 
Struggled.  Artificial  respiration  was 
commenced  30  s.  after  the  breathing 
had  ceased.  Successful.  This  dog 
died  2m.  after  it  was  taken  outside 
and  left  alone. 

Do. 

565 

Full-grown, 

well-nourished 

pariah. 

11  7 0 

0 1 10 

0 2 26 

11  9 56 

0 4 0 

Morphine,  A gr.,  injected  at  10  h.  50m. 
Struggled.  Artificial  respiration  was 
commenced  30  s.  after  the  respiration 
had  ceased.  Needle  in  heart  at 
11  h.  16  m.  ceased  to  vibrate.  Unsuc- 
cessful. 

V,  (p).—  Artificial  respiration  tried  on  a dog  poisoned  wHh  phosphorus,  the  chloroform  being  administered  in  the  vsnal 

•manner. 


Dec.  7. 

566 

Full-grown, 
well-  nourished 

10  49  0 

0 0 58 

0 2 5 

pariah, 
ill  from  phos- 

phorus 

poisoning. 

10  51  35 


0 12  0 


1 gr.  of  phosphorus  given  every  morn- 
ing for  three  days  (3rd,  4th,  5th).  Did 
not  struggle.  Aitificial  respiration 
was  commenced  30s.  after  the  breath- 
ing liad  ceased ; unsuccessful. 


I.  («). — Bogs  chloroformed  to  d ath  with  small  doses  on  cloth  inhaler. 


Dec.  9. 

567 

Under-sized, 

ill-nourished 

pariah. 

10  32  0 

0 0 55 

0 2 55 

0 3 0 

0 6 10 

Chloroform  administered  gradually,  on 
a cap  with  plenty  of  air.  Dog 
struggled  as  usual.  Gasped  twelve 
times  before  heart  ceased,  the  last  gasp 
at  10  h.  36m.  15s..  or  Im.  55  s.  before 
heart  ceased  beating.  Weight,  20  lb. 

Do. 

568 

Fuil-sized, 
fairly  nourished 
pariah. 

10  40  20 

0 1 50 

0 3 50 

0 6 40 

0 8 50 

Chloroformed  as  in  the  above  case.  Dog 
struggled  slightly.  Weight,  261b. 

Do. 

569 

Full-sized, 

well-nourished 

pariah. 

10  51  0 

0 1 40 

0 4 50 

0 5 2 

0 9 40 

Chloroformed  as  in  the  above  case.  Dog 
struggled  very  much.  Weight,  261b. 

Do. 

570 

Full-sized, 

well-nourished 

pariah. 

11  4 30 

0 0 45 

0 2 30 

0 2 35 

0 6 10 

Chloroformed  as  in  the  above  case. 
Dog  struggled  as  usual.  Gave  one  long 
gasp  at  11  h.  6m.  45s.,  or  3m.  55s. 
before  heart  ceased.  In  this  case  the 
needle  ceased  vibrating  at  llh.  9m.  15s., 
wbeii  tile  thorax  was  opened  and  the 
heart  found  to  be  contracting  until 
11  b.  10m.  40s. 

Do. 

571 

Full-grown, 

well-nourished 

pariah. 

11  14  0 

0 10 

0 18  31 

0 19  14 

0 26  35 

Chloroformed  in  small  doses  gradually 
given  with  plenty  of  air  in  cloth  caj>. 
Struggled.  Thorax  opened  in  this 
case,  and  the  action  of  the  heart 
watched  to  the  end.  Weight,  281b. 

Do. 

572 

Full-grown, 

small-sized 

i:)ariah. 

11  40  0 

0 2 29 

0 4 32 

0 5 4 

0 7 52 

Chloroform  given  as  in  the  above  case. 
Struggled  feebly.  Thorax  opened,  and 
the  heari.’s  action  watched  to  the  end. 
Weight,  201b. 

Do. 

573 

Ditto. 

11  51  0 

0 1 33 

0 8 13 

0 9 0 

0 13  28 

Chloroformed  as  in  the  previous  case. 
Struggled.  Thorax  opened  after  the 
needle  ceased  to  vibrate,  and  the  heart 
found  to  liave  stopped  acting.  Weight, 
171b. 

Do. 

574 

Small  and 
emaciated 
pariah. 

12  17  0 

0 1 11 

0 4 40 

0 5 3 

0 8 6 

Cliloroformed  as  in  the  previous  case. 
Struggled.  Tliorax  opened  after  the 
needle  ceased  vibrating,  and  the  heart’s 
action  stopped.  Weight,  181b. 

Do. 

575 

Small,  but  full- 
giown,  pariah. 

3 13  0 

0 1 13 

0 11  3 

0 11  55 

0 18  22 

Chloroformed  in  a similar  manner. 
Struggled.  Thorax  opened  after  the 
needle  ceased  to  vibrate.  Weight, 
mib. 

Do. 

576 

Full-grown, 

large-sized 

pariah. 

3 36  0 

0 1 28 

0 3 47 

0 3 59 

0 7 4 

... 

Chloroformed  in  a similar  manner. 
Struggled  very  much.  Thorax  opened 
after  the  needle  ceased  to  vibrate. 
Weight,  281b. 

Do. 

577 

Fuli-grown, 

well-nourished 

pariah. 

3 45  0 

0 2 16 

0 3 0 

0 3 15 

0 7 11 

Chlorof  rm  administered  as  in  the  pre- 
vious case,  struggled.  Gasped  before 
the  heart  ceased  to  beat.  Thorax 
opened  after  the  needle  ceased  to 
vibrate.  Weight,  21f  lb. 

Do. 

578 

Full-grown, 

large-sized 

pariah. 

3 56  0 

0 12 

0 10  8 

0 10  24 

0 14  3 

Chloroformed  in  the  same  way. 
Struggled.  Weight,  301b. 

Do 

579 

Full-grown, 
small,  and 
emaciated 
pariah. 

11  6 0 

0 3 42 

0 8 13 

0 8 32 

0 12  9 

Chloiofoiined  as  in  578.  Struggled. 
Thorax  opened  after  the  needle  ceased 
to  vibrate.  Weight,  201b. 

Do. 

580 

Full-grown, 

well-nourished 

pariah. 

11  20  0 

0 1 10 

0 3 54 

0 6 2 

0 6 53 

Cldoroforined  as  in  the  above  case. 
Struggled  severely,  and  had  to  be  lield 
down  with  gieat  force.  Weight,  29  lb. 

Do. 

581 

Ful'-grown, 

well-nourished 

pariah. 

3 3 0 

0 1 52 

0 8 4 

0 9 0 

0 12  8 

Cliloroforui  given  ns  in  the  above  ease. 
StruggiKl  .severely,  and  had  to  be  held 
down  with  force. 

- ■ - » 

The  Second  Hyderabad  Chloroform  Commission. 


35 


Date. 

No. 

Description 
of  dog. 

Time  at  which 
inhalation 
commenced. 

1 Cornea  became 
1 insensible 
after— 

Respiration 
ceased  aftei'— 

1889. 
Dec.  11. 

582 

Full-grown, 

well-nourished 

pariah. 

Ditto. 

H.  M.  s 
10  37  0 

H.  M S. 

0 0 58 

}r.  .ai.  s 
0 2 15 

Do. 

583 

10  47  0 

0 1 38 

0 4 18 

Do. 

584 

Full-grown, 

11  1 0 

0 1 0 

0 4 6 

Do. 

585 

small  pariah. 
Full-grown. 

11  16  0 

0 1 7 

0 2 5 

Do. 

586 

large  pariah. 
Full-grown, 

11  27  0 

0 1 47 

0 4 31 

Do. 

587 

well-nourished 

pariah. 

Ditto. 

11  37  0 

0 2 51 

0 8 41 

Do. 

588 

Ditto. 

11  53  0 

0 2 2 

0 5 53 

«|1 

'l?Sl 


0 4 56 
0 4 23 
0 2 47 
0 4 52 


H.  M.  S. 

0 7 14 


0 10  21 
0 13  42 
0 8 50 
0 8 16 

0 12  4 
0 15  31 


ill, 

i|r 


lUmarks. 


Clilorofoi  niecl  in  small  doses  on  cloth 
; cap  inhaler.  Struggled  very  much, 
I and  had  to  be  held  doAii  forcibly. 
I Weight,  30  lb. 

^ Chloroformed  similarly.  Struggled. 

Weight,  26  Ih. 

i Chloroformed  similarly  Struggled, 

j Weight,  191b. 

i Chloroformed  similarly.  Struggled. 

Weight,  35  lb. 

Cldoroformed  similarly.  Struggled  very 
much.  Gasped  before  heart  ceased 
' heating.  Weight,  32  lb. 

; Chlorofo  rmed  similarly.  Struggled. 

Weight,  311b. 

C hloroformed similarly.  Struggled.  The 
I respiration  returned  in  this  case  at 
I 12 h 2 in.,  and  continued  for  3m., 
i when  tlie  chloroform  was  renewed  in 
the  cap.  Weight,  281b. 


DESCRIPTION 


OF 

MANOMETER  EXPERIMENTS. 


In  these  experiments  the  left  carotid  artery  was  connected 
with  two  manometers  by  means  of  a Y tube — the  Ludwig  or 
slow  manometer,  the  tracing  of  which  runs  from  left  to 
right,  and  the  Fick  or  rapid  manometer,  the  tracing  of 
which  runs  from  right  to  left.  The  connexion  of  the  artery 
with  the  Ludwig  manometer  was  continuous,  except  at  short 
intervals,  shown  in  the  Ludwig  tracing  by  a horizontal  line 
with  a figure  above  it.  In  these  short  intervals  the  Ludwig 
connexion  was  shut  off,  and  a tracing  was  taken  on  the  Fick. 
For  example,  in  Experiment  148  at  3h.  32m.  Os.  the  Ludwig 
was  turned  off.  This  is  shown  by  a horizontal  line  with  the 
figure  4 above  it.  The  figure  4 in  Fick  Tracing  I.  shows  the 
tracing  taken  on  the  Fick  during  the  interval  marked  4 in 
the  Ludwig  at  3h.  32m.  Os.;  and  so  on.  As  a rule,  the 
Ludwig  manometer  was  cut  off  by  turning  the  tap  while 
taking  a reading  with  the  Fick  manometer  ; but  as  the  drum 
was  allowed  to  run,  each  Fick  reading  is  represented  by  a 
straight  line  on  the  Ludwig  tracing. 

October  25th.— No.  25. 

Full-sized  strong  pariah.  Into  the  box  with  chloroform  freely  on 
blotting  paper  in  order  to  quiet  him  at  2 h.  25  m.  10  s.  Taken  out  of  the 
box  at  2h.  36m.  and  fastened  upon  the  dog-board,  chloroform  being 
given  from  time  to  time  on  Junker’s  inhaler  to  keep  him  quiet.  Con- 
nexion between  carotid  artery  and  manometer  effected  at  2 h.  57  m.  Five 
tracings  with  the  Ludwig  or  mercurial  manometer  ^ made  showing  the 
effects  on  the  blood-pressure  of  the  following  proceedings  noted : — 

(a)  Ordinary  chloroform  inhalation. 

(i/j  Pushing  chloroform  until  respiration  ceased. 

(c)  Artificial  respiration  until  natural  breathing  was  restored. 

(d)  Evulsion  of  three  toe-nails. 

(e)  Ligature  of  mucous  membrane  of  the  anus. 

(/)  Snipping  off  two  portions  of  anal  skin. 

Ig)  Free  opening  of  the  abdomen  and  complete  ligature  of  intestine. 

ill)  Continued  administration  of  chloroform  until  death. 

Kespiration  ceased  at  4 h.  30m.  50  s.,  after  which  the  pulse  continued 
feebly,  but  owing  to  clotting  has  not  been  recorded  on  the  tracing. 
Death  after  a few  minutes,  but  not  exactly  recorded. 

October  26th. — No.  29. 

Large  cream-coloured  dog  chloroformed  in  the  box  at  2 h.  15  ra.  Taken 
out  of  the  box  and  put  on  the  dog-board  at  2h.  39m.  40s.,  and  kept 
under  chloroform  in  the  ordinary  way  with  Junker’s  inhaler.  Canula 
inserted  into  carotid  artery  at  2h.  51m.,  and  connexion  m,ade  with  bo:h 
the  Ludwig  and  the  Fick  manometers  through  a Y tube*at  2h.  58m. 
Trace  No.  I.  Ludwig  shows  the  effect  of  evulsion  of  the  toe-nails.  Trace 
No.  II.  Ludwig  the  effect  of  snipping  the  anus,  the  administration  of 
large  doses  of  chloroform,  and  of  killing  the  dog  with  chloroform.  A 
clot  formed  in  the  canula  at  3 h.  15  m.  55s.  shortly  before  the  dog  died. 
Four  readings  were  taken  with  the  Fick  manometer— 1 and  2 while  the 
dog  was  quietly  under  chloroform,  and  3 and  4 during  the  operation  of 
snipping  the  anus. 

October  26th. — No.  30 

Full-sized  healthy  pariah.  Into  chloroform  box  at  3 h.  39m.  Taken 
out  of  the  box  and  put  on  the  table  at  3 h.  4 m.  50s.  and  kept  under 
chloroform  in  the  usual  way.  Dog  fully  under  at  3 h.  50m.  40s.,  and 
tying  of  the  carotid  artery  commenced.  Canula  inserted  at  3 h.  58  m.  50  s., 
and  connexion  made  with  the  manometers  at  4 h.  3 m. 

Tracing  I.  Ludwig  shows  effect  of  a iarge  dose  of  chloroform;  but 
it  was  soon  turned  off,  and  the  observations  untii  the  death  of  the 
animal  recorded  on  the  Fick  tracing  I. 


1 The  Fi.k  elastic  spring  manometer  was  not  connected  in  this 
experiment. 

“ For  a full  description  of  the  arrangement  of  the  manometers,  sec 
Method  of  Experimentation,  page  9. 


October  28th.— No.  31. 

Temperature  of  the  room  18’5to20'5Cent.  Full-sized  pariah  which  had 
a daily  dose  of  phosphorus  (about  a quarter  of  a pot  of  James’  phos- 
phorus paste)  for  the  previous  three  days,  and  was,  in  consequence,  very 
weak  and  thin.  Chloroformed  in  a box  at  7h.  35  m.  Fell  down  at 
7h.  41m.  50  s.  Placed  on  dog-board  at  7h.  45m.  and  kept  quietly  under 
chloroform.  Carotid  tied  and  canula  inserted  at  7h.  55  m.  30s.  Con- 
nexion with  manometers  made  at  8h.  Im.,  at  which  the  cornea  was 
still  sensitive,  and  the  animal  breathing  quietly,  but  very  slowly,  about 
8 times  per  minute.  Two  tracings  Ludwig,  one  Fick.  Trace  I. 
Ludwig  shows  effect  of  (a)  evulsion  of  the  nails,  (5)  snipping  of  the 
anus,  (c)  extraction  of  teeth,  and  includes  four  Fick  readings.  Tra"e  II. 
Ludwig  (commencing  at  8h.  32  m.  34  s.)  shows  effect  of  (d)  change  to 
the  vertical  position,  and  while  in  that  position  (e)  extraction  of  teeth, 
and  (/)  administration  of  chloroform  until  death.  Post-mortem— 
Heart  flabby,  but  otherwise  normal ; lungs— \ovier  and  middle  lobes, 
right  side,  consolidated  ; liver — drier  than  in  other  animals,  mottled, 
buff-colour ; kidneys  congested,  pyramidal  portion  of  a yellowish 
colour;  stomach — distended  with  dark  fluid,  not  apparently  inflamed. 

Observations. 

H.  M.  s. 

A.  8 3 50.— Evulsion  of  nail. 

B.  8 8 20.— Anus  snipped. 

C.  8 15  0. — Evulsion  of  nail. 

D.  8 23  25. — Extraction  of  tooth. 

B.  8 33  0.- Change  to  vertical  position. 

F.  8 38  0.— Tooth  e.xtracted. 

G.  8 41  60. — Artery  cut,  pressure  fell  to  zero. 

In  Experiment  31  all  attempts  to  produce  shock  under  chloroform  in 
any  stage  of  the  administration  failed. 


October  28th. — No.  32. 


Large  black  dog,  well  nourished  and  believed  to  be  healthy.  Into 
chloroform  box  at  10  h.  46  m.  15  s.  Struggling  violently  at 
lOh.  52m.30s.  Breathing  stopped  and  artificial  respiration  resorted 
to  until  10 h.  54  m.,  when  he  began  again  to  breathe  spontaneously  and 
was  placed  on  the  dog-board.  More  chloroform  in  cap  at  11  h.  1 m.  30  s. 
Dog  struggling.  Cuioroform  stopped  at  11  h.  2 m.  30s.  Stertorous 
breathing.  Carotid  ligature  at  11  h.  7 m.  30  s.  Canula  inserted 
llh.  10m.  35s.  Trace  No.  I.  commenced  at  11  h.  12m.  20s.  Dog 
struggling.  Drum  changed  and  Trace  No.  II.  commenced  at 
11  h.  37  m.  15  s.  Canula  taken  out  at  11  h.  52  m.  15  s.  Dog  not  quite  dead, 
heart  pulsating,  chloroform  stopped,  and  made  an  attempt  to  reintro 
duce  canula,  but  dog  dead.  Two  Ludwig  and  one  Fick  tracing.  Trace  I. 
Ludwig  shows  effect  of  (a)  administration  of  chloroform,  (ft)  artificial 
respiration,  (c)  evulsion  of  nails,  (d)  placing  the  animal  in  the  vertical 
position  and  includes  Fick  readings  Nos.  1 to  6.  Trace  II.  Ludwig 
shows  effect  of  (e)  continued  administration  of  chloroform  with  at  the 
same  time  (/)  liasmorrhage  from  the  femoral  artery,  and  includes  Fick 
readings  Nos.  7 to  9. 

ObservatioTis. 


H.  M.  S. 

A.  11  12  20.— Chloroform  pushed  to  stoppage  of  respiration  and 

recovery  with  artificial  respiration. 

B.  11  18  0.— Chloroform  again ; and  evulsion  of  nails  at 

11  h.  21  m.  0 s.,  11  h.  21  m.  40 s.,  11  h.  22 m.  Os.,  and 
llh.  22m.  30s.,  without  any  effect. 

C.  11  23  40.-  Chloroform  in  vertical  position. 

D.  11  25  0 and  llh.  25m.  40s.,  evulsion  of  nails. 

E.  11  40  0.— Chloroform  : during  this  administration  the  femoral 

artery  was  opened  and  the  effects  of  bleed- 
ing observed.  The  experiment  ended  at 
11  h.  52m.  15  s. 


October  28th.— No.  33. 

Strong,  full-sized  dog.  Put  under  chloroform  at  2h.  48m.  30s.  Dog 
removed  from  the  box  and  put  on  the  table  at  2h.  56  m..  and  kep. 
quiet  with  chloroform  on  the  cap  from  time  to  time.  Carotid  tied  at 
3h.lm.30s.  Artificial  respiration  at  3 h 3m. 15s.  Breathing  naturally 
again  at  Ml.  4 m.  30 8.  Canula  inserted  at  3h.7m.30s.  Still  liaving 
chloroform  from  time  to  time.  Connexion  made  witli  the  manometer 
at  3 h.  8 in.  30s.  Tlie  Ludwig  tracing  shows  the  effect  of  (n)  ordinary 
clilorofortn  inhalation,  {!>)  iircssure  on  the  abdomen,  (c)  inversion  of  tlie 
body,  (d)  adminis'ration  of  ether  until  deatli  resulted.  Post-mortem — 
Vegetations  on  pulmonary  valves,  one  of  tlie  valves  being  adiicrent  to 
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Mie  wall  of  ventricle.  I'he  Kick  tracing  has  seven  readings  in  it,  which 
.in-  folly  explained  on  the  tracing.  Fick  7,  taken  when  ether  was 
poshed,  shows  exactly  the  same  slowing  of  the  pulse  when  the  respira- 
tion has  stopped  as  occurs  with  chloroform. 

Experiment  33  shows  the  condition  of  serai-ana-sthesia  produced  by 
ether  held  rather  closely  over  the  mouth.  If  more  perfect  ansesthesia 
is  required  it  can  be  procured  by  more  rigid  e.xclusion  of  air;  but  then 
there  is  exactly  the  same  danger  as  in  gii'ing  chloroform.  How  very 
rapidly  the  pressure  may  fall  and  death  ensue  from  ether  is  shown 
when  the  ana:sthetic  was  pushed  and  air  excluded  at  the  end  of  the 
experiment. 

October  28th.— No.  34. 

Full-sized,  fairly  - nourished  pariah  dog.  Chloroform  in  box 
3h.  52  m.  15  s.  Kemoved  from  the  box  and  put  on  the  table  and  kept 
under  chloroform  in  the  usual  way.  Artery  tied  at  4 h.  8 m.  45  s.  Canula 
inserted  at  4h.  9 m.  45s.  Connexion  made  with  the  manometers  at 
4h.  11m.  30s.  Trace  I.  Ludwig  shows  effects  of  ether  and  chloro- 
form alternately,  and  finally  death  from  chloroform,  and  includes 
12  Fick  readings.  Trace  I.  Fick  gives  the  whole  of  the  12  Fick  readings 
in  four  revolutions  of  the  drum. 

October  29th.— No.  35. 

Full-sized  healthy  pariah.  Put  into  the  chloroform  box  at 
oh.  18  m.  30s.  Fallen  down  at  8 h.  22 ra.  40s.  Placed  on  the  dog-board 
at  8 h.  24  m.  18  s.  and  kept  quiet  with  chloroform  from  time  to  time. 
Dog  was  found  to  be  whining  even  when  the  cornea  was  insensitive 
and  breathing  stertorous,  although  chloroform  had  not  been  given  for 
some  minutes.  Carotid  ligatured  at  8h.  40m.  30  s.  No. I.  Ludwig  shows 
effects  of  application  of  bicarbonate  of  soda  to  the  vagus ; electrical 
stimulation  of  the  vagus  and  of  chloroform  administration;  and  in- 
cludes five  Fick  readings.  Tracing  No.  II.  shows  the  effect  of  applying 
an  ammonia  bottle  to  the  nose  and  of  giving  chloroform  until  death,  and 
includes  Fick  readings  Nos.  6 to  9.  Tracing  No.  III.  Ludwig  is  not  pre- 
served. but  a partial  tracing  (III,  Fick)  reading  No.  10  is  included 
in  the  Fick  tracing  of  dog  No.  36. 

October  29th. — No.  36. 

Temperature  of  the  room  25  Cent.  Full-sized  pariah  rather  thin.  lido 
chloroform  box  10  h.  45  m.  30  s.  Taken  out  of  box  and  placed  on  the 
dog-board  10  h.  56  m.  15  s.  and  given  chloroform  on  a cap  from  time  to 
time.  Struggling  and  crying,  although  cornea  nearly  insensitive.  Carotid 
ligatured  at  11  h.  4 m.  5s.  Canula  inserted  at  11  h.  10m.  50s.,  and  con- 
nexion with  manometers  made  at  llh.  26m.20s.  Canula  accidentally 
slipped  out  of  the  artery  at  llh.  40m.  30  s.  Dog  kept  quiet  under 
ch'oroform  and  connexion  again  made  at  11  h.  50m.  30  s.  Two  Ludwig 
and  two  Fick  tracings  during  (a)  application  of  carbonate  of  soda  to  the 
entire  vagus  nerve ; (b)  administration  of  chloroform ; (c)  electrical 
irritation  of  the  right  vagus ; (d)  ligature  and  division  of  both  vagi  ; 
(e)  irritation  of  the  peripheral  ends  of  the  two  vagi  separately ; (/)  irri- 
tation of  the  peripheral  end  of  left  vagus  when  the  animal  was  deeply 
under  chloroform ; (p)  irritation  of  the  central  ends  of  the  two  vagi 
separately ; and,  finally,  (h)  administration  of  chloroform  continuously 
until  death. 

October  29th.— No.  37. 

Temperature  of  room  26  Cent.  Full-^^own  common  monkey.  Given 
chloroform  on  a cap  while  in  the  cage.  Placed  on  the  table  3h.  2 m.  30  s. 
and  kept  quiet  under  chloroform  as  before  until  connexion  made  with 
the  manometer  at  3h.  59  m.  50  s.  Two  Ludwig  and  one  Fick  tracings. 
Trace  I.  Ludwig  shows  effect  of  (a)  ordinary  chloroform  administration, 
(6)  evulsion  of  toe-nail,  (c)  irritation  of  the  entire  vagus,  and  includes 
five  Fick  readings.  Trace  II.  shows  effects  of  (d)  adminstration  of 
ether,  but  is  much  interrupted  by  accidents  to  the  apparatus.  It  in- 
rludes  Fick  readings  5 to  8.  Manometer  given  up  on  account  of  clots 
at  4 h.  53  m.  Cornea  sensitive  at  4h.  54  m.  15  s.  Chloroform  given  at 
4h.  54  m.  30s.  Pulse  perceptible  but  breathing  purely  laryngeal  at 
4h  57m.  45s.  No  pulse  at  4 h.  59m.  Heart  inaudible  at  oh.,  but  a 
tliin  stick  on  a needle  thrust  into  the  heart  continued  to  vibrate 
regularly  till  5 h.  Im. 

October  30th. — No.  38. 

Temperature  of  the  room  25  Cent.  Full-sized  pariah  dog.  Chloro- 
formed in  the  box  at  7 h.  4 m.  Placed  on  the  table  ,at  7 h.  51  m . 40  s.  and 
kept  quiet  with  chloroform.  Jugular  vein  ligatured.  Connexion  made 
with  manometers  at  8h.  45m.  10s.  Manometer  stopped  at  9h.  45m. 
Dog  killed  with  chloroform.  Respiration  stopped  9h.  26m.  30s.  Pulse 
stopped  9h.  29m.  Heart  stopped  91i.  30m.  40s.  One  Ludwig  and  one 
Fick  tracing  during  (al  ordinary  chloroform  administration  ; (6)  irrita- 
tion of  left  vagus  with  the  secondary  coil  distant  from  the  primary 
15  centimeters.  The  Fick  tracing  consists  of  three  readings  : — 

1.  A failure. 

2.  Irritation  of  left  vagus,  coils  15 cent,  distant. 

3.  Irritation  of  left  vagus,  coils  10  cent,  apart. 

This  last  reading  was,  however,  interrupted  by  clotting, 

October  30th.— No.  39. 

Large  fairly-nourished  pariah.  Chloroformed  and  placed  upon  the 
table  at  10  h.  14  m.  Jugular  vein  tied  and  canula  inserted  into  carotid. 
Connexion  made  with  manometer  at  10 h.  53  m.  Animal  eventually 
killed  with  ether.  Two  Ludwig  and  two  Fick  tracings.  Tnace  I.  Ludwig 
shows  the  effects  of  (n)  initation  of  the  left  vagus  with  the  coils  lOcent. 
apart;  {h)  injection  of  physostigmine  into  the  jugular  vein  ; (c)  lifting 
the  vagus  from  its  bed  ; and  includes  6 Fick  readings,  which  show  the 
effect  of  (d)  irritiition  of  the  entire  left  vagus;  (e)  application  of 
saturated  solution  of  carbonate  of  soda  to  the  vagus.  Trace  II.  Ludwig 
shows  effect  of  (/)  ligature  of  left  vagus ; and  (y)  inhalation  of  chloro- 
form with  rapid  hut  temporary  falls  of  pressure  that  frequently  occur 
w hen  animals  hold  their  breath  at  the  commencement  of  the  adminis- 
tration. It  includes  Fick  readings  7 to  10,  which  show  the  effect  of 
(/i)  pinching  the  vagus  with  forceps ; (/)  irritation  of  the  peripheral 
end  of  the  vagus;  (/)  evulsion  of  the  toe-nails;  (k)  gradual  death  from 
ether. 

October  30th. — No.  40. 

Temperature  of  the  room  261  Cent.  Full-sized  pariah  dog,  the  same 
th.at  had  been  used  in  Experiments  Nos.  25.  26,  and  27,  in  which  experi- 
ments he  had  show  n a remarloable  power  of  recovering  after  chlorofoim 
hail  been  pushed  unlil  he  was  to  all  appearance  dead.  Chloroformed  in 
box  at  Ih.  59m.  42s.  Lying  down  at  2h.  5m.  and  placed  on  the 
lable  at  2 b.  5 m.  25s.,  being  quite  under  and  with  its  corneainsen.sitive. 
Chloroform  given  from  time  to  time.  Artery  ligatured  at  2 h.  25m.  15s. 


Artificial  respiration  at  2h.  36m.,  hut  breathing  spontaneously  at 
2h.  38m.  40s.  Connexion  made  with  manometer  at  2h.  45m.  40s. 
Artificial  respiration  was  again  employed  at  2 h.  55m.  30  s.  during  an 
interruption  in  the  tracing,  but  breathing  beciime  natural  again  at 
2h.  56m.  Drum  changed  at  3h.  18  m.  30s.,  .and  during  interruption 
sciatic  nerve  exposed.  Drum  changed  again  at  3h.  53  m.  20s.  Three 
Ludwig  tracings  and  three  Fick.  Animal  just  comingoutof  chloroform. 

H.  M.  s. 

A.  2 45  40. — Inversion  of  the  body,  vide  Fick  3. 

B.  2 59  30.—  Do.  do. 

C.  3 5 0.— Irritation  of  left  vagus  (entire)  with  coils  distant 

15  cent.  It  is  doubtful  if  the  irritation  was 
efficient. 

D.  3 7 0.— Irritation  of  the  vagus  after  administration  of 

physostigmine. 

E.  3 9 30.— Evulsion  of  toe-nail. 

F.  3 29  0.— Irritation  of  the  exposed  sciatic  nerve  with 

fradually  increased  strength  of  current ; coil  15, 
0,  5,  and  0. 

G.  4 11  0.— Irritation  of  left  vagus,  coll  15  after  another  dose 
(l-50th  of  a grain)  of  physostigmine. 

( Irritation  of  sciatic  nerve  again,  coil  15. 

H.  4 21  0. — -{  Irritation  of  sciatic  under  increasing  coil  15,  10, 
f 5,  and  0. 

I.  4 21  50.— Chloroform  administered  for  35  seconds. 

J.  4 25  0.— Chloroform  pushed.  The  respiration  stopped  .at 
4h.  27  m.  15s.  After  this  there  were  occasional 
gasps,  and  at  4h.  29m.  30s.  the  needle  in  the 
heart  stopped  moving.  Artificial  respiration  w-as 
commenced  at  4 h.  30  m.  10  s.  The  animal 
quickly  recovered  and  breathed  naturally  at 
4 h.  31  m.  15  s. 

K.  4 37  0. — Ether  administered.  Respiration  again  ceased 
temporarily. 

L.  4 42  0.— Chloroform  pu.shed  again  till  death. 

Experiment  No.  40  was  frequently  interrupted  by  clots  forming  in 
the  tubes.  'J  he  experiment  shows  how  very  remarkable  the  success  of 
artificial  respiration  is  in  some  apparently  hopeless  cases  in  restoring 
the  circulation.  During  Fick  12  the  heart' h,ad  ceased  beating  after  the 
administration  for  two  minutes  of  concentrated  chloroform  \apour. 
Everybody  thought  the  dog  was  dead,  but  he  was  easily  restored  by 
artificial  respiration.  Before  the  observation  at  Fick  reading  12,  the 
animal  had  been  kept  under  chloroform  off  and  on  for  two  hours  and  a 
half  ; and  for  the  two  minutes  immediately  preceding  the  stoppage  of 
the  heart  it  had  been  pushed  regardless  of  the  breathing.  The  explana- 
tion of  the  easy  restoration  of  the  animal  by  artificial  respiration  is 
that  he  was  suffering  more  from  the  effect  of  asphyxia  than  from  the 
effect  of  chloroform. 

October  31st.— No.  41. 

Temperature  of  the  room  24  Cent.  Full-sized,  healthy  p.ariah  with  a 
wound  on  the  buttock.  Placed  in  the  chloroform  box  at  9h.  48  m.  Fell 
down  9h.  52  m.  30  s.  Taken  out  of  box  and  placed  on  the  table  at 
9h.  ^m.  Cornea  insensible  9h.  57m.  Connexion  made  with  mano- 
meter at  10  h.  21  m.  Three  Ludwig  and  one  Fick  tracings. 

Trace  I.  Ludw  ig  shows  effect  of— 

H.  M.  s. 

A.  10  22  0.— Inhalation  of  chloroform  with  Junker,  squeezed  40 
times  a minute,  at  the  commencement  of  which 
there  was  a striking  but  temporary  fall  of  pres- 
sure such  as  often  accompanies  the  struggling 
and  holding  breath  that  ensue  when  the  first 
whiffs  of  concentrated  vapour  are  taken  into  the 
air-passages.  This  fall  shows  that  the  Junker 
app.aratus  interferes  with  the  breathing. 

B.  10  30  10. — Inhalation  of  ammonia. 

C.  10  31  30  — Evulsion  of  toe-nails. 

D.  10  33  0.— Extraction  of  teeth. 

E.  10  40  30.— Irritation  of  nostril. 

Trace  II.  Ludwig  shows  effects  of — 

H.  M.  s. 

F.  10  53  5.— Junker  inhalation  at  the  rate  of  20  squeezes  a 
minute. 

G.  10  56  0.— Catching  hold  and  snipping  off  a piece  of  the  skin 
of  the  anus. 

H.  10  57  30. — Pushing  chloroform  after  respiration  has  stopped, 
and  then  artificial  respiration. 

I.  11  2 0.— Ligature  of  the  right  vagus. 

J.  11  4 0.— Repetition  of  3 and  4 and  irritation  of  the  central 
end  of  the  cut  vagus  after  the  respiration  had 
stopped. 

Trace  III.  Ludwig  shows  effects  of — 

H.  M.  8. 

K.  11  20  0.— Junker  administration  with  10  squeezes  per  minute. 

L.  11  22  30. — Irritation  of  central  end  of  right  vagus  when  dog 
“ well  under,”  but  not  in  danger. 

M.  11  44  0. — Artificial  respiration,  delayed  for  nearly  a minute 
after  spontaneous  respiration  had  ceased. 

N.  1150  O.—  Htcmorrhnge  to  8 oz.  from  the  femoral  artery 

O.  11  55  0.— Continued  administration  of  chloroform  by  Junker 
at  10  s(iueezes  per  minute. 

A clot  having  been  found,  the  experiment  was  closed  by  squeezing 
the  Junker  appaiatus  rajiidly  80  times  a minute.  The  heart-beat 
(indicated  by  a flag  thrust  into  the  heart)  continued  six  minutes  after 
the  respiration  had  entirely  ceased  and  3 m.  15s.  after  the  pulse  was 
imperceptible. 

The  one  Fick  tracing  includes  7 readings  taken  at  periods  indicated 
on  the  third  Ludwig  fracing. 

November  1st.— No.  42. 

Temperature  of  the  room  221  Cent.  Full-sized  healthy  pariah. 
Chloro  ormed  and  jilaeed  on  the  table  at  8h.  18ni.  20s.  H;eniori  hagi- 
from  the  mouth  while  in  the  box  about  IJoz.,  the  result  of  violent 
strangulation  in  restraining  his  movements.  Kept  quiet  witli  chloro- 
form as  before.  Struggled  violently  while  taking  some  ehloroforin, 
and  in  consequence  was  given  an  overdose.  Artificial  respiration  was 
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csorted  to  at  8 h.  22m.  50s.,  and  was  continued  till  8h.  34m.,  but  the 
dog  did  not  recover.  Post-mortem:  Base  of  the  left  lung  engorged; 
both  sides  of  the  heart  very  much  distended  with  venous  blood ; valves 
healthy. 

This  dogs  death  was  undoubtedly  the  result  of  the  reckless  careless- 
ness which  had  marked  the  proceedings  from  the  commencement,  and 
was  due  quite  as  much  to  asphyxia  as  to  chloroform. 

November  1st. — No.  43. 

Temperature  of  the  room  23^-  Cent.  Full-sized  healthy  pariah. 
Chloroformed  in  the  box  as  before.  Placed  on  the  table  at  lOh.  5m. 
and  kept  quiet,  breathing  stopped  at  lOh.  13m.  30s.  Artificial 
respiration  until  iOh.  14m.  30s.  Carotid  ligatured  at  10 h.  17m.  30s. 
Canula  inserted  into  the  carotid  at  10 h.  20  m.  Connexion  made  with 
the  manometer  at  10  h.  25  m.  Two  Ludwig  and  one  Fick  tracings. 

Observations. 

H.  M.  s. 

A.  iO  25  0. — Administration  of  chloroform  with  Junker  squeezed 

10  times  a minute,  using  the  ordinary  mouth- 
piece. 

B.  10  30  20.— Administration  of  chloroform  with  the  lead  tube  of 

the  Junker  thrust  into  the  nostril  in  place  of  tlie 
mouth-piece,  at  first  at  tlie  rate  of  10  squeezes  per 
minute,  afterwards  20. 

C.  10  35  0, — Squirting  a few  minims  of  chloroform  into  the 

nostril. 

D.  10  44  20.— Administration  of  ether  with  a bladder,  air  being 

admitted  through  a side  opening  every  five 
seconds  (tlie  ether  administered  in  this  way  failed 
to  keep  the  dog  in  a state  of  anesthesia). 

Trace  II.  Ludwig  shows  effects  of— 

H.  M.  s. 

E.  10  52  0. — Junker  inhalation,  with  mouth-piece  at  10  squeezes 

a minute. 

F.  11  5 30. — Rapid  administration  of  chloroform  with  Junker  as  is 

done  frequently  in  hospitals,  without  attending 
to  the  signs  of  danger,  while  the  operation  for 
phymosis  was  being  performed.  The  dog  was 
dead  after  10  minutes,  very  nearly  lour  drachms 
of  chloroform  being  used. 

November  1st.— No.  44. 

Temperature  of  the  room  25i  Cent.  Full-sized  well-developed  pariah 
dog.  Into  chloroform  at  2h.  Im.  Taken  down  at  21i.  11m.  Put  on 
dog  board  2h.  11  m.  30s.  and  kept  under  chloroform  as  before.  Ligature 
of  the  carotid  at  2h.  17m.  40  s.  Conne,xion  made  with  manometer  at 
2h.  26m.  40s.  Three  Ludwig  tracings  and  two  Fick.  Trace  I.  Ludwig 
shows  effects  of  administration  of  ether  with  a bladder,  air  being 
admitted  through  a side  opening  every  ten  seconds  (This  failed  to 
keep  the  anim.al  under.)  Trace  II.  Ludwig  shows  effects  of  administra- 
tion of  ether  with  Junker’s  inhaler  provided  with  a close  fitting  mouth- 
piece and  also  the  effect  of  rapid  heemorrhage  to  12  oz.,  from  the  femoral 
artery.  Trace  III.  shows  continued  ether  administration  with  Jurker, 
and  lastly  death  by  pushing  chloroform.  Fick  readings  : — 

(1)  Natural. 

(2)  During  ether  administration  with  bladder. 

(3)  Do.  do.  do. 

(4)  Do.  do.  do. 

(5)  Ether  with  Junker’s  inhaler;  animal  “over.” 

(6)  Ether  immediately  after  12  oz.  haemorrhage. 

(7)  Same  as  5 ; but  a little  later  the  effect  of  the  haemorrhage  still 
marked. 

(8)  The  same ; only  more  under  the  influence  of  ether. 

(9)  Just  after  ether  was  stopped. 

(10)  Effect  of  chloroform  pushed. 

(11)  Do.  do. 

(12)  Do.  respiration  stopped. 

(13)  The  animal  dying. 

cl4)  Dead. 

In  this  experiment  (44)  the  figures  (1),  (2),  (3),  Ac.,  refer  to  the  Fick 
readings. 

November  2nd  —No.  45. 

Temperature  of  the  room  23  Cent.  Full-sized  healthy  pariah  dog. 
Chloroformed  at  9h.  52m.  45  s.  Fell  down  at  9h.  58m.  15s.  Put  on 
the  table  at  10  h.  1 m.  25s.  Kept  quiet  under  chloroform.  Respiration 
stopped  and  artificial  respiration  at  10 h.  15m.  Breathing  spontaneously 
at  10  h.  15m.  40s.  Carotid  artery  ligatured  at  10  h.  18  m.  5s.  Respira- 
tion stopped  at  lOh.  22m.  5s.  Artificial  respiration  until  lOh.  23m.  5s. 
Connexion  made  witli  manometer  at  10 h.  29m.  30s.  Three  Ludwig 
and  three  Fick  tracings.  During  trace  I.  Ludwig  ether  was 
administered  with  bladder  inhaler  and  a closely  fitting  mouth-piece,  air 
being  admitted  every  fifth  and  afterwards  every  tenth  respiration,  but 
this  failed  to  keep  the  dog  in  a state  of  anaesthesia.  Trace  II  shows 
administration  of  A.C.E.  mixture  by  a Junker's  inhaler,  10  sqiieezes  per 
minute  at  first,  then  20  squeezes,  and  finally  with  rapid  squeezes. 
Trace  III.  shows  the  death  of  the  dog,  the  blood-pressure  remaining  at 
32  mm.  Tlie  three  Fick  tracings  give  15  readings  at  times  marked  upon 
the  Ludwig  tracings.  Total  A.C.E.  mi.xture  used,  9 drachms. 

November  2nd. — No.  46. 

Temperature  of  the  room  25  Cent.  Full-sized  healthy  pariah. 
Chloroformed  in  box  at  2h.  12m.  10s.  Placed  on  the  table  at 
2h.  26m.  30s.  and  kept  quiet  with  chloroform.  Artificial  respiration 
2h.  23m.  30s.  to  2h.  30m.  50s.  Artery  ligatured  2h.  38m.  55s. 
Artificial  respiration  again  2h.  42m.  to  2 h.  42m.  20s.  Connexion  made 
with  manometers  at  2 h.  46  m.  30  s.  when  the  dog  was  just  coming  out 
of  chloroform.  Two  Ludw  ig  and  three  Fick  tracii  gs.  Trace  1.  Ludwig 
was  taken  during  the  administration  of  A.  C.  E.  mixture  witli  Junker’s 
inhaler,  at  first  at  the  rate  of  10  squeezes  a minute,  afterwards  rapidly. 
During  trace  II.  Ludwig  the  A.  C.  E.  administration  was  continued, 
but  as  the  effect  was  not  sufficient,  the  bottle  was  filled  up  to  2oz.  with 
fresh  A.  C.  E.,  after  wliich  the  dog  died  rapidlj-.  Tlie  three  Fick 
traeings  include  8 readings  taken  at  times  noted  on  the  Ludwig 
tracings.  Total  A.  C.  E.  mixture  used,  13J  drachms. 

November  2nd. — No.  47. 

'I’cniiieral  lire  of  room  251  Cent.  Fiill-si/.ed  lie, althy  pariah,  to  w hom 
1 a grain  of  moriihine  had  been  given  hypodermiealiy  about  1 an  hour 
before.  Given  A.  C.  E.  mixture  on  a cap  3h.  43  m.  Cornea  insensible 


3b.  44m.  and  placed  on  the  table;  quite  under.  Canula  inserted  Into 
carotid  3 h.  53  m.  Cornea  sensitive  and  gave  more  A.  C.  E.  at  3h.  56m. 

A.C.E.  stopped  again  3h.  57m.  45s.  Connexion  made  with  mano- 
meter 3 h.  57 rn.  One  Ludwm  and  one  Fick  trace  showing  the  effect  of 
killing  the  animal  with  A.  C.  E.  on  a cap.  The  quantity  of  A.  C.  E. 
used  was  not  measured. 

November  4th. — No.  48. 

Temperature  of  room  21  Cent.  Unusually  large  strong  pariah  dog, 
which  had  been  fed  habitually  in  the  hospital.  Chloroformed  in  the 
boxat7h.  22m.  Futon  the  table  and  cornea  insensible  at  7h.  44m.  10s. 
Artery  ligatured  7h.  56  m.  50s.  Canula  inserted  into  carotid  at 
8h.  7m.  15s.  Connexion  made  with  manometers  atSh.  34m.  One 
Ludw  ig  and  one  Fick  tracings  showing  the  effect  of  pushing  chloro- 
form with  the  ordinary  cap.  Recovery  appeared  for  a few  seconds  to 
have  been  effected  by  artificial  respiration,  but  he  again  ceased  breath- 
ing and  died.  Post  mortem — More  fat  than  usual  throughout  the  whole 
body.  A small  cyst  in  the  walls  of  the  oesophagus.  Heart  healthy. 

November  4th. — No.  49. 

Temperature  of  room  23  Cent.  Small-sized  healthy  pariah  dog.  Into 
chloroform  box  at  9 h.  44  m.  40  s.  Placed  on  the  table  at  10 h.  and  kept 
quiet  with  chloroform.  Carotid  ligatured  at  10  h.  9 m.  Connexion  w ith 
manometers  at  10 h.  20m.  Three  Ludwig  and  four  Fick  tracings. 
Trace  I.  Ludwig  shows  effect  of  pushing  first  chloroform,  then  ether, 
and  lastly  A.  C.  E.,  and  reviving  the  dog  each  time  with  artificial  respi- 
ration. Traces  II.  and  III.  show  a repetition  of  the  above  (administra- 
tion of  cliloroform,  ether,  and  A.  C.  E.)  and  finally  death  from 
chloroform.  The  four  Fick  tracings  Include  25  readings  at  times  noted 
on  the  Ludwig  tracings. 

Observations. 

H.  M.  S. 

A.  10  20  30. — Chloroform  on  cap. 

B.  10  25  0.— Respiration  stopped  and  immediately  afterwards  the 

heart’s  action  was  arrested.  This  is  what  is  called 
secondary  syncope.  It  is  not  however  syncope  at 
all,  but  is  inhibition  of  the  heart  due  to  vagus 
stimulation,  and  is  a safeguard  in  that  it  delays 
the  conveyance  of  the  chloroform  to  the  nerve 
centres.  ( Vide  Fick  2 and  compare  with  Fick  8.) 

C.  10  25  10.— Artificial  respiration  showing  the  easy  restoration  of 

the  animal. 

D.  10  30  20  — Ether  on  cap. 

B.  10  33  35  —Respiration  stopped. 

F.  10  33  50.— Artificial  respiration  and  gradual  restoration. 

G.  10  38  50. — A.  C.  E.  mi.xture  on  cap.  This  observation  shows 

that  chloroform,  ether,  and  the  A.  C.  B.  Mixture 
produce  precisely  similar  effects,  only  varying  in 
intensity. 

H.  10  41  30. — Respiration  stopped.  The  same  arrest  of  the  lieart’s 

action  subsequently  took  place  as  in  observation 

C.  Compare  Pick  8 and  9 with  Fick  2 and  3. 

I.  10  42  0. — Artificial  respiration  and  gradual  restoration. 

J.  10  49  45  —Observation  B repeated.  The  record  is  incomplete 

on  account  of  an  interruption  from  clot. 

K.  11  5 0. — Ether,  with  very  little  air,  on  cap.  Respiration 

stopped  at  11  h.  9 m.  30  s.  Artificial  respiration 
11  h.  10m.  Os.  restored  the  animal. 

L.  11  27  0.— A.  C.  B.  mixture  on  cap  pushed  till  stoppage  of  the 

respiration.  Restoration  by  artificial  respiration. 

M.  11  39  45.—  Chloroform  on  cap  pushed  till  death. 

November  4th. — No.  50. 

Temperature  of  room  25  Cent.  Strong  mongrel.  Into  chloroform 
box  at  2h.  27ra.  60s.  Placed  on  the  table  struggling  violently  at 
2h.  38m.,  and  was  given  chloroform  on  a cap.  Stopped  breathing  at 
2h.  39  m.  50s.  Artificial  respiration  was  at  once  begun  and  the  animal 
breathed  spontaneously  at  2h.  42  m.  Artificial  respiration  was  again 
necessary  almost  immediately,  and  failed  to  restore  natural  respiration. 
Post-moitem  showed  that  the  abdominal  cavity  was  fuil  of  blood  from 
rupture  of  the  liver.  The  pericardium  was  adherent;  volves  healthy. 
Small  abscesses  in  spleen  and  liver.  This  death  was  the  result  of 
excessive  zeal  and  energy  in  the  performance  of  artificial  respiration. 

November  4th. — No.  51. 

Temperature  of  room  25  Cent.  Full  sized,  fairly  nourished  pariah. 
Put  into  chloroform  box  at  2h.  50m.  55s.  Fell  down  at  2h.  55m. 
Placed  on  the  dog-board  at  2h.  58m.  15s.  Artery  ligatured  at 
3h.5m.  30s.  Connexion  made  « ith  tie  manometers  at  3 h.  12  m.  40s. 
One  Ludwig  and  one  Fick  tracing.  The  Ludaig  tracing  shows  (n)  the 
depressing  effect  of  thrusting  a needle  into  the  heart;  (5)  a slighter 
but  distinct  depression  while  struggling  at  the  commencement  of  ether 
administration;  (c)  death  from  ether  when  pushed  with  an  ordinary 
cap  covered  with  Mackintosh.  The  Fick  tracing  includes  seven  distlmit 
readings  at  times  noted  in  the  Ludwig  trace.  Tlie  readings  along  the 
top  of  the  Fick  tracing  were  produced  by  a system  of  Marey’s  tambours 
connected  with  a needle  in  the  heart.  Post-mortem— Heart  Lealthy; 
liver  ruptured,  but  only  a small  quantity  of  blood  in  the  abdomen. 

H.  M.  s. 

A.  3 13  30.— Needle  thrust  into  the  heart. 

B.  3 16  0.— Ether  administered  ; the  effect  of  struggling 

caused  slowing  of  the  heart,  exactly  in  the  same 
way  as  it  does  under  chloroform,  and  is  well 
shown  in  Fick  I. 

C.  3 22  50.— Respiration  stopped. 

D.  3 23  20. — Artificial  respiration  ; death. 

Novemher  4th.— No.  52. 

Temperature  of  room  25i  Cent.  Full-sized  strong  pariah.  Put  Into 
the  chloroform  box  at  3 h.  38  m.  Fallen  down  at  3 h.  40m.  50  s.  Placed 
on  the  table  at  3 h 42 ni.  45  s.  and  kept  quiet  with  chloroform.  Carotid 
artery  lig.atured  3 li.  49 111.  50 s.  Canula  inserted  3h.  58m.  40s.  Con- 
nexion made  with  manomelers  at  41i.  One  Ludwig  and  two  Fick 
tracings  during — 

( I)  Administration  of  A.C.E.  villi  marked  but  intermittent 

falls  in  the  blood-pressiire  during  si  niggling. 

(II)  I’lishiiig  a.C  E.  until  respiration  stopped. 

(r)  Artilicial  respiration. 

(I>)  Thrusting  a needle  into  the  heart. 

(Ji)  Pushing  A.C.E.  until  death  resulted. 
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r'ost-mortem. — Organs  healthy.  Above  two  drachms  of  blood  in  the 
pericardium. 

Observations. 

H.  M.  .S. 

A.  4 3 0. — A.C.K.  mi.\ture:  struggling,  and  consequent  irre- 

gularities in  the  fall  of  blood-pressure  of  pre- 
cisely the  same  kind  as  those  which  occur  under 
similar  circumstances  with  chloroform  and  with 
ether;  a needle  was  thru.st  into  the  heart  twice 
during  the  observation.  The  A C.E.  mixture  was 
pushed  till  stoppage  of  the  respiration  at 
4h.  5m.  Os.  A needle  was  thrust  into  tlie  heart 
again  at  4h.  9m.  20s.  during  revival;  and  the 
depresting  effect  of  this  operation  is  well  shown 
in  the  tracing. 

B.  4 11  30. — A. C.E.  mixture  pushed  till  respiration  stopped; 

death.  In  Experiment  52  the  effect  on  the  heart 
of  holding  the  breatli  is  very  frequently  demon- 
strated in  the  Ludwig  tracing  from  4 h.  11m.  35  s. 
to  4 h.  12m.  0 s.  and  in  the  Fick  I.  tracing  4. 


November  5th. — No.  53. 

Temperature  of  the  room  23  Cent.  Full-sized  pariah  dog.  Into 
chloroform  box  at  7 u.  47m.  20s.  Fallen  down  at7h.  57  m.  Placed  on 
the  table  at  8h.  2m.  15s.  Artery  ligatured  at  8h.  17m.  20s.  Canula 
inserted  at  8h.  23m.  30s.  Connexion  made  with  manometers  at 
8h.  27  m.  30s.  Two  Ludwig  and  two  Fick  tracings.  The  tracings 
show  the  effect  of  pushing  first  chloroform  and  afterwards  ether 
administered  on  an  impervious  cap,  and  finally  killing  with  chloroform. 
They  also  show  the  effect  of  thrusting  a needle  into  the  heart,  and  the 
continued  irritation  caused  by  its  presence.  Post-mortem — Three 
drachms  of  blood  in  the  pericardium.  Mitral  valves  a little  thickened. 
Apex  of  right  ventricle  attenuated. 


A. 

B. 

C. 

D. 


E. 


Observations. 

H.  M.  s. 

8 27  30.— Needle  into  heart. 

8 30  40.— Chloroform  pushed  till  stoppage  of  the  respiration  : 
revival  by  artificial  respiration. 

8 38  0. — Needle  thrust  into  the  heart. 

8 41  0.— Ether  administered ; struggling  and  similar  irregu- 

larities in  the  circulation,  as  are  observed  during 
struggling  under  chloroform  and  the  A. C.E. 
mixture. 

9 23  35. — Chloroform  pushed  ; the  respiration  stopped  at 

9h.  24m.  30s.  The  heart  continued  to  beat  till 
9h.  32m.  20s. 


November  5th.— No.  54. 

Temperature  of  the  room  24  Cent.  Full-sized  pariah  dog.  Chloro- 
formed in  box  10  h.  9rn.  15  s.  Dog  fallen  down  10  h.  14m.  20s.  Placed 
on  the  table  10  h.  15  m.  25  s.  Stopped  bre.athing  10  h.  16  m.  10  s.  Arti- 
ficial respiration  tried  without  effect.  Post-mortem — Organs  healthy  ; 
two  ribs  fractured.  In  this  case  there  was  no  doubt  that  cliloroform 
had  been  carelessly  administered  while  the  operation  for  tying  the 
carotid  was  being  performed. 

November  5th. — No.  55. 

Temperature  of  the  room  24  Cent.  F'ull-sized  health  pariah  dog.  Put 
into  the  chloroform  box  at  lOh.  29m.  25s.  Placed  on  the  table  at 
10h.42m.30s.  Artery  ligatured  at  10 h.  51  m.  30s.  Connection  made 
with  the  manometers  at  lOh.  56  m.  10  s.  One  Ludwig  and  one  Fick 
tracing  showing  administration  of  ether  without  air,  its  failure  to  keep 
the  dog  under  and  finally  death  from  pushing  A.  C.  E.  Post-mortem — 
Two  ounces  of  arterial  blood  in  pericardium.  The  needle  had  passed 
through  the  lungs  into  the  left  auricle.  (In  this  as  in  previous  cases 
the  upper  line  on  the  Fick  tracing  is  produced  by  a system  of  Marey’s 
tambours  connected  with  the  needle  in  the  heart.) 


H.  M.  s. 

A.  10  57  0. — Needle  thrust  into  heart.  The  depressing  effect  of 

this  measure  is  shown  in  Fick  reading  1. 

B.  11  0 25.— Ether  with  the  air  excluded. 

C.  11  21  20. — A. C.E.  mixture  pushed  till  death. 

t 

November  5th.— No.  56. 

Temperature  of  the  room  25J  Cent.  Full-sized  strong  pariah.  Chloro- 
form given  at  1 h.  48  m.  30s.  Fallen  down  at  1 h.  56 in.  30s.  Placed  on 
the  table  at  Ih  58m.  10s.  Artery  ligatured  at  2h.6m.  45s.  Canula 
inserted  at  2 h.  11  m . 30s.  Connexion  with  m.anometers  at  2 h.  15m.  15 s. 
In  this  experiment  it  was  intinded  to  smother  the  dog  with  a tin 
mouth-pieec  carefully  closed,  but  after  death  it  was  found  that  a sponge 
with  a small  amount  of  chloroform  upon  it  had  been  accidentally  left 
inside  the  mouth-piece.  One  Ludwig  and  one  Fick  tracing  showing — 

Observations. 

H.  M.  s. 

A,  2 16  20.— Chloroform  ; stopped  at  2 h.  17  m.  40 s.,  needle  into 

the  heart  at  2 h.  17  m.  50  s. 

B.  2 20  5.— Simple  asphyxia  with  a very  small  quantity  of 

chloroform,  accidentally  left  in  the  inhaler.  At 
2h.  27m.  Os.  tlje  heart’s  action  was  arrested, 
probably  ow  ing  to  vagus  stimulation,  for  15  seconds 
(vide  Fick  7).  The  heart  stopped  finally  at 
2 h.  30  m.  0 s. 

Fick  reading  8 shows  clearly  the  gradual  cessation  of  movement  in 
the  needle  thrust  into  the  heart.  Post-mortem  examination  showed 
general  venous  congestion;  small  ha'inorrhage  in  the  lungs;  a small 
cyst  in  the  wall  of  the  heart,  and  a large  suppurating  lymphatic  gland 
in  the  wall  of  a-sophagus. 


Observations. 

H.  XI.  .s. 

A.  2 53  40.— Partial  asphyxia. 

B.  3 11  5. — A. C.E.  mixture  pumped  into  the  mouth  - piece 

with  Junker’s  inhaler  till  death.  Respiration 
ceased  at  3h.  16  m.  Os.  and  the  heart  stopped  at 
3 h.  20  m.  15  s. 

November  5th.— No.  58. 

Temperature  of  the  room  26  Cent.  Full  sized  powerful  pariah  dog.  Into 
thei'liloroform  boxat3h.  28m.  15s.  Fallen  down  at3  h.  32m. lOs.  Placed 
on  the  table  at  3 h.  33  m.  45  s.  and  kept  quiet  with  chloroform.  Artery 
ligatured  at  3h.  40m.  Canula  inserted  at  3 h.  43m.  30s.  Connexion 
made  with  manometers  at  3h.  44  m.  35s.  One  Ludwig  and  one 
Fick  tracing.  Asjihyxia  by  means  of  the  mouth-piece  was  again 
attempted,  but  as  this  failed  to  kill  the  dog  owing  to  leaks,  chloroform 
vapour  was  pumped  into  the  closed  mouth-piece  with  Junker.  Un- 
fortunately directly  after  this  a clot  formed  in  the  tube. 

November  6th. — No  59. 

Temperature  of  room  22  5 Cent.  Full-sized  pariah.  Into  chloro- 
form box  at  8h.  20s.  Fell  down  at  8h.  9m.  45s.  Placed  on  the  table 
at  8h.  10m.  Temperature  in  rectum  100  4F.  More  chloroform  at 
8h.  17  m.  35  s.  and  aga  n at  8 h.  23m.  3C  s.  Canula  inserted  at  8h. 
26m.  30s.  Connexion  made  with  the  manometers  at  8h.  32  m.  20s. 
One  Ludwig  and  two  Fick  tracings  showing  the  effect  of  asphyxiating 
the  animal  by  holding  a carefully-se.aled  inhaler  over  his  muzzle.  The 
ait  of  thrusting  the  needle  into  the  heart  did  not  cause  any  fall  of 
pressure.  Temperature,  in  the  rectum  99  F.  at  the  end  of  experiment. 
Post-mortem  pre  ented  all  the  appearance  of  asphyxia  The  needle  had 
entered  the  heart  through  the  aurlculo-ventricular  groove  and  .just 
reached  the  interior  behind  one  of  the  semi  lunar  valves.  No  blood  in 
the  pericardium. 

November  6th. — No  60. 

Temperature  of  room  23-1  Cent.  Large  size  dog.  Into  chloroform  box 
at  10  h.  3 rn.  Fell  down  at  10  h.  12  m.  Placed  on  the  table  .at  10  h.  13m. 
Temperature  in  the  rectum  100'4  F.  A little  chloroform  given  at 
101).  21m.  Artery  ligatured  at  lOh.  22  m.  10s.  Canula  inserted  at 
10  h.  25m.  Connexion  made  with  manonieter  at  lOh.  27m.  One  Lud- 
wig and  one  Fick  tracings.  Asphyxia  wa,s  first  produced  by  smothering 
the  dog  with  an  empty  inhaler,  and  then  chloroform  was  pumped  into 
the  still  air-tight  inh.aler.  Death  resulted  very  rapidly.  From  Fick 
reiding  3 it  was  thought  that  the  heart  h.ad  stopped  simultaneously 
with  the  respiration,  but,  on  opening  the  thorax,  the  heart  was  found 
to  b»  slill  beating,  and  it  continued  to  do  so  for  some  minutes.  Post- 
mortem appearances  those  of  chloroform  poisoning.  Temperature  after 
the  experiment  99  F. 

Observations. 

H.  XI.  s. 

A.  10  28  0.— Smothering  with  an  empty  inh.aler.  The  irregular 

fall  of  pressure  due  to  asphyxia,  and  to  asphyxia 
combinedwith  chloroform,  is  seen  in  Fick  readings 
1 and  2. 

B.  10  32  5.— Chloroform  pumped  into  the  air-tight  inhaler.  Fick 

3 stows  the  very  rapid  fall  of  pressure  due  to 
vagus  stimulation  in  an  animal  already  partially 
asphyxiated,  and  how  quickly  chloroform -poison- 
ing and  paralysis  of  the  respiratory  centre 
occurs  under  these  circumstances.  From  Fick  3 
and  the  absence  of  pulse  it  was  thought  by  every- 
body present  that  the  heart  had  altogether 
stopped,  simultaneously  with  the  respiration,  at 
10 h.  33  m.  Os.,  but  when  the  thorax  was  opened 
at  lOh.  36m.  30s.,  three  minutes  and-a-half  after 
the  breathing  stopped,  the  heart  was  found 
to  be  beating  vigorously,  and  it  continued  to  do 
so  till  10 h.  39  m.  50  s.,  nearly  seven  minutes  after 
the  cessation  of  respiration. 

Experiment  No.  60  affords  an  excellent  example  of  the  remarkable 
blowing  and  even  temporary  cessation  of  the  heart’s  action,  which 
occurred  again  and  again  throughout  the  Commission’s  enquiry  at  the 
same  moment  as  the  respiration  stopped.  The  heart  always  recovered 
itself  and  began  to  beat  regularly  again  before  any  steps  were  taken  to 
restore  the  animal  and  without  any  respiration  taking  place.  (Vide 
Experiments  Nos.  49,  162  and  178,  and  compare  with  60.)  The  failure  of 
the  heart,  it  such  it  can  be  called,  instead  of  being  a danger  to  the 
animal,  is  a safeguard  by  preventing  the  absorption  of  residual 
chloroform  from  the  lungs  and  its  distribution  through  the  system. 
If  the  anest  of  the  heart  in  these  experiments  is  due,  as  it  appears  to 
be,  to  vagus  stimulation,  there  is  no  doubt  that  the  inhibiting  action 
benefits  the  organ  and,  besides  resting  it,  acts  on  it  as  a tonic. 

November  6th.— No.  61. 

Temperature  of  room  24  Cent.  Full-sized  p.ariah  dog.  Put  into  the 
chloroform  box  atlOh.  42m.  Fallen  down  at  10  h.  55m.  30  s.  Placed 
on  the  table  at  10  h.  57  m.  45  s.  Temperature  in  the  rectum  99t2  F. 
Artery  ligatured  at  llh.4m.  A little  chloroform  given  at  11  h.  9m. 
Connexion  made  with  the  manometers  at  11  h.  10m.  15  s.  Temperature 
after  death  98'2  F.  Two  Ludwig  and  two  Fick  tracings  showed  the 
effect  of  giving  ether  to  an  a.sphy.xiated  animal.  The  extraordinary 
fall  of  pressure,  which  occurred  at  the  commencement  of  the  ether 
inhalation,  is  noticeable.  It  was  the  accompaniment  probably  of 
struggles  and  holding  breath,  though  this  was  not  noted  on  the  tracing. 
As  ether  did  not  appear  to  be  going  to  kill  the  animal  in  a reasonable 
time,  chloroform  was  pumpeii  into  the  inhaler,  and  death  ensued 
rapidly.  The  second  Ludwig  tracing  is  imperfect,  on  account  of  the 
float  not  working  freely  in  the  tube  of  the  manometer.  The  needle  waa 
found  in  the  apex  of  the  left  ventricle. 


November  5th.— No.  57. 

Temperature  of  room  26  Cent.  Full-sized  pariah.  Chloroformed  in 
box  2h.  37m.  15s.  On  the  table  2h.  42m.  30s.  Artery  ligatiired 
2h.49m.  Connexion  made  with  manometer  2h.53m.  ()ne  Ludwig 
and  two  Fick  tiacings.  An  attempt  was  made  to  simply  smother  the 
dog  w ith  t he  paddtil  mouth  piece  ; but  complete  asphyxia  could  not  be 
pi'od need,  ami  he  was  eventually  killed  with  A. C.E.  mixture  pumped 
into  the  mout  b-iiiece  w it  h Junker’s  inhaler.  Fick  leadings  4,  6,  and  7 
show  very  well  t he  slow  ing  of  the  heart  produced  by  asphyxia.  Post- 
moitem — Intense  venous  congestion. 


November  6th.— No.  62. 

Temperature  of  the  room  25'5  Cent.  Full-sized  strong  p.ariah  dog. 
Put  into  chloroform  box  at  2h.  25  m.  Fallen  down  at  2h.32ni.30s. 
Put  on  the  table  at  2h.  34  in.  30s.  Temperature  in  the  rectum  101  F. 
Artery  ligatured  at  2li.40ni.  30s.  Canula  in.serled  into  the  carotid  at 
21).  44m.  Connexion  made  with  the  manometers  at  2li.  46m.  One 
Ludwig  and  one  Fick  tracing.  A little  chloroform  was  given  at  first 
to  i|uiet  the  animal  and  diminish  the  excursions  of  the  needle.  After- 
wards the  empty  inlnaler  was  applied  and  made  as  air-tight  as  jxissible, 
and,  lastly,  A.  C.  E.  was  pumped  into  the  inhaler  until  death  ensued. 
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The  end  of  tlie  openrneiit  was  interrupled  by  a clot.  Temperature  in 
the  rectum  99  F.  after  the  experiment. 

November  6th.— No,  63. 

Temperature  of  the  room  25'5  Cent.  Medium-sized  strong  pariah  dog. 
Put  into  the  box  and  chloroform  given  at  3 h.  19  m.  10  s.  Fallen  down 
at  3h.  30 ra.  15s.  Brought  on  to  the  table  at  3h.  31m.  15s.  Tem- 
perature in  the  rectum  101’6  F.  Chloroform  from  time  to  time  to  keep 
fiim  quiet.  Artery  ligatured  at  3 h.  41  m.  25  s.  Canula  inserted  into 
carotid  at  3h.  42m.  50s.  Glass  tube  tied  into  the  trachea  at  3h.  50m. 
Connexion  made  with  the  manometers  at  3h.  53  m. 

One  Ludwig  and  one  Fick  tracing,  showing  the  effect  of  opening 
and  closing  the  tracheal  tube  (vide  especially  Fick  readings  3 and  4). 
Chloroform  was  afterwards  pumped  into  the  tracheal  tube  by  means  of 
Junker’s  inhaler  until  death  ensued. 


November  7tb.— No.  64. 

Temperature  of  the  room  21  Cent.  Full-sized  pariah  dog,  rather 
thin.  Put  into  the  chloroform  box  at  7h.  46  m.  30s.  Fallen  flown  at 
71i.  52m.  30s.  Placed  on  the  table  at  7h.  53m.  and  given  a little 
chloroform  from  time  to  time  to  keep  him  quiet.  Artery  ligatured  at 
8h.  5 m.  10  s.  Temperature  in  the  rectum  98'2F.  A loose  ligature 
placed  under  both  vagi.  Connexion  made  with  the  manometer  at 
oh.  20m.  15s.  Three  Ludwig  and  three  Pick  tracings.  Ludwig  I.  is 
during  (a)  a short  administration  of  chloroform;  (t)  ligature  of  the 
right  vagus  after  the  chloroform  was  stopped,  causing  very  marked  and 
continued  depression ; (c)  artificial  respiration  ; (d)  division  of  the  right 
vagus ; (e)  peripheral  irritation  of  the  right  vagus,  electrically  (coils 
distant  10  cent.),  with  at  the  same  time  the  pushing  of  chloroform  on 
an  ordinary  cap  for  a little  over  two  minutes;  (/)  artificial  respiration 
and  gradual  recovery.  Ludwig  tracing  II.  is  during  (g)  peripheral 
irritation  of  the  right  vagus  (Fick  reading  9) ; (li)  irritation  of  right 
vagus,  peripheral  as  before,  and  pushing  of  chloroform  at  the  same 
time  (Fick  reading  II.)  for  about  one  minute ; (i)  gradual  recovery 
without  artificial  respiration;  (j)  the  same  experiment  again,  irrita- 
tion of  right  vagus  and  pushing  chloroform  for  over  two  minutes ; 
(k)  recovery  again  without  artificial  respiration,  but  in  the  course  of 
recovery,  irritation  of  the  right  central  vagus;  and  (1)  ligature  and 
section  of  the  left  vagus.  Ludwig  tracing  III.  is  during  (m)  irritation 
of  the  periphery  of  both  vagi  with  pushing  of  chloroform  at  the  same 
time  for  about  two  minutes ; (n)  opening  and  placing  a tube  into  the 
trachea  ; (o)  chloroform  accidentally  squirted  into  the  trachea  and 
gradual  death  of  the  animal.  The  time  of  the  22  Fick  readings 
is  noted  on  the  Ludwig  tracings.  Temperature  in  the  rectum  after 
death  98  4 P. 

Observations. 


H.  M.  s. 

A.  8 20  30. — Chloroform  administered.  Irritation  of  right  vagus 
at  8h.  22ra.  Os.,  causing  almost  total  arrest  of 
the  pulse  from  8h.  22m.  Os.  to  8h.  23 ni.  45s. 
During  this  period  there  were  only  25  pulsations 
registered,  and  most  of  these  pulsations  occurred 
during  the  last  45  seconds  (vide  Fick  2).  Chloro- 
form was  pushed  to  stoppage  of  the  respiration 
and  the  animal  was  restored  by  artificial  respira- 
tion. The  vagus  was  divided  at  8 h.  27  m.  Os. 

E.  8 29  50. — Irritation  of  the  peripheral  end  of  the  right  vagus 
when  the  animal  was  out  of  chloroform.  The 
slowing  of  the  heart  and  great  fall  of  blood 
pressure  caused  by  stimulation  of  the  vagus  are 
well  shown  on  the  Ludwig  tracing.  The  adminis- 
tratim  of  chloroform  was  commenced  during 
more  or  less  complete  inhibition  of  the  heart 
(vide  Pick  5 and  6)  from  8 h.  30  m.  10  s.  to  I 
8h.  32m.  Os.  The  respiration  ceased  at 

8 h.  32m.  Os  and  thechloroform  cap  was  removed. 
Artificial  respiration  was  not  begun  until 

8 h.  33m.  55  s.  and  natural  breathing  was 
restored  at  8h.  39m.  0 s. 

G.  8 53  30. — Irritation  of  peripheral  end  o'  right  vagus  follow'ed 
by  rapid  chloroform  administration  at  8h.  53  m 
40  s.  (tn’tie  Fick  11).  At  8h.  54  m.  15s.  the  vagus 
irritation  was  stopped,  and  the  administration  of 
chloroform  was  discontinued  at  8h.  54  m.  30  s. 
At  9h.  1 m.  30s.,  when  the  animal  was  coming 
round  spontaneously,  irritation  of  the  peripheral 
end  of  the  riglit  vagus  was  again  commenced, 
while  chloroform  was  pushed  simultaneously 
and  continued  until  9h.  3 m.  40s.  The  respira- 
tion entirely  ceased  at  9h.  3m.  10s.,  and  recom- 
menced spontaneously  at  9 h.  4m.  10s.  The 
chloroform  cap  was  removed,  but  the  blood- 
pressure  continued  to  fall,  owing  to  the  residual 
chloroform  in  the  lungs,  until  9 h.  4 m.  40s.  (vide 
Fick  13).  The  central  end  of  the  right  va^us 
was  irritated  from  9 h.  6 m.  55  s.  until  9 h.  7 m.  50  s., 
and  this  caused  very  sloiv  respiration.  The  left 
vagus  was  divided  at  9 h.  9 m.  40 s. 

D.  9 14  20.— Electrical  irritation  of  peripheral  ends  of  both 
vagi,  causing  an  immediate  fall  of  the  blood- 
pressure  almost  to  zero.  Chloroform  administra- 
tion was  pushed  during  complete  inhibition  of 
the  heart's  action  at  9 b.  14m.  30s.  There  was 
entire  absence  of  pulse-tracing  for  more  than 
one  and  a half  minutes,  the  blood-pressure 
remained  nearly  at  zero,  and  the  breatliing 
became  slow.  The  irritation  and  the  administra- 
tion of  ahloroform  were  both  stopped  at 

9 h.  16m.  Os.  The  blood-pressure  rose  imme 
diately  to  nearly  its  former  height.  It  then 
grad\ially  fell,  exactly  as  it  does  in  chloroform 
administral  ion  with  normal  breathing,  and  rose 
again  spontaneously  .at  the  end  of  one  minute. 
The  fall  of  pressuie  after  the  cessation  of  v.agus 
stimulation  constitutes  the  most  interesting 
plienomenon  in  tliis  observation.  From  9h.l4m. 
20  s.  to  9h.  16m.  Os.  e.ardiac  inliibition,  with 
sudden  and  prolonged  fall  of  blood-pressure,  was 
e.au8ed  by  stimulation  of  the  vagi.  The  arrestof 


the  circulation,  due  to  stoppage  of  the  heart, 
prevented  thechloroform,  wnich  from  9 h.  14m. 
30  s.  was  saturating  the  air  deep  down  in  the 
lungs,  from  getting  into  the  blood.  But  when 
the  circulation  was  resumed  at9h.  16m.  Os. 
the  chloroform  was  forthwith  taken  up  by  the 
blood,  and  the  respiration  was  no  longer  a 
factor  in  the  process,  except  to  eliminate  it  from 
the  lungs.  The  effect  of  the  nncontrollable 
absorption  of  chloroform  into  the  blood  was, 
not  to  give  rise  to  any  paralysis  or  weakening 
of  the  heart,  but  simply  to  produce  the  ordinary 
regular  and  gradual  fall  of  the  blood-pressure, 
which  is  associated  with  narcosis  of  the  nerve 
centres  in  the  medulla,  in  normal  chloroform 
inhalation.  The  trachea  was  opened  at 
9 h.  19  m.  0 s.  and  a tube  inserted  at9  h.  19  m.  50  s. 

E.  9 25  0.— Chloroform  was  accidentally  squirted  into  the 
trachea.  Kespiration  stopped  at  9h.  28  m.  45  s.; 
slight  thoracic  movements  occurred  at  9h.  31m. 
25s.;  a needle  was  inserted  into  the  heart  at 
9h.  33  m.  30  s.;  and  the  heart-movements  were 
perceptible  until9  h.  35m.  20s.  Tbe  aitery  wascut 
and  the  pressure  fell  to  zero  at  9 h.  36m.  Os. 

November  7th. — No.  65. 

Temperature  of  the  room  23i  Cent.  Full-sized  pariah,  but  very 
( Id.  Put  into  the  chloroform  box  at  10  h.  43  m.  30  s.  The 
dog  escaped  from  the  box,  but  was  put  into  it  again  at  10  h.  45  m. 
15  s.  Fallen  down  at  10 h.  56  m.  Placed  on  the  table  at 

10  h . 56  m.  45  s.  and  given  enough  chloroform  from  time  to  time  to  keep 
him  quiet.  Temperature  in  the  rectum  100'8F.  at  11  h.  4m.  20s. 
Artery  ligatured  at  11  h.  7 m.  Canula  inserted  into  the  artery  at 

11  h.  6 m.  Loose  ligature  placed  under  both  vagi.  Connexion  made 
with  manometers  an  11  h.  20in.  5s.  Three  Ludwig  and  three  Fick 
tracings  during  (a)  rapid  chloroform  administration  until  respiration 
ceased  and  for  about  a quarter  of  a minute  afterwards,  i.e.,  for  1 
minute  in  all ; (6)  gradual  recovery  without  artificial  respiration ; (c) 
double  ligature  and  division  of  the  right  vagus ; (d)  irritation  of  the 
peripheral  end  of  the  right  vagus,  together  wirh  pushing  of  chloroform 
by  the  ordinary  cap  for  2i  minutes.  The  distance  of  tlie  coils  was 
changed  from  10  cents,  to  5cents.  in  the  middle  of  the  experiment; 
(e)  gradual  recovery  without  artificial  respiration  ; (/)  irritation  of  the 
I entral  end  of  the  right  vagus  (Pick  reading  7) ; (g)  pushing  chloroform 
for  nearly  one  minute  and  stopping  the  respiration,  necessitating  resort 
to  (h)  artificial  respiration ; (i)  irritation  of  the  central  end  of  the  i ight 
vagus  again  (Fick  10) ; (j)  irritation  of  the  periphery  of  the  vagus  again 
with  chloroform  pushed  as  before  for  five  minutes ; (k)  spontaneous 
tendency  to  recovery  assisted  after  3i  minutes  by  a short  artificial  respira- 
tion; (i)  ligature  and  division  of  left  vagus;  (m)  pulling  at  the  vagi ; 
(n)  irritation  of  both  vagi,  pushing  chloroform  for  .just  over  5 minutes, 
while  artificial  respiration  was  employed  whenever  the  respiration 
stopped  so  as  to  ensure  the  chloroform  entering  the  lungs.  Afterwards 
the  dog  took  a few  shallow  respirations  and  then  died  in  spite  of  arti- 
ficial respiration. 

Temperature  in  the  rectum  just  after  death  98  F. 

Observations. 

H.  M.  s. 

A.  11  22  50.— Pushed  chloroform;  breathing  stopped  at 

11  h.  23  m.  34  s.;  chloroform  cap  removed 
llh.  23m.  50s. ; breathing  restored  spontaneously 
without  artificial  respiration. 

,B.  11  30  0.— Chloroform  pushed  with  simultaneous  irritation  of 
peripheral  end  of  right  vagus.  The  slowing  of 
the  pulse  due  to  vagus  stimulation  is  shown  in 
Fick  4.  Breathing  stopped  at  11  h.  32m.  35s.,  and 
recommenced  spontaneously  at  llh.  33m.  20s. 
Fick  7 siiows  the  tracing  of  the  respiration  and 
pulse  during  irritation  of  the  central  end  of  the 
vagus.  The  respiration  was  not  stimulated,  but 
arrested  by  the  irritation  of  this  portion  of  the 
nerve. 

C.  ^11  38  5. — Chloroform  pushed  till  llh.  38m.  55s..  when  the 

respiration  stopped  and  the  pulse  tracing  dis- 
appeared (vide  Fick  8).  The  animal  was  restored 
by  artificial  respiration.  The  central  end  of  the 
right  vagus  was  irritated  from  llh.  41m.  50  s.  to 
11  h.  42  m.  20s.  The  effect  in  slowing  the  respira- 
tion, and  of  this  on  tbe  pulse,  is  well  shown  In 
Fick  10. 

D.  11  51  55.— Irritation  of  the  peripheral  end  of  right  vagus 

followed  at  llh.  52m.  Os.  by  chloroform.  The 
Irritation  and  chloroform  were  kept  up  till 
11  h.  57  m.  0 s.  Kespiration  stopped  at 
llh.  54m.  Os.  There  were  a few  gasps  at 
11  h.  57  m.  10  s.  Artificial  respiration  was  not  com- 
menced till  12  h.  Om.  40s.  The  animal  recovered. 
The  first  respirations  are  fcen  in  the  Ludwig 
tracing  between  12 h.  Im.  Os.  and  12 h.  2m.  Os. 
The  effects  of  stimulation  of  the  vagus  in  slowing 
the  heart  and  circulation  are  displayed  in  readings 
13,  14,  15,  16,  and  17  Fick.  The  left  vagus  was 
divided  at  12  h.  4 m.  45s. 

E.  12  12  45. —Irritation  of  the  peripheral  ends  of  both  vagi  and 

chloroform  administration  kept  up  till 
12h.  18m.  Os.,  the  chloroform  being  inhaled  by 
artificial  respiration  when  tiatural  respiration 
failed.  Death  ensued.  Experiment  No.  65  proves 
that  inhibition  of  the  heart’s  action,  due  to 
stimulation  of  the  vagi  during  continued  chloro- 
form administration,  prevents  rather  than  assists 
the  fatal  effects  of  prolonged  chloroform  inhala- 
tion, and  that  lowering  of  the  blood-pressure 
eit  her  suddenly  or  gradually  wit  limit  weakening 
of  the  heart  is  in  no  sense  a danger. 

November  8th — No.  66. 

Temperature  of  the  room  2V5  Cent.  Full-sized  pariah  dog.  Into 
chloroform  box  at  9h.  25ni.  30s.  Fallen  down  at  9h.  33m.  Placed  op 
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’.ilie  table  at  91i.  35  ni.  45s.,ainl  cii'orolonii  >ir>w  atnl  again,  (.iaiiul  i 

inserted  into  left  carotid.  Loose  ligatures  olaced  under  both  vagi  and 
a large-sized  glass  tube  tied  into  the  trachea  ('omie.\ion  made  with 
the  manometers  at  lOh.  6m.  The  aniiual  wa.s  first  asphyxiated  and 
then  given  ether  through  the  tracheal  lube  by  means  of  Junker's  inhaler. 
Death  ensued  rapidly. 

November  8th. — No.  67. 

Temperature  of  the  room  23  Cent.  Full-sized  pariah  dog.  Into  the 
chloroform  box- at  10 h.  39m.  15s.  Fallen  down  at  10 h.  <18m.  Os.  Placed 
on  the  table  at  lOh.  51m.  30s.  Temperature  in  tlie  rectum  99'OF  I iga- 
ture  of  the  carotid  at  11  h.  3 m.  30s.  Tube  placed  in  trachea  and  loose 
ligatures  under  both  vagi.  Connexion  made  with  manometers  at 
nil.  16m.  One  Ludwig  trace  and  one  Fick  (one  Fick  reading  is  in- 
corporated with  the  Fick  readings  of  68).  Chloroform  was  administered 
by  the  Junker  inhaler  attached  to  the  trachial  tube  and  death  occurred 
very  rapidly.  Before  the  chloroform  was  given  the  sciatic  nerve  was 
irritated.  Artificial  respiration  was  tried  for  several  minutes  in  vain, 
though  it  kept  up  a certain  amount  of  blood-pressure,  and  ammonia  was 
held  opposite  the  opening  of  the  trachea.  Post-mortem  examination 
showed  that  there  was  nothing  abnormal  in  the  heart  or  other  organs. 
Kupture  of  the  liver  had  occurred  and  there  was  much  blood  in  the  peri- 
toneum, but  this  can  only  have  occurred  after  the  death  of  dog,  as  arti- 
ficial respiration  was  very  gently  applied  for  a long  time.  Temperature 
in  the  rectum  after  death  99  4 F. 

November  8th. — No.  68. 

Monkey  (fair-sized  Macacus).  Chloroformed  at  2 h.  10  m.  45  s.  in  box. 
Temperature  of  the  room  24  5 Cent.  Fallen  down  at  2 h.  23m.  15s.  On 
the  table  at  2h.  27  m.  45  s.  and  kept  quiet  with  chloroform  from  time 
to  time.  Temperature  in  rectum  100'6  F.  Carotid  artery  ligatured  at 
2h.  38m.  Canula  inserted  at  3h.  40m.  30s.  Ligature"  placed  under 
both  vagi.  Junker’s  lead  tube  inserted  into  an  opening  in  the  trachea 
and  the  chloroform  administered  through  it.  Connexion  made  with 
manometers  at  3h.  5 m.  30s.,  but  stopped  again  almost  immediately 
on  account  of  bleeding  from  the  artery  below  the  canula.  Connexion 
again  made  at  3h.  19  m.  15s.  One  Ludwig  and  one  Fick  tracing. 
During  the  tracings  numerous  attempts  were  made  to  irritate  the  right 
vagus,  but  it  is  not  probable  that  the  nerve  had  really  been  exposed. 
The  canula  slipping  at3h.  38  m.,  an  attempt  was  made  to  place  it  in 
the  right  carotid,  but  failed,  and  the  experiment  was  closed  by  killing 
the  monkey  with  chloroform. 

November  8th. — No.  69. 

Temperature  of  room  25  Cent.  Full-sized  pariah  dog  .just  brought  in. 
Into  chloroform  box  at  4 h.  6 m.  Fallen  down  at  4 h.  12  m.  20s.  Placed 
on  the  table  at  4h.  13  m.  30  s.  Artery  ligatured  at  4 h.  18  m.  50s. 
Breathing  stopped  at  4 h.  19  m.  40  s.  Artificial  respiriition  until 
4h.  20  m.  30s.  Temperature  in  rectum  103'2F.  Connexion  made  with 
manometers  at  4h.  29m.  30s.  Two  Ludwig  and  two  Fick  tracings. 

Observations. 

H.  M.  s. 

4 32  0. — Electrical  irritation  of  the  entire  left  vagus  with  the 
coils  5 cent,  apart. 

4 33  0.— The  same,  Fick  reading  2. 

4 35  10. — The  same,  only  coils  approach  to  0.  Fick  3. 

4 39  10. — The  same. 

4 39  56. — Administration  of  chloroform,  during  which  the 
right  vagus  was  accidentally  irritated  in  the 
process  of  exposing  it. 

4 41  30. — Electrical  irritation,  coils  0,  of  the  entire  right 
vagus,  the  animal  being  nearly  out  of  chloroform. 
4 42  10. — The  same.  Fick  reading  6. 

4 50  0.— Exposure  of  the  sciatic  nerve. 

4 51  15.— Irritation  of  the  right  vagus  as  before,  with  simul- 
taneous irritation  of  the  sciatic  nerve. 

4 54  0.— The  same,  Fick  reading  7. 

4 54  30.— Ordinary  administration  of  chloroform. 

5 1 0. — Repetition  of  I and  K when  the  dog  was  “well 
under,”  vide  Pick  9. 

5 5 0.— Administration  of  ether  on  a sponge  placed  in  a tin 
inhaler  with  the  air-holes  open. 

5 9 0. — Repetition  of  I,  K,  and  M,  under  ether. 

5 13  0.— The  same.  Vide  Fick  11 ; the  effect  of  irritating  the 
vagus  not  marked  as  before. 

5 16  0. — Division  of  the  right  \ agus. 

5 20  0.— Irritation  of  the  peripheral  end  of  the  right  vagus 
while  still  under  ether. 

5 21  0. — Ditto  when  dog  “ quite  out.”  Chloroform  was  then 
pushed  until  death  resulted,  the  heart  stopping 
at  5h.  25)11.  But  the  tracing  was  interrupted  by 
a clot  in  the  tube. 

November  9th.— No  70. 

Temperature  of  the  room  20  Cent.  Large-sized  pariah  dog.  Into 
chloroform  box  at  9h.  42m.  50s.  Fallen  down  at  9 h.  45m.  15s.  On 
the  table  at  9 h.  47  m.  Left  carotid  artery  ligatured  .at  9 h.  53m.  15s. 
and  canula  inserted  into  it.  Loose  ligature  under  right  carotid  and 
both  vagi.  Connexion  made  with  manometers  at  lOh.  2m.  40s.  Two 
Ludwig  and  one  Pick  tracings. 
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Observations. 


H.  M.  8. 

A.  10  3 30.— Clamping  the  right  carotid  artery  so  that  both 

carotids  were  obstructed. 

B.  10  6 40.— Administration  of  ether  in  an  open  inhaler,  through 

which  there  was  free  entrance  of  air  during  tlie 
clamping  of  the  carotid  and  after  the  clamp  was 
taken  off. 

C.  10  17  35.— Ligature  and  division  of  the  right  vagus. 

D.  10  19  10.— Perijihernl  irritation  of  the  right  vagus  with  a Scent. 

coil.  Cornea  insensitive. 

E.  10  20  15. — Repetition  of  I),  vide  Fick  reading  7. 

F.  10  22  0.— Exposing  sciatic  nerve. 

G.  10  24  10.— Irritation  of  the  sciatic  nerve,  coil  5.  No  effect. 

H.  10  37  35. — Opening  the  trachea  and  fixing  a tulie  in  it. 

1.  10  39  55.— Administration  of  ether  on  a Iilotting  paper  cone 
held  over  the  end  of  tlie  tracheal  tulie.  This, 
however,  failed  to  keep  the  dog  insensit i\e, 
although  a little  ether  was  squeezed  into  the  tube. 


11.  .* *1 . .s . 

J.  10  48  40.— Continued  ether  administration  with  the  end  of  the 
tube  closed  by  compressing  tlie  cone  and  after- 
wards by  squirting  a little  ether  into  the  trachea. 

K 10  51  50.— Artificial  respiration  in  vain. 

Temperature  after  death  97  6 F.  Post-mortem — Blood  on  both  sides 
sides  of  the  heart ; large  plug  of  venous  blood  at  the  bifurcation  of  the 
trachea  extending  far  down  into  the  lironchi,  probably  the  result  of 
blood  riinniiig  into  trachea,  post  mortem,  when  the  tube  wa.s  taken  out, 
as  this  was  observed  to  happen  in  No.  71  after  the  tube  was  taken  out. 
The  upper  readings  on  the  Fick  manometer  tracing  were  produced  by 
a system  of  Marey's  tambours  connected  with  a pin  stuck  into  the 
diaphragm. 

November  9th.— No.  71. 

Temperature  of  room  22  5 Cent.  Full-sized  pariah.  Weight  301b. 
Into  box  at  11  h.  2m.  40s.  and  chloroform  commenced.  Fallen  down 
at  11  h.  6m.  10s.  On  table  at  llh.  9m.  45s.  Kept  quiet  with  chloro- 
form. Respiration  stopped  at  11  h.  12  m.  Artificial  respiration  directly 
this  w'as  observed  and  continued  till  11  h.  12  m.  50  s.,  when  spontaneous 
respiration  recommenced.  A good  deal  of  limmorrhage  from  vessels  in 
the  neck.  Two  veins  and  one  small  artery  ligatured.  Artery  ligatured 
at  llh.  25m.  Canula  inserted  at  llh.  26m.  30s.  into  left  carotid. 
Loops  under  both  vagi,  tf  e right  carotid,  and  trachea.  Temperature  in 
rectum  99  4 F.  Connexion  made  with  manometer  at  llh.  33  m.  55s. 

Two  Ludwig  and  one  Fick  tracing. 

Observations. 


H.  M.  s. 

A.  11  35  40.— Clamping  of  the  right  carotid  so  as  to  close  both 

carotid  arteries. 

B.  11  38  20.— Exposing  the  .sciatic  nerve. 

C.  11  38  50. — Ordinary  chloroform  administration. 

D.  11  40  40.— Irritation  of  the  sciatic  coil  6 avhen  hardly  under 

chloroform,  which  was  being  pushed. 

E.  11  41  30.— Ligature  and  division  of  right  vagus. 

F.  11  47  10.— Irritation  of  sciatic  again  after  administration  of 

chloroform  had  ceased,  but  dog  still  under. 

G.  11  47  30. — Irritation  of  the  sciatic  again,  but  in  the  middle 

increasing  the  strength  liy  moving  the  coil  to  0 
(Fick  reading  6).  The  irritation  of  the  sciatic 
produced  no  effect. 

H.  11  50  0. — Opening  the  trachea  and  placing  a tube  in  it. 

I.  11  52  0— Giving  chloroform  on  a cone  of  blotting-paper 

attached  to  the  traclieal  tube. 

J.  12  0 40.— Administration  of  ether  in  the  same  way  for  a few 

seconds  by  mistake. 

K.  12  4 0.— Pulling  at  the  right  vagus. 

L.  12  4 50.— Irritation  of  the  peripheral  end  of  the  right  vagus, 

coil  5 during  continued  pushing  of  chloroform. 

M Irritation  of  both  right  vagus  and  sciatic  during 

continued  pushing  of  chloroform.  Stoppage  of 
the  respiration  at  12  h.  8m.  Os.  and  spontaneous 
recovery  at  12 h.  9m.  45s. 

N.  12  10  30.— Squirting  ^ a drachm  of  chloroform  into  the  tracheal 

tube,  and — 

O.  12  11  30.— Irritation  of  the  right  vagus  again.  The  end  was 

obscured  by  a clot  in  the  tubes. 

Temperature  at  death  98  F. 


November  9th. — No.  72.* 

Ten.perature  of  the  room  23'5  Cent.  Full-sized  pariah  dog.  Weight 
301bs.  Into  the  chloroform  box  and  chloroform  given  at  2 h.  21  m.  oOs. 
Placed  on  the  table  at  2h.  25m.  35  s.  and  kept  (piiet  with  chloroform. 
Stopped  breathing  at  2h.  24m.  15s.  Artificial  respiration  until 
2 h.  35  m.  45s.  Temperature  108'8  F.  in  the  rectum.  Left  carotid  ligatured 
at  2h.  36m.  45s.  Right  jugular  vein  ligatured  and  canula  inserted  at 
2h.  52m.  Connexion  made  with  the  manometer  at  2h.  53m.  30s. 
One  Ludwig  and  one  Fick  tracing  showing  the  effect  of  injecting  ether 
and  afterwards  chloroform  into  the  jugular  vein.  Temperature  after 
death  102  2 F.  Postrmortem— the  blood  in  the  left  side  of  the  heart 
was  clotted. 

Observations. 


H.  M.  S. 

A.  2 58  45.— Fifteen  minims  of  ether  injected  Into  the  jugular 

vein:  no  appreciable  effect.  At  2 h.  59m.  40s. 
twenty  minims  of  ether  were  again  injected. 
Between  3 li.  1 m.  Os.  and  3h.  1 m.  30s.  one  drachm 
of  ether  was  injected  into  the  jugular  vein  and 
the  lilood-pressure  fell  very  rapidly.  The  respi- 
ration stopped  at  3 h.  2 m.  0 s.,  and  the  Fick  read- 
ing 2 shows  almost  total  arrest  of  the  pulse 
tracing  exactly  similar  to  that  caused  by  vagus 
• stimulation  after  cessation  of  the  respiration  from 
chloroform  poisoning.  At  3 h.  2 m.  20s.  artificial 
respiration  was  commenced  and  naturivl  respira- 
tion was  restored  at  3 h.  4 m.  30  s. 

B.  3 8 30. — Twenty  minims  of  chloroform  injected  into  jugular 

vein.  The  effect  was  precisely  the  same  as  that 
of  the  intravenous  inje  tion  of  ether.  Fick 
reading  4 with  chloroform  is  identical  with  Fick 
reading  2 with  ether.  This  and  other  experiments, 
when  pure  chloroform  and  ether  were  injected 
into  the  large  veins  of  the  neck,  show  that  even 
pure  chloroform  or  ether  in  the  blood  do  not  stop 
the  heart  till  after  they  have  produced  narcosis 
and  paralysed  the  respiration. 

The  most  important  point  in  Experiment  72  is  that  after  a consider- 
able amount  of  ether  had  been  injected  into  the  jugular  vein  and  a 
rapid  condition  of  piil'e  had  been  produced,  the  effect  of  injeefing 
chloroform  into  the  ,|ugulars  was  much  greater,  and  the  fall  of  blooil 
pressure  was  much  more  rapid  and  dangerous  than  in  the  case  when 
chloroform  alone  was  injected. 


November  9th. — No.  73. 

Temjierature  of  the  room  24  Cent.  Full-sized  pari.ali.  Weight  321lis. 
Pul  into  chloroform  box  at  3h.28m.  Fallen  down  at  31i.35m.40s 


* Nos.  72  and  73  may  be  grouped  with  Nos.  77,  91,  92  an  ’ 03. 

* Ibid. 


42  The  Lancet  and  the  Hyderabad  Commissions  oh  Chloroform. 


Place!  on  the  (able  at  3 1).  36  m.  30  s.  leraperature  102'2F.in  rectum, 
•fugularvein  ligaturerl  and  oanula  inserted.  Left  carotid  ligatured  at 
3h.  45m.  Conne.xion  made  with  the  manometers  at  3h  50  m.  One 
Ludwig  and  two  Pick  tracings  during  injection  of  ether  (Pick  2)  into 
jugular  vein,  afterwards  chi  jroform  (t'ick  5)  and  again  ether  (Pick  9), 
which  brought  about  death.  Temperature  after  death  100 P.  Post- 
mortem-Small clot  in  the  left  vein  ride,  which  was  filled  with  venous 
blood,  clot  in  superior  vena  cava.  Serous  fluid  in  the  pericardium. 


A. 


B. 


C. 


Observations. 


H M.  s. 

3 63  10. — Injection  of  twenty  minims  of  ether  into  deep 
jugular  vein;  repeated  at  3h.  53  m.  35  s., 

3h.  54  m.  5s.,  and  3h  54  m.  30s.  The  effect  is 
shown  in  Pick  reading  2. 

3 59  40. — Injection  of  twer  ty  minims  of  chloroform  into 

jugular  vein  ; the  effect  is  shown  in  Pick 
reading  5 and  is  identical  with  that  produced  by 
ether. 

4 5 55.— Injection  of  twenty  minims  of  ether.  See  Pick 

reading  9.  The  injection  was  followed  by  rapid 
fall  of  pressure;  the  respiiation  stopped  at 
4 h.  6m.  40s  ; gasping  took  place  at  4 h.  8m  Os.; 
the  thorax  was  opened  at  4h.  9m.  Os.,  and  the 
heart  was  found  still,  with  a clot  in  the  left 
ventricle.  The  disastrous  effect  of  injecting 
ether  after  chloroform  is  well  shown  in  this 
experiment. 


November  11th. — No.  74. 

Temperature  of  the  room  19  5 Cent  Rather  small  pariah  dog. 
Weight  21  lbs.  Into  chloroform  box  at  8 h.  13m.  30s.  Pallen  down  at 
8h.  17m.  Placed  on  the  table  at  8b.21m.  50s.  Temperature  in  the 
rectum  100'4  P.  Left  carotid  ligatured  at  8 h.  28  m.  10  s.  Right  jugular 
vein  ligatured  at  8h.  33  m.  and  canula  inserted  into  left  carotid 
8h.  44  m.  Connexion  made  with  the  manometers  at  8h.  46  m.  15  s. 
Two  Ludwig  and  three  Pick  tracings. 


Observations. 


H.  M.  s. 

A.  8 47  30. — Ordinary  chloroform  administration. 

B.  8 48  20. — Thrusting  a needle  into  the  heart. 

C.  8 49  25.— Irritation  with  a 10  cent,  coil  of  the  right  vagus 

entire  (Pick  reading  3). 

D 8 51  5. — Chloroform  again  rapidly.  Stoppage  of  respiration 
and  recovery  with  artificial  respiration. 

B.  9 0 0.— Injection  of  atropine  l-50th  grain  into  the  jugular 
vein. 

F.  9 6 40.— Chloroform  administration  again  during  struggling; 

the  respiration  again  stopping  and  necessitating” 
artificial  respiration. 

G.  9 14  25. — Irritation  of  the  right  entire  vagus. 

H.  9 16  50. — Injection  of  l-25th  grain  of  airopine  into  jugular 

vein. 

I.  9 22  5 —Irritation  of  right  vagus  again  when  animal  under 

influence  of  atropine.  Coils  moved  from  10  to  5 
and  then  to  0 (Pick  13). 

K.  9 34  30  — Pushing  chloroform  until  death. 

Heart  was  still  beoting  3 minutes  after  the  pulse  became  imper- 
ceptible. Temperature  after  death  97  4 P. 

Post-mortem — Two  drachms  of  blood  in  the  pericardium  ; no  clot  in 
heart 


November  11th.— No.  75. 


Monkey  (Macacus).  Weight  15  lbs.  Into  chloroform  box  at 
lOh.  29m.  50s.  Pallen  down  at  lOh.  34m.  30s.  Placed  on  the  table 
at  10  b.  47  m.  and  kept  quiet  with  chloroform  from  time  to  time. 
Temperature  in  the  rectum  101'8  P.  Loop  under  both  vagi.  Artificial 
respiration  10 h.  57  m.  15  s.  to  10 h.  58m.  5s.  Left  carotid  ligatured  at 
11  h.  Im.  30s.  Canula  inserted  at  llh.  4m.  50s.  Connexion  made 
with  manometer  at  11  h.  18  m.  10  s.  Two  Ludwig  and  two  Pick  tracings. 


Observations. 

H.  M.  s. 

A.  1119  0. — Ordinary  chloroform  administration. 

B.  11  21  20.— Holding  ammonia  before  the  nostril. 

C.  11  24  40. — Holding  acetic  acid  before  the  nostril. 

D.  11  26  0. — Dropping  a few  minims  of  chloroform  into  the 

nostril. 

B.  11  45  50. — Irritation  of  the  entire  right  vagus,  coil  at  10  cents. 
(Pick  4). 

F.  11  48  0. — The  same  with  the  Ludwig  manometer  connected. 

G.  11  53  0. — Irritation  of  the  entire  right  vagus,  coil  at  5 

(Pick  5). 

H.  11  58  40.— Irritation  of  the  rigtt  vagus,  coil  at  0 (Pick  6). 

I.  12  2 20  — Thrusting  needle  into  the  heart. 

K.  12  3 45.— Pushing  chloroform  until  death. 

Needle  entered  the  left  ventricle.  Temperature  soon  after  death  97  F. 

November  11th. — No.  76. 

(In  the  presence  of  His  Highness  the  Nizam.) 

Pariah  dog.  Weight  37  lbs.  Temperature  of  the  room  23'5  Cent. 
Into  chloroform  box  at  2h.  21m.  36s.  Pallen  down  at  2h.  28m.  30s. 
Placed  on  the  table  at  2h.  30m.  50s.  and  kepf  quiet  with  chloroform. 
Artificial  respiration  at  2 h.  40m.  25s.  and  until  2h.  44  m.  15  s.  Carotid 
ligatured  at  2 h.  41m.  5s.  Temperature  in  the  rectum  lOOP.  Loop 
under  both  vagi.  Connexion  made  with  manometer  at  2h.  48m.  25s. — 
Two  Ludwig  and  two  Pick  tracings. 


Observations. 


H.  M.  s. 

•A.  2 48  25. — Ordinary  cliloroform  administration  in  several  in- 

stances. 

B.  2 51  50. — Irrif.ation  of  right  vagus  repcatediy  (Pick  2—4). 

C.  3 34  5.— The  same  after  the  injection  of  atropine  into  the 

jugular  veins  (Kick  6). 

D.  3 40  0.— Thrusting  needle  into  heart. 

B.  3 42  30.— Inhalation  of  ammonia. 


II.  M.  s. 

P.  3 43  0. — Pushing  chloroform  until  after  respiration  had  com 
pletely  stopped,  and  then 

G.  3 46  0. — Restoration  by  artificial  respiration. 

H.  3 48  20. — Pushing  chloroform  until  death  resulted. 

Temperature  after  death  99  4 F. 

November  12th.— No.  77. 

Temperature  of  the  room  18'5Cent.  Medium-sized  pariah  26  lbs. 
Into  chloroform  box  at  7h.  27m.  12s.  Fallen  down  at?h.  36m.  50s. 
On  the  table  at  7h.  38m.  50s.  Artery  ligatured  at  7h.  50m.  10s. 
Temperature  in  the  rectum  99  2 F.  Canula  inserted  into  the  left  carotid 
at7h.58m.  50s.  Riglit  jugular  ligatured  at  8h.  3m.l0s.  Connexion 
made  with  manometer  at  8 h.  13m.  Three  Ludwig  and  one  I’ick  during 
repeated  injection  of  ether  into  the  jugular  vein  in  doses  of  first  20m., 
then  40  m.,  and  60m.,  and  finally  120m.  One  injection  of  60  m.  was 
also  made  into  the  thigh  subcutaneously.  When  the  pulse  was  no 
longer  perceptible,  a needle  was  thrust  into  the  chest,  but  did  not 
reach  the  heart  and  consequently  did  not  move.  The  dog  was  still 
gasping  occasionally  until  the  thorax  was  opened  at  9h.  12  m..  when  the 
heart  was  found  to  have  ceased  beating,  but  rhythmical  waves  in  the 
heart-wall  occurred  until  9h.  24m  , although  the  heart  had  been 
removed  from  the  body  and  cut  open.  Temperature  after  death  98  F. 
Post-mortem — Large  clot  in  left  ventricle.  Right  side  full  of  clots. 


.1. 

B. 


C. 


D. 

E. 


F. 


C. 


It. 


Observations. 


H.  M.  .s. 

C 13  3 J.  — Ether  20  minims  injected  into  jugular  vein;  no 
effect. 

8 18  20.— Repeat  injection  of  20  minims  of  ether;  this  in- 
, lection  was  followed  by  slight  fall  of  blood- 
pressure. 

8 19  50  — Another  20minims  of  ether  injected  into  the  jugular 
vein.  The  fall  of  blood-pressure  again  occurred  to 
a greater  extent. 

8 2 1 10.— Repeat  ether  injection.  A still  further  fall  of 
pressure  Is  noticeable,  and  the  recovery  from  this 
fall  was  slow. 

8 27  20.--Forty  minims  of  ether  injected  into  the  jugular  vein. 

A very  rapid  and  deep  fall  of  blood-pressure  took 
place  and  the  pulse  tracing  disappeared  (vide 
Pick  4).  During  recovery  at  8h.  32  m.  Os.  and 
8h.  35m.  Os.  the  blood-pressure  twice  rose  and 
fell  again  in  a remarkable  manner  without  any 
apparent  cause.  (Compare  with  Experiment  lit, 
Observation  G at  9h.  23m.  50s.  to  9h.  25m.  15s.). 
The  condition  of  respiration  was  not  recorded  at 
these  times. 

8 40  0. — Repeat  injection  of  40  minims  of  ether  into  jugular. 

During  recovery  at  8h.  47  m.  40  s.  a drachm  of 
ether  was  injected  subcutaneously  into  the  thigh. 
Recovery  was  arrested  and  a slight  fall  of  pressure 
took  place ; but  no  marked  effects  were  produced. 

8 50  20. — Injection  of  60  minims  of  ether  into  jugular  vein. 

This  was  followed  by  rapid  fall  of  pressure  and 
complete  loss  of  pulse  tracing,  and  the  respira- 
tion stopped  at  8 h.  53m.  Os.  The  pupils  were 
widely  dilated.  The  animal  began  gasping  at 
8h.  54m.  40s.,  and  recovery  gradually  took  place, 
but  the  blood-pressure  was  not  fully  restored. 

9 7 40. — Repeat  injection  of  ether  into  jugular  vein.  This 

time  120  minims  were  injected.  The  pressure 
rapidly  fell  again  and  the  respiration  stopped  for 
20  seconds,  after  the  injection  was  concluded.  A 
few  gasps  took  place  at  9h.  10m.  Os.;  the  thorax 
was  opened  at  9 h.  12m.  Os.  and  rhythmical  wave- 
like movements  were  observed  in  the  ventricular 
walls  of  the  heart,  which  continued  until 
9h.  24m.  Os.  after  the  heart  had  teen  removed 
from  the  body.  Large  round  clots  were  found  in 
the  left  ventricle  extending  into  the  aorta;  and 
the  right  side  was  full  of  clot. 


Experiment  77  shows  that  the  effect  of  ether  is  precisely  the  same 
as  that  of  chloroform,  only  less  intense.  Like  chloroform,  ether, 
when  efficiently  given,  produces  first  narcosis,  then  stoppage  of  the 
respiration,  and  then  death.  All  the  observations  in  the  experiment 
show  that  every  time  ether  was  injected  into  the  blood,  a fall  of 
blood-pressure  was  produced;  and  yet  it  is  the  practice  nowadays  to 
inject  ether  subcutaneously  when  chloroform  poisoning  occurs.  It 
would  be  just  as  sensible  to  inject  chloroform  subcutaneously  in  cases 
of  poisoning  from  ether.  Cases  have  even  been  recorded  recently 
where  ether  has  been  injected  subcutaneously  in  ether  poisoning.  This 
manifestly  dangerous  and  unsound  principle  of  treatment  arises  from 
the  fact  that  ether  is  regarded  as  a safe,  stimulant,  whereas  it  merely 
quickens  the  heart’s  beats.  Experiment  77  shows  that  it  is  not  a reliable 
stimulant  under  any  eircurnstances. 


November  12th.— No.  78. 

Monkey  (Macacus).  Weight  101  lbs.  Temperature  of  the  room  21 
Cent.  Into  chloroform  box  at  10  h.  4 m.  30  s.  On  to  table  at  10  h.  9 m.  23  s. 
and  kept  quiet  with  chloroform.  Temperature  in  rectum  98  F.  Artery 
ligatured  at  10  h.  34  m.  50s.  Loops  under  both  vagi.  Connexion  made 
with  manometer  at  10  h.  46  m.  30  s.  Two  Ludwig  and  one  Pick  tracing. 


Observations. 


H.  M.  s. 

A.  10  49  0.— Ordinary  chloroform  administration. 

B Violent  struggling  with  great  irregularity  of  blood- 

pressure. 

C.  10  54  20.— Dropping  chloroform  into  nostril  ; effect  of 

struggling  again  shown. 

D.  10  55  20.— Pushing  chloroform  until  respiration  stopped. 

E.  11  6 20.— Mechanical  irritation  of  the  right  vagus. 

K.  11  7 0.— Electrical  irritation  of  the  entire  right  vagus,  coils 
10  cent,  distant  (Pick  8). 

Q.  11  10  50.— Ligature  of  the  right  vagus. 

II.  16  26  35.— Division  of  the  same. 

I.  11  29  40.— Irritation  of  the  peripiieral  end  of  the  right  vagus, 

coil  at  10  (Ludwig  tracing). 

J.  11  31  0. — The  same,  only  coil  at  5 (Pick  9). 


Description  of  Manometer  Experiments. 


43 


H.  M.  S. 

K.  1135  (I,— Injection  of  atropine  into  the  peritonea!  cavity, 

L.  11  39  40.— Irritation  of  the  peripheral  right  vagus  again,  coil  5 

(Pick  11). 

M.  11  45  30.— The  fame,  only  coil  0. 

N.B. — The  effect  upon  the  hlood-prcssure  of  pushing  chloroform  was 
not  nearly  so  great  as  in  previous  experiments,  though  the  animal  was 
very  readily  put  “ under.” 

Hopeless  clotting  stopped  the  manometer  at  11  h.  56 in.  20s.,  and  the 
monkey  was  given  chloroform  finally  with  the  view  of  killing  it.  Respira- 
tion stopped  at  12h.  4m.  40s.;  pulse  perceptilile  until  12 h.  6 m.  30 s. 
Heart-flag  moving  until  12  h.  9 m.  55s.  Thorax  opened  and  heart  still 
beating  rhythmically  at  12  h.  11  m.  35s.,  a little  blood  passing  into  the 
aorta  at  each  beat.  The  contractions  became  partial  and  ineffective  at 
12h.  18  m.  40s.,  but  were  re-established  by  compressing  the  septum 
and  continued  until  12  h.  28  m.  Irregular’ flickering  continued  even 
after  this  for  some  minutes.  Temperature  98  F.  in  the  rectum. 


Connexion  made  witli  manometers  at  8h.  25  m.  lOa.  Loops  under  both 
vagi.  Two  Ludwig  and  one  Fick  tracing. 

Observations. 


H.  M.  8. 

A.  8 28  30. — Application  of  bicarbonate  of  soda  to  the  entire 

right  vagus. 

B.  8 30  35. — Change  to  the  vertical  position  and  restoration  to 

the  recumbent  again. 

C.  8 33  20. — Chloroform  adminittration. 

I).  8 37  10.— Blow  on  testicles. 

E.  8 41  0.— Pushing  chloroform  with  struggling  until  respira- 
tion ceased  (vide  Fick  5 and  6). 

8 42  10.— Artificial  respiration. 

G 8 47  30.— In  jection  of  J grain  atropine  into  the  peritoneum 
II.  8 53  10. — Irritation  of  right  entire  vagus,  coil  at  0. 

I.  8 56  0.— The  same  (vide  Fick  9). 

J.  8 57  30.— Pushing  chloroform  with  violent  struggling. 


November  12th.— No  79. 

Good-sized  pariah,  weight  33 lbs.,  that  has  had  two  doses  of  phos- 
phorus—one  yesterday,  the  other  to-day,  each  l-16th  of  a box  of  James' 
beetle  paste.  Into  chloroform  box  at  2h.  9m.  34s.  Fallen  down 
2h.  23m.  39s.  Placed  on  the  table  at  2h.  24m.  26s.  Respiration 
stopped  at  2h.  24m.  45s.  Artificial  respiration  until  2h.  27m.  39  s. 
Artery  ligatured  and  canula  Inserted  at  2 h.  36  m.  13  s.  Temperature 
in  the  rectum  100 F.  Connexion  made  with  the  manometer  at 

2h.  39  m.  30  s.  Two  Ludwig  and  one  Fick  tracing.^ 

Observations. 


Fall  of  pressure  very  rapid,  and  the  dog  died  in  spite  of  artificial 
respiration.  A clot  in  the  vessels  interrupted  the  tracing  before  the 
heart  stopped.  Temperature  after  death  97  4 F.  Post-mortem- Organs 
not  particularly  fatty. 

Nov.  13th. — No.  82. 

Good-sized  monkey  (Macacus).  Weight  15 lbs.  Temperature  of  the 
room  205  Cent.  Into  chloroform  box  at  10 h.  57m.  18s.  Fallen 
down  at  lOh.  4m.  17s.  On  the  table  at  lOh.  6m.  52s  and  kept  quiet 
with  chloroform.  Artery  ligatured  at  10  h.  35  m.  53s.  Canula  inserted 
at  10 h.  39  m.  30  s.  Temperature  99  2 F.  in  the  rectum.  Connexion  made 
with  manometers  at  10 h.  47m.  50s.  Two  Ludwig  and  one  Fick  tracing. 


H.  M.  s. 

A.  2 41  50.— Change  to  the  vertical  position  of  the  body. 

B.  2 43  10.— Chloroform  administration  while  in  the  vertical 


position. 

C.  2 44  45. — Ammonia  inhalation  do. 

D.  2 46  40. — Squirting  chloroform  into  the  nose  do. 

B.  2 49  40.— Evulsion  of  the  nails  do. 

F.  2 50  55.— Extraction  of  teeth  do. 


G.  2 52  55. — Violent  slap  with  open  hand  on  abdomen  do. 

H . 2 54  30.— Restoration  to  the  recumbent  position  on  the  table. 

I.  2 56  20. — Inversion  of  the  body  so  that  the  dog  was  com- 

pletely head  downwards  and  again  lowering  to 

the  recumbent  position. 

J.  2 57  40. — Chloroform  administration  in  the  ordinary  position. 

K.  3 1 0. — Attempts  to  pass  grooved  staff  and  'Thompson’s 

dilators  Into  the  bladder. 

L.  3 15  5. — Slitting  prepuce. 

M.  3 17  20.— Pushing  chloroform  carelessly  until  after  respiration 

had  ceased. 

Temperature  after  death  99  F.  The  organs  did  not  appear  to  be 
fatty. 

Bemarks.—No.  79  shows  the  effects  of  different  positions  of  the  body 
on  the  blood-pressure,  and  of  attempts  to  produce  shock  by  various 
operations  in  different  stages  of  chloroform  inhalation.  In  this  e.xperi- 
ment  the  exact  time  of  the  final  stoppage  of  the  respiration  was  not 
noted,  as  the  chloroformist  was  watching  the  operations.  The  respira- 
tion had  stopped  some  time  before  the  fact  was  observed,  and  theanimal 
died  in  spite  of  artificial  respiration.  The  heart  continued  to  beat  feebly 
for  seven  minutes  after  the  commencement  of  artificial  respiration. 


November  13th. — No.  80. 

Large  monkey  (Macacus-),  21  lbs.,  caught  in  the  hospital  compound. 
Into  chloroform  box  at  3h.  31m.  38s.  On  the  table  and  kept  quiet 
with  chloroform  3 h.  37  m.  40s.  Temperature  100'2  P.  Canula  inserted 
into  left  carotid.  Loop  under  both  vagi.  Connexion  made  with  mano- 
meters at  2 h.  39  m.  30  s. 

Two  Ludwig  and  two  Fick  tracings. 


A. 

B. 

r. 

I). 

L. 

F. 

G. 
11. 


Observations. 

H.  M.  s. 

4 7 40. — Ordinary  chloroform  administration.  The  effect  of 
struggling  is  well  shown. 

4 11  0. — Irritation  of  right  vagus,  entire,  coils  8j  cent,  distant 
(Fick  4). 

4 14  10.— Irritation  of  left  vagus,  entire,  8i  coil  (Fick  5). 

4 14  50. — Chloroform  again. 

4 17  45.— Injection  of  Jth  grain  atropine  into  peritoneal 
cavity. 

4 19  30.— Irritation  of  right  vagus,  coil  84  again  (Fick  6). 

4 20  30.— Irritation  of  entire  left  vagus,  coilO  (Fick  7). 

4 22  30. — Pushing  chloroform  until  respiration  stopped  com- 
pletely, and  restoration  by  artificial  respiration. 
'The  effect  of  struggling  is  well  brought  out  in 
this  observation. 


(Manometer  tracing  was  interrupted  at  4h.  33m. 
to  divide  the  left  splanchnic  nerve  and  started 
afresh  at  4h.  49m.  50s.  after  cutting  the  left 
splanchnic  nerve  which  did  not  appear  to  effect 
pressure  much.) 

I.  4 50  40.— Admini.stration  of  chloroform  for  a short  time. 

J.  4 53  0. — Evulsion  of  nails. 

K.  4 56  30. — Squeezing  and  afterwards  smashing  the  testicles. 

1..  4 58  20. — Pushing  chloroform. 

M.  4 59  0. — Thrusting  needle  into  the  heart  and  death. 

Slow  gasping  movements  of  the  chest  continued  after  the  heart  had 
ceased  to  beat.  Temperature  after  death  98  2 F.  Post  mortem— There 
was  very  little  Inrmorrhage  into  the  abdomen.  The  left  splanchnic 
divided,  right  intact.  No  clot  in  heart. 


November  13tb. — No.  81. 

Medium-sized  pariah  dog,  weight  30 lbs  , which  has  been  dosed  with 
phosphorus  for  2 days,  l-16th  of  a box  of  paste  each  day.  Into 
chlomform  box  at  7 h.  50  m.  30s.  Fallen  down  at  8h.  Im.'  Placed 
on  the  lablc  at  8h.  4 m.  20s.  Carotid  ligatursd  at  8 h.  14  m.  10  s. 
Canula  inserted  at  8h.  19m.  30s.  Temperature  100'4F.  in  the  rectum. 


® See  tracings  appended,  page  58. 


Observations. 


H.  M.  s. 

A.  10  53  30.— Chloroform  administration  on  a cap  in  the  ordinary 

way ; violent  struggling. 

B.  10  58  10.— Pushing  chloroform  until  respiration  stopped;  re- 

covery without  artificial  respiration. 

C.  11  10  20.— Division  of  both  vagi. 

D.  11  19  10.— Pushing  chloroform  until  death  resulted. 

Temperature  after  death  99’4  F. 

November  13th.  — No.  83. 

Medium-sized  monkey  (Macacus).  Weight  121bs.  Temperature  of 
the  room  23  Cent.  Into  chloroform  box  at  2 h.  21  m.  33  s.  Fallen  down 
at2h.  30  m.  15  s.  Placed  on  table  at  2h.  32m.  10  s.  Carotid  ligatured 
at  2h.  39m.  35s.  and  canula  inserted.  Temperature  in  the  rectum 
103  2 F.  Kept  quiet  with  chloroform  until  connexion  made  with  mano- 
meters at  2 h.  46  m.  15s.  Three  Ludwig  and  one  Fick  tracing. 


Observations. 


H.  M.  8. 

A.  2 47  0.— Gradual  coming  out  of  chloroform. 

B.  2 49  0. — Ordinary  chlorofonn  administration  with  struggling, 

showing  great  irregularity  of  the  blood-pressure. 

C.  2 52  0. — Change  of  position  to  the  vertical,  during  which  — 

D.  2 53  0 -Extraction  of  teeth. 

E.  2 55  20.— More  chloroform  and  struggling  at  intervals. 

F.  2 58  30.— Restoration  to  recumbent  position. 

G.  3 5 0.— Exposure  of  the  vdna  nerve  at  the  elbow. 

H.  3 7 0.  —Tugging  at  the  ulna  nerve 

I.  3 8 20.— Incision  into  abdomen  over  the  stomach. 

J.  3 16  0.— Ligature  of  a glass  tube  into  that  organ;  stitching 

of  the  abdominal  wound. 

K.  3 19  20. — Inflation  of  stomach  with  air  and  suddenly  allowing 

the  air  to  escape. 

L.  3 25  0. — Re-opening  the  wound  and  re-adjusting  the  stomach 

tube  and  re-stitching  the  abdominal  wound. 

' M.  3 42  40. — Injection  of  hot  water  into  stomach. 

N.  4 0 0. — Injection  of  one-twelfth  grain  apomorphine  into 

peritoiieum. 

O.  4 1 0. — Placing  a thermometer  in  the  rectum. 

P.  4 2 30. — Artificial  respiration  at  times,  the  respiration  being 

gasping  and  irregular. 

Q.  4 9 40.— Iced  water  into  stomach  ; running  out  through  the 

nose. 

Experiment  interrupted  by  hopeless  clotting  at  4h.  12  m.  Stopped 
breathing  at  4h.  17m.  40s.  The  heart-needle  stopped  moving  a few 
seconds  before  the  thorax  was  opened  and  the  heart  was  found  to  be 
quite  still.  Temperature  after  death  97'8  F. 


November  14th. — No.  84. 


Temperature  of  room  19'75  Cent.  Medium-sized,  well-nourished 
pariah  dog,  weight  35J  lbs.,  who  has  had  daily  doses  of  phosphorus  for 
ihree  days.  Chloroform  commenced  in  box  at  7 h.  37  m.  Fallen  down 
at  7h.  42m.  On  table  at  7 h.  44m.  45s.  Artery  ligatured  at  8h.  52m. 
and  canula  inserted.  Temperature  in  the  rectiim  100'8F.  Connexion 
made  with  manometers  at  8h.  10  m.  30s.  Two  Ludwig  and  one  Fick 
tracing. 

Observations. 


H.  M.  8. 

A.  8 13  20. — Division  of  rectus  muscle  of  the  eye-ball. 

B.  8 16  20.— Blow  on  the  testicle. 

C.  8 24  0. — Chloroform  administration  repeatedly,  often  accom- 

panied by  struggling. 

I)  8 24  40.— Evulsion  of  nails. 

E.  8 25  39. — Snipping  anus. 

F.  8 27  0.— Pushing  chloroform  until  respiration  ceased. 

G 8 29  40. — Artificial  respirati  n. 

II.  8 41  0.— Expo.sure,  ligature,  and  division  between  ligatures 
of  both  vagi. 

I.  8 45  30.— Pushing  chloroform  until  respiration  ceased  ; fatal 
result  (ride  Fick  8). 

From  tbe  character  of  Fick  reading  8 and  the  Ludwig  tracing  jii.st 
before,  it  is  doubtful  if  the  vagi  were  really  divided.  Temperature 
after  death  97  P. 

In  ti  ls  experiment  the  absence  of  any  effects  from  the  operations 
which  are  iisnally  said  to  be  dangerous  under  chloroform  is  well 
brought  out  ; also  tbe  rapiii  and  irregular  falls  of  the  blood-pressure 
w hen  the  animal  struggles  and  breathes  irregularly  during  the  inhala- 
tion of  the  anaesthetic. 
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The  Lancetfand  the  Hyderabad  Commissions  on  Chloroform. 


iSuvcmuci  i4Ui. — iSo.  00. 

Temperature  of  the  room  21  Cent.  Me()ium-s.ized  dog.  woiglit  30i  lbs., 
that  has  had  phosphorus  daily  for  3daj's,  l ltth  of  a box.  Iiitocliloroform 
boxat9h.  42ra.  B'allen  down  at  9 h.  45  m.  10s.  Placed  on  the  table  at 
9 h.  46  m.  45  s.,  after  which  its  breathing  was  noticed  to  have  stopped. 
Artificial  respiration  was  commeneed  at  once,  but  failed  to  bring 
him  round,  although  there  was  a pulse  some  time  after  it  commenced. 

This  is  a case  where  a weak  sick  animal  was  left  in  the  chloroform 
box  too  long,  and  its  respiration  neglected  while  it  was  being  transferred 
to  the  table. 

November  14th.— No.  86. 

Monkey  (medium-sized  Macacus).  Weight  11  lbs.  Into  chloroform 
box  at  10  h.  27  m.  22  6.  Fallen  down  at  10b.  13  m.  15s.  Placed  on  the 
table  and  kept  quiet  with  chloroform.  Carotid  ligatured  at 
lOh.  33m.  40s.  Canula  inserted  at  lOh.  39m.  30.s.  Temperature  in 
the  rectum  101  F.  Connexion  made  with  the  manometers  at  l'«  h.  44  m. 
Three  Ludwig  and  one  Fick  tracing. 


Obier:alions. 

H.  M.  s. 

A.  10  45  20. — Small  incision  into  abdomen. 

B.  10  47  10. — Administration  of  chloroform;  struggling,  and 

irregularity  of  the  blood-pressure. 

C.  10  49  50. — Injection  ot  l-12th  grain  apomorphine  itto 

abdominal  cavity,  (the  animal  then  lay  almost 
perfectly  quiet  without  more  chlorotorm  for 
almort  an  hour,  during  which  he  was  given 
another  dose  of  apomorphine  l-12th  gram.) 

D.  11  43  30. — Pushing  chloroform,  with  struggling,  until  respira- 

tion ceased ; recovery  with  artificial  respiration. 

H.  11  46  0.— Thrusting  a needle  inio  the  chest  but  not  into  the 

F.  11  51  30.— Effect  of  letting  the  tongue  drop. 

G.  11  54  30.— Itepetition  of  U and  E,  and  thrusting  a needle  into 

the  heait. 

H.  12  19  0. — Injection  of  atropine,  J grain,  in  abdomen,  aud 

finally  pushing  chloroform  until  death  resulted. 
Thorax  opened  at  12h.  26m.  respiration  having  stopped,  but  after- 
wards there  were  again  regular  movements  of  the  diaphragm,  which 
continued  off  aud  on  until  12h.  23  m.  50  s.,  when  they  finally  stopped. 
The  tracing  was  stopped  by  hopeless  clotting  at  12  h.  3l  m.  Heart  stopped 
very  gradually,  but  not  finally  until  12  h.  37  m.  Temperature  alter 
death  95'4  F. 

November  14th. — No.  87. 


Mr.  Ulett’s  bull  dog,  weight  31  lbs.,  suffe,ring  from  tumours  in  the 
inguinal  region.  Into  chloroform  box  at  2h.  i4  m.  10s.  Fallen  down 
at  2 h.  23m.  10  s.  Placed  on  the  table  and  kept  quiet  with  chloioform. 
Temperature  in  the  rectum  102  If.  Loops  under  both  vagi.  Artery 
ligatured  at  2h.  34m.  30s.  Canula  inserted  2h.  4Um.  20s.  Con- 
nexions made  with  manometers  at  2 h.  43  m.  40  s.  One  Ludwig  and 
one  Pick  tracing. 

Observations. 

H.  M.  s. 


A.  2 46  30.— Ordinary  chloroform  administration. 

B.  2 48  0. — Irritation  of  entire  right  vagus  with  coils  at  5 centi- 

metre distance. 

C.  2 53  50.— Pushing  chloroform,  with  accidental  compression  of 

the  neck  by  a strap  {vide  Fick  3).  The  same 
slowing  of  the  pulse  was  produced  as  is  observed 
when  the  vagus  is  irritated, 
t Pushing  chloroform  until  respiration  completely 

D.  3 0 0. — i ceased. 

( Failure  to  restore  the  animal  by  artificial  respiration . 
Temperature  after  death  101'2  F. 


November  14th. — No.  88. 

Temperature  of  room  24  Cent.  Medium-sized  pariah  dog.  Weight" 
30  lbs.  Into  chloroform  box  at  3 h.  22  m.  26  s.  B'allen  down  at 
3h.  24m.  45s.  Placed  on  the  table  at3h.  26m  25  s.  Artery  ligatured 
at3h.  37  m.  Temperature  in  the  rectum  100  2F.  Canula  inan  ted  at 
3h.  40m.  53  s.  Connexion  made  with  manometers  at  3 h.  50in.  Us. 
Loops  under  both  vagi.  One  Ludwig  and  one  B'ick  tracing. 

Observations. 


A.  3 61  0.— Pushing  chloroform  accompanied  by  struggling  until 
respiration  stopped.  I'i'he  trace  is  spoilt  by  the 
drum  not  rotating  for  nearly  a minuie  ) Ti  e fall 
of  pressure  was  e.xtremely  rapid  anil  irregular. 
B'ick  2 snows  that  when  the  respiration  is  stopped 
by  an  over-dose  of  chloroform,  a condition  of 
pulse  similar  to  that  caused  by  vagus  stimulation 
may  be  produced. 

B 3 52  50.— liecovery  with  aitificial  respiration. 

C.  3 59  20. — l^rcssure  on  abdomen. 

{Pushing  chloroform  again  until  respiration 
stopped. 

Division  ot  both  vagi  while  the  animal  was 
deeply  under.  Fick  5 shows  that  afier  diviiion 
of  the  vagi  the  slowing  of  the  pulse  observed 
in  stoppage  ot  the  respiration  in  chloroform 
poisoning  did  not  occur. 

E.  4 4 0.— Gradual  fail  of  pressure  and  death  in  spite  of  artificial 
respiration. 

Temperature  after  death  98'4  B'. 

November  15th.— No.  89. 


Temperature  of  the  room  21  Cent.  Unusually  large  brindled  dog. 
Weight  38  lbs.  Into  chloroform  box  at  7h.  38  m.  B'allen  down  at 
7 h.  46m.  20s.  Placed  on  the  table  7h.  48m.  50s.  Temperatuic  in 
the  rectum  99  8 B’.  Left  carotid  ligatured  at  8 h.  2 m 5 s.  Coimexioii 
made  with  manometer  at  8h.  6 m.  30s.  B'our  Ludwig  aud  two  B'ick 
tracings. 

OI)scrvntions. 


H.  M.  S. 

A.  8 10  45.— Chloroform  administration  with  struggling  (the  ex- 
cursions of  the  marker  had  previously  been 
unusually  great),  and  pushing  the  same  until 
respiration  ceased. 


Jl.  .M.  s 

B.  8 2t  20.  — Artificial  respiration  and  gradual  recovery. 

C.  . 8 2J  30. — Division  of  both  vagi. 

i Administration  of  chloroform  again  until  respira- 

D.  8 38  10. — . tion  ceased,  and 

I Artificial  respiration  as  before. 

E.  8 47  40. — Compression  of  the  chest  and  administration  of 

chloroform  on  a saturated  sponge  at  the  moment 
the  chest  was  released. 

F.  8 51  0. — Pressure  on  abdomen. 

G.  8 51  0. — Pushing  chloroform  again  until  respiration  stopped  : 

and  artificial  respiration  as  before. 

II.  8 55  40. — Tracheotomy  and  insertion  of  a large  glass  tube  into 
the  trachea. 

I.  8 59  0. — Kepetition  of  F by  stopping  the  tracheal  tube  when 

the  chest  was  in  the  expiratory  position,  holding 
chloroform  in  front  of  the  tube,  and  then  suddenly 
opening  it. 

J.  9 5 40.— Continued  administration  of  chloroform  by  holding 

a sponge  or  towel  before  the  end  of  the  tube. 

It.  9 7 15  —Closing  the  tracheal  tube  so  as  to  cause  asphyxia. 

L.  9 12  25. — Administration  of  chloroform  by  Junker’s  tube  intro- 

duced into  the  tracheal  tube,  which  remained 
open,  and  pushing  it  again  until  respiration 
stopped,  and  artificial  respiration  as  before. 

M.  9 26  10. — Administration  of  ether  in  the  same  way,  but  this 

failed  to  keep  the  animal  thoroughly  under. 
After  chloroform  had  been  again  given  the  mano- 
meter was  disconnected  in  order  to  divide  the 
medulla  oblongata. 

All  attempts  to  reconnect  after  its  division  failed  on  account  of  clot  in 
the  vessel,  and  the  heart  ceased  beating  at  11  h.  Temperature  at 
11  h.  5m.,  96  F.  in  the  rectum. 

In  this  experiment  slowing  of  the  pulse,  in  Observations  A and  B, 
whic  1 occurs  when  the  respiration  fails  from  overdosing  with  chloro- 
form is  shown  (('(tie  Fick  6 and  9).  This  effect  is  not  produced  after 
division  of  the  vagi  {vide  Fick  10  and  11).  The  effect  of  asphyxia  in  , 
lowering  the  blood-pressure  is  also  seen  in  the  Ludwig  tracing  at 
9h.  7m.  20s.  and  9h.9m.40s.  The  difference  in  intensity  between 
diluted  chloroform  and  diluted  ether,  administered  in  precisely  the 
same  way,  is  brought  out  in  Observations  L and  M. 

November  15th.— No.  90. 

Medium-sized  strong  pariah,  given  1 grain  of  morphine  hypodermi- 
cally at  2h.  24  m.  10s.  Temperature  of  the  room  24^  Cent.  Salivated  a 
good  deal  at  2 h.  33  m.  and  afterwards  went  to  sleep.  At  4 h.  15m.  he 
was  still  irritable  and  unfit  for  the  experiment. 

November  18th. — No.  91. 

Large  pariah  dog,  38  lbs.  Temperature  of  the  room  24'5  Cent.  Chloro- 
form given  at2h.  34  m.  45s.  Fallen  down  at  2h.  41m.  30s.  On  tho 
table  at  2 h.  43  m.  15s.  and  kept  quiet  with  chloroform.  Temperature  in 
the  rectum  100  4 P.  Bight  jugular  vein  ligatured  at  2 h.  51  m.  Canula 
into  carotid  at  2h.  58m.  5 s.  Connexion  made  with  manometers  at 
3h.  Im.  30  s.  The  pressure  in  the  manometer  had  been  arranged  a 
little  too  high  before  commencing,  so  that  some  bicarbonate  of  soda 
must  have  been  shot  into  the  vessel.  No  convulsions  occurred.  Three 
Ludwig  and  one  Fick  tracing. 

Observations. 

H.  M.  s. 

A 3 6 0.— A long  period  in  which  the  dog  was  left  without 
chloroform  and  occasionally  struggled. 

B.  3 35  20. — Injection  at  different  times  ot  5 doses  of  chloroform. 

20  minims  each  (except  in  one  instance  when 
about  5 minims  or  possibly  more  was  spilled),  into 
the  jugular  vein.  After  the  5th  dose  the  dog  died, 
tfie  heart  stopping  at  4h.  13  m.  Temperature  in 
rectum  at  death  97'2F.  Post-mortem— No  clots 
in  heart. 

November  18th.— No.  92. 

T.  mperatwre  of  the  room  23  Cent.  Large-sized  pariah  dog.  Weight 
331  lbs  , rather  thin.  In  chloroform  box  at  7 h.  24  m.  43s.  Fallen  down 
at  7 h.  28  m.  53  s.  On  the  table  at  7 h 29m.  37  s.  Artery  ligatured  at 
7h.  41m.  8 s.  and  canula  inserted.  Temperature  in  the  rectum  at 
7h.  42m.  30s.,  100  OB'.  Jugular  vein  lied  at  7 h.  51m.  47  s.  Connexion 
made  with  the  manometers  at7h.  58  m.  20s.  Three  Ludwig  and  one 
B’ick  tracing  during  repotted  injections  of  chloroform  into  jugular  vein.» 
Nine  doses  were  given  in  the  course  ot  an  hour,  and  death  ensued  very 
gradually.  Temperature  after  death  97  B'.  Post-mortem— After  the 
ehest  was  opened  5 or  6 regular  movements  of  opening  and  shutting  the 
jaws  coincident  with  rhythmical  contractions  of  the  diaphragm  occurred. 
The  heart  was  quite  still  in  all  its  cavities.  There  were  no  clots  in  the 
heart.  No  sign  of  the  needle  in  the  heart. 

Observations. 

H.  M.  8. 

A.  8 0 15.— Twenty  minims  of  tiure  chloroform  injected  Into  the 

jugular  vein. 

B.  8 2 40. — Hepeat. 

C.  8 3 50.—  Hepeat. 

D.  8 5 55.- Hepeat.— This  injection  was  followed  by  lowering  of 

the  blood-pressure,  which  never  rose  again.  The 
injection  of  twenty  minims  of  chloroform  was 
repeated  at  8h.  13  m.  20s.;  8h.  14m.  10s.; 

8 h.  40  m.  30s. ; 8 h.  43  m.  20s.  ; and  8 h.  46m.  10  s. 

It  seems  clear  from  experiment  No.  92  that  direct 
action  of  chloroform  upon  the  heart  substance  is 
not  the  cause  of  the  tail  of  blood-pressure  that 
occurs  when  il  is  inhaled.  Uepcated  injections  of 
twenty  minims  of  pure  chloroform  were  made  into 
the  jugular  vein,  and  the  effect  was  not  to  paralyse 
the  heart,  hnt  to  produce  narcosis  with  a gradual 
fall  of  pressure  exactly  as  if  the  chloroform  had 
been  inhaled.  Compare  with  Observation  D of 
Experiment  No.  64. 


6 See  tracings  given  on  pp.  59  and  60 
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Description  of  Manometer  Experiments. 


Novemtier  18th. — No.  93. 

Temperature  of  the  room  24  Cent.  Large  pariah  dog.  Weight  33 J lbs. 
Into  chloroform  l)Ox  at  91i.  59m.  lAillen  down  at  Ui h.  5 m.  25s.  On 
tlie  table  at  10  li.  8rn.  27s.  and  kept  quiet  witli  e.bloroform.  Artery 
ligatured  at  8 h.  20  m.  50s.  Canula  inserted  at  8 h.  22  in  22s.  Tempera- 
ture in  rectum  99’8F.  Connexion  madewitli  manometer  10 h.  28m. 45s. 
Two  Ludwig  and  one  Fick  tracing  during  injection  of  ether  into  the 
jugular  vein  with  at  the  same  time  injection  of  solution  of  hydrochloric 
acid  (0'8  per  cent.)  in  normal  saline  solution  into  the  femoral  vein. 
Notice  also  effect  of  thrusting  needle  into  heart.  Temperature  101'2  F 
after  death.  Post-mortem— Heart  very  much  distended,  llight 
ventricle  full  of  clot.  Left  free.  Superior  and  inferior  vena  cava  and 
pulmonary  artery  tilled  with  clot. 

H.  M.  s.  Observations. 

A.  10  80  10. — Ether  on  an  ordinary  cap  until  10  h.  39m.  40s.  The 
animal  was  quiescent,  but  complete  narcosis  was 
not  produced.  A great  deal  of  frothy  fluid  accu- 
mulated in  the  trachea. 

B 10  40  20. — Twenty  minims  of  ether  injected  into  the  jugular 
vein.  The  injection  was  repeated  at 
lOh.  41m.  10s.  and  lOh.  42m.  15s.,  and  each 
time  the  blood-pressure  fell  and  rose  again  in 
40  or  50  seconds.  At  10  h.  47  m.  10s.  and  again  at 

10  h.  52  m.  30  s.  forty  minims  of  ether  were 
injected.  There  was  on  each  of  these  occasions  a 
very  rapid  and  prolonged  fall  of  blood-pressure 
and  a slow  weak  pulse  with  very  difficult  recovery. 

C.  11  1 30. — Injection  of  si.xty  minims  of  ether  into  the  jugular 
vein.  The  fall  of  blood-pressure  was  immediate 
and  rapid,  and  the  pulse  tracing  became  almost 
imperceptible  (vide  Fick  6 and  7).  The  pressure 
remained  low  until  11  h.  5m.  20  s.,  when  slight 
recovery  took  place  {vide  the  Ludwig  tracing  at 

11  h.  5in.  Os.,  p 60).  At  11  h.  6 m.  Os.  sixty  more 
minims  of  ether  were  injected  into  the  , jugular 
vein,  and  this  injection  caused  stoppage  of  the 
respiration  and  death.  Post-mortem  gasps 
occurred  as  in  Experiment  No.  92.  The  heart 
was  found  full  of  venous  clot. 


November  19tli. — No.  97. 


Medium-sized  female  monkey.  Weight  9Jlbs.  Temperature  of  the 
room  23.)  Cent.  Into  chloroform  box  at  10  li.  50  m.  Fallen  down  at 
Oh.  58m.  30s.,  and  placed  on  the  table.  Temperature  in  rectum 
102  4F.  Artery  ligatured  at  llh.  11m.  10s.,  and  canula  inserted. 
Connexion  made  with  manometers  at  11  h.  24  m.  50  s.  One  Ludw  ig  and 
one  Fick  tracing. 

Observations. 


H.  M.  s. 

.V.  11  26  30.— Struggling. 

B.  11  27  30.— Application  of  a plaster  of  Paris  bandage  to  the 

chest  to  imitate  stays,  and  of 

C.  11  32  0. — A tight  broad  tape  round  the  lower  part  of  the 

abdomen  to  imitate  the  effect  of  petticoats. 

D.  11  33  0. — Pushing  chloroform  until  respiration  stopped. 
Death  ensued  although  the  bandages  were  quickly  removed  and  in 

spite  of  artilicial  respiration.  Post-mortem — Blood,  arterial,  in  left  side 
of  heart.  Temperature  after  death  102'4  F. 


November  19th.— No.  98. 

Small  monkey  fastened  on  to  the  rabbit  board  at3h.  14m.  30s.  A 
pin  placed  in  the  heart  and  connected  by  a thread  with  a time-marker 
writing  on  a quick  revolving  drum  (the  same  as  is  used  for  the  Fick 
manometer).  The  experiment  was  imperfect,  but  a few  readings  are 
preserved  showing  effect  of  placing  ammonia  before  the  nose. 

November  20th. — No.  99. 

Small  rabbit  on  to  rabbit  board  at  7h.  30  min.  with  a needle  in  its 
heart  attached  by  a long  thread  to  a time-marker.  The  trace  shows  the 
effect  of  holding  ammonia  before  the  nose. 

November  20th. — No.  100. 

A monkey  arranged  in  the  same  way.  One  trace  showing  the  absence 
of  any  effect  when  ammonia  is  held  before  the  nose,  corresponding  to 
that  which  occurs  in  the  rabbit. 

November  20th.— No.  101. 


Small  rabbit  arranged  as  above  and  chloroform  held  before  his  nose. 
One  tracing  incorporated  with  the  first  tracing  of  102. 


November  20th.— No.  102. 


November  18th. — No.  94. 

The  dog  in  No.  90  having  escaped  from  the  cage,  another  dog  was 
given  2 grains  of  morphia  at  8 20  a.m.  At  10  o'clock  he  was  still  irritable 
and  unlit  for  experiment,  for,  although  sleepy  and  at  first  sight  appa- 
rently insensitive,  he  could  be  easily  aroused  by  even  painless  stimuli 
and  then  ran  about  in  an  excited,  wild  way. 

November  18th. — No.  95. 

Temperature  of  the  room  25J  Cent.  Monkey  (medium-sized  Macacus). 
Held  down  on  table  and  given  ether  on  a cap  at  2h  50m.  45s.,  his 
temperature  in  rectum  being  H2'4  F.  at  that  time.  Ether  stopped  at 

2 h.  51  m.,  the  animal  being  quite  quiet,  though  cornea  not  insensitive, 
liespiration  chiefly  abdominal,  68  per  minute.  Artery  ligatured  at 

3 h 7 m.  45s.,  and  loop  placed  under  left  vagus.  Canula  inserted  into 
artery  at  3h.  11m.  33s.  Left  jugular  accidentally  cut;  so  ligatured. 
Loop  under  right  vagus  and  tight  carotid.  Ether  given  now  and  again 
during  above  proceedings.  Connexion  made  with  manometer  at 
3h.  2om.  50  s.  Two  Ludwig  and  three  Fick  tracings. 

Observations. 

H.  M.  s. 

A 5 26  50.— The  quiescent  condition,  not  ansesthesia,  produced 
by  ether. 

B.  3 28  10.— Irritation  of  the  nostril  by  chloroform,  and 

C.  3 29  15. — Ammonia. 

I>.  3 36  5.— Clamping  of  the  right  carotid  so  as  to  cut  off  .'  oth 

carotids. 

E.  3 35  O.—E.xti action  of  teeth  with  the  key.  (Vide  Fick  reading 
marked  “6"  on  the  Fick  tracing,  but  noted  as 
“5”  on  the  Ludwig  tracing.) 

3 50  10.— Exposure  and  irritation  of  the  sciatic  nerve. 

G.  3 53  30.— Irritation  of  the  entire  left  vagus  coil  10  producing 
coughing  (Fick  8). 

M.  3 54  40. — Irritation  of  the  entire  left  vagus  coil  10  (Fick  9). 

I.  3 55  50. — Irritation  of  the  entire  right  vagus  coil  5 (Fick  10). 

(The  effect  of  irritation  of  the  right  was  less  than 
that  of  the  left  vagus). 

J.  4 0 30.— Ligature  and  division  of  the  right  vagus  (Fick  11). 

K.  4 14  55. — Irritation  of  central  right  vagus  coil  5 (Fick  14). 

b.  4 17  15. — Irritation  of  peripheral  right  vagus  coil  5 (Fick  15). 

M.  4 20  0. — Ligature  and  division  Fick  16)  of  left  vagus. 

N.  4 21  30.— Irritation  of  central  left  vagus  coil  5 (Fick  17). 

O.  4 25  0. — Irritation  of  peripheral  left  vagus  coil  5 on  two  occa- 

sions (Fick  18,  19),  but  doubtful  if  the  nerve  was 
really  irritated  in  the  first. 

P.  4 37  0. — Pushing  ether  on  cap  closely  applied  over  muzzle 

until  d“ath  ensued. 

Manometer  stopped  on  account  of  clot  at  4 h.  45  m.  Needle  into  heart ; 
hardly  moving.  Thorax  opened  4 h.  46m.  20s.  Heart  still. 

No  clots  in  the  heart  cavities.  Temperature  at  4h.  35  m.  40  s.  in  the 
rectum  100’2  F. 

November  19th.— No.  96. 

Temperature  of  the  room  23  Cent.  Medium-sized  female  monkey 
(Macacus).  Weight  llilbs.  Into  chloroform  box  at  9 h.  23m.  Fell 
down  at  9h.  31m.  On  the  table  at  9h.  33  m.  Temperature  in  rectum 
100'4  F.  Artery  ligatured  at  9 h.  52m.  50s.  Canula  inserted  at  9h.  58  m. 
Connexion  made  with  manometer  at  lOh.  6 m.  40  s.  Two  Ludwig  and 
one  Fick  tracing. 

Ob,servations. 

H.  M.  s. 

A.  10  8 20. — Ordinary  chloroform  administration. 

B.  10  16  40. — Bandaging  the  abdomen. 

C.  10  21  0.— Bandaging  the  lower  chest  with  plaster  of  Paris. 
Death  ensued  from  asphyxia  and  in  spite  of  artificial  lespiralion  after 

removal  of  the  bandige.  Post  mortem- lliart  cavities  firmly  contracted 
after  death,  and  lungs  engorged.  Trachea  ftdl  of  froth.  Temperature 
at  end  of  Experiment  96  2 F.  in  reetum. 


Another  rabbit  in  the  same  way.  Chloroform  given  as  before.  Two 
tracings. 

November  20th. — No.  103. 

Large  monkey.  Weight  16J  lbs.  Temperature  of  the  room  24  Cent. 
Into  chloroform  box  at  9h.  8 m.  44s.  Fallen  down  at  9h.  15  m.  5s. 
Placed  on  the  table  at  9 h.  19  m.  Temperature  in  rectum  101  8 P.  Artery 
ligatured  at  9h.  37m.  10s.  Canula  inserted  at  9h.  40m.  30s.  Con- 
nexion with  manometer  at  lOh.  3 m.  15  s.  Four  Ludwig  tracings  and 
three  Fick. 

Observations. 


H.  M.  s. 

A.  10  6 20.— Mechanical  irritation  of  the  left  vagus. 

B.  10  7 30.— Struggling. 

C.  10  8 20.— Irritation  of  the  entire  right  vagus,  coils  10  Cent. 

apart  (Fick  4). 

D.  10  14  55. — Irritation  of  the  entire  left  vagus  (Fick  5). 

E 10  17  30.— Irritation  of  the  left  vagus  and  pushing  chloroform 
at  the  same  time. 

F.  10  24  40. — Ordinary  chloroform  administration. 

G.  10  27  15. — Extraction  of  teeth  (Fick  10). 

II.  10  42  0.— Blow  on  the  abdomen  with  a fly-flapper  (Fick  13). 

I.  10  49  10.— Attempts  to  pass  a grooved  staff  into  bladder. 

K.  10  54  0.— Castration. 

L.  11  5 0.— Electrical  irritation  of  the  spermatic  cord. 

M.  11  5 40. — Exposing  the  femoral  vessels. 

N.  11  16  20. — Transfusion  of  saline  solution,  about  220  c.c.,  into 

the  femoral  vein. 

O.  11  26  0. — Exposing  and  destroying  the  left  splanchnic  nerve 

and  plexus,  during  which  operation  the  aorta  was 
accidentally  snipped,  but  the  opening  was  at  once 
closeii  by  a clamp  and  very  litth  hsemorrhage 
occurred. 

P.  11  39  10.— Thrusting  a needle  into  the  heart. 

Q.  11  43  0.— Pushing  chioroform  until  death  with  attempted 

restoration  by  means  of  transfusion  of  saline  solu- 
tion and  artificial  respiration. 


After  the  thorax  was  opened  and  the  heart  found  to  have  quite 
ceased  beating,  rhythmical  movements  of  the  diaphragm  occurred. 
The  heart  continued  irritable  for  some  minutes.  Temperature  after 
death  97'2  F. 

In  Experiment  103,  as  well  as  in  E*peiiinents  80and  92,  rhythmical 
movements  of  the  diaphragm  were  noticed  after  the  heart  h^  ceased 
beating  and  after  the  chest  had  been  opened.  In  Experiment  103  the 
splanchnic  nerve  liad  been  divided,  death  and  stoppage  of  the  heart 
were  very  gradual,  and  the  heart  was  still  irritable  during  the  dia- 
phragmatic contractions. 

November  20th.— No.  104. 

A dog,  weight  36)  lbs.,  which  had  been  dosed  with  phosphorus  for 
two  days.  Into  chloroform  box  at  2h.  22  m.  5 s.  Fell  down  at 
2 h.  26m.  35s.  On  the  table  at  2h.  29  m 30s.,  and  kept  quiet  with 
chloroform.  Temperature  in  rectum  100  4 F.  Artery  ligatured  at 
2 h.  34 m.  7s.  Canula  inserted  at  2 h.  36  m.  7 s.  Connexion  w ith  mano- 
meter at  2 h.  40ra.  45s.  Ihiee  Ludwig  and  three  Fick  tracings. 


A. 

B. 


C. 


I). 


(Jbservatio7is. 


H.  M.  s. 

2 41  0.  -Struggling  at  various  times. 

2 41  30.- Chloroform  administration;  violent  blow  on  the 
testicle  at  2 h.  41  m.  50s.  No  shock. 

2 42  30.— Sligiit  embarrassment  of  the  respiration,  from  the 
foreleg  being  tightly  bound  down  to  the  board. 
(vide  Fick  1 and  2). 

2 48  40.- Pusbing  chloroform  until  respiration  stopped. 

Dining  this  oiiservation  the  animal  held  his 
breath,  the  pulse  tracing  was  immediately  lost 
and  the  jiressure  fell  exactly  as  in  the  Glasgow 
experiments  A and  C. 
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H.  M.  S. 

B.  2 51  10.— Artificial  respiration  (cidc  Fick  5),  when  the  normal 
respiration  was  recommencing.  The  slow  pulse 
is  very  noticeable  in  this  observation. 

F.  2 53  50. — Change  to  the  vertical  position  and  while  vertical 

more  blows  on  the  testicle,  and  dental  operations 
were  performed,  without  the  production  of  shock. 

G.  3 2 40. — Incising  the  abdomen. 

H.  3 3 30. — Blowing  apomorphia  l-12th  grain  in  solution  into 

the  peritoneal  cavity,  vomiting  (Fick  9). 

I.  3 23  0. — Small  opening  into  the  larynx  and  injection  of  a few 

drops  of  chloroform. 

J.  3 26  30.— Pushing  chloroform  again  until  respiration  ceased 

and  artificial  respiration  {vide  Fick  12). 

K.  3 34  40. — Seizing  and  snipping  the  skin  of  the  anus. 

L.  3 35  40. — Larger  opening  into  abdomen  and  tying  a tube  into 

tire  stomach. 

M.  3 41  40.— Disfension  of  the  stomach  with  air. 

N 3 49  55. — Puiling  the  stomach  forcibly. 

O.  3 52  10.-  Pushing  chloroform  very  far,  and  prolonged  arti- 

ficial respiration. 

P.  3 59  10. — Electrical  stimulation  of  the  heart. 

Q.  4 5 50.— Placing  ice  on  the  abdominal  cavity. 

It.  4 9 0. — Pushing  chloroform  again  until  death  resulted. 

After  the  thorax  was  opened  37  rhythmical  contractions  of  the 
diaphragm  occurred,  but  the  heart  continued  beating  for  more  than 
two  minutes  after  these  had  stopped.  Post-mortem — Temperature 
88'2  F.  Weight  post-mortem  34|  lb. 

November  21st.— No.  105. 


H.  M.  s. 

F.  10  53  10 — Mild  irritation  (coil  15)  of  the  peripheral  end  of  the 
right  vagus  (Fick  6).  Pushing  chl  mifonn  again 
during  struggling  until  death  occurred  in  spite  of 
artificial  respiration. 

The  temperature  in  rectum  was  noted  at  intervals  throughout  (vide 
Ludwig  tracing). 

November  21st. — No.  108. 

Large  pariah.  Weight  26  lbs.  Has  had  two  one-grain  phis  of  phos- 
phorus on  the  18th  and  19th  instant,  respectively.  Into  cliloroform  box 
at  llh.  23m.  Fallen  down  at  lib.  27m.  45s.  On  the  table  at 
nil.  30m.  25s.  and  kept  quiet  with  ether.  Temperature  lOO'SF.  in 
rectum  at  llh.  33m.  Artery  ligatured  at  llh.  37m.  45s.  Canula 
inserted  at  llh.  41m.  30s.  Temperature  100’6F.  at  llh.  47m.  15s. 
One  Ludwig  and  one  Fick  tracing. 

Observations. 

H.  M.  s. 

A.  11  57  40. — Continued  ether  administration,  which  failed  for  a 

long  time  to  keep  the  cornea  Insensitive,  and 
was  only  effective  when  the  animal  was  half 
smothered. 

B.  12  0 40.— Mild  irritation  of  the  entire  right  vagus,  coil  15 

(Fick  2). 

C.  12  2 0. — Convulsion  of  the  whole  body. 

D.  12  10  30.— Irritation  of  right  vagus,  coil  10  (Fick  6).  This 

reduced  the  pulse  from  120  to  37a  minute. 

E.  12  14  40.— Ligature  and  division  (Fick  7)  of  the  riglit  vagus. 

F.  12  16  0. — The  ether  was  pushed  until  death  ensued. 


Large-sized  pariah  dog,  weight  30Jlb.,  which  has  had  three  doses  of 

fhosphorus  previously  on  the  18th,  19th,  and  20th  instant,  respectively, 
t is  in  consequence  very  much  out  of  sorts,  and,  judging  from  pre- 
vious experiments  with  other  dogs,  would  certainly  have  died  in  a few 
hours.  Into  chloroform  box  at  7 h.  44  m.  25  s.  Fallen  down  at 
7h.  48  m.  55s.  Placed  on  the  table  and  a canula  inserted  into  left 
carotid.  Temperature  in  rectum  102  F.  Connexion  made  with  mano- 
meters at  8 h.  9 m.  10  s.  One  Ludwig  and  one  Fick  tracing. 

Observations. 

H.  M.  S. 

A.  8 12  50. — Pushing  chloroform  until  respli-ation  ceased  (vide 
Fick  2 and  3). 

B 8 16  50  — Recovery  by  artificial  respiration. 

C.  8 22  35. — Snipping  skin  of  the  anus  (vide  Fick  5).  No  sign  of 
shock. 

D.  8 24  30. — Ordinary  chloroform  administration  (trace  imper- 
fect owing  to  the  drum  sticking). 

E.  8 28  55. — Pushing  chloroform  again  and  death  in  spite  of 
artificial  respiration. 

The  trachea  was  for  some  reason  considerably  obstructed  with  fluid, 
so  that  the  animal  was  probably  in  a state  of  partial  asphyxia.  Tem- 
perature at  death  100'8  F. 

November  21st.— 106. 

Large-sized  pariah.  Weight  25J  lbs.  Has  had  three  daily  doses  of 
phosphorus  on  18th,  19th,  and  20th  evenings.  Given  chloroform  at 
9h.  6m.  Fallen  down  at  9 h.  15m.  30s.  On  the  table  at  9h.  16m. 
Artery  ligatured  at  9h.  25  m.  30s.  Temperature  in  rectum  100  2 F. 
Canula  inserted  at  9h.  29m.  30s.  Connexion  made  with  manometer 
at  9h.  41m.  One  Ludwig  and  one  Fick  tracing. 

Observations. 

H.  M.  8. 

A,  9 42  20. — Ether  administration  on  cap. 

B.  9 46  10. — Pushing  ether  until  respiration  stopped.  Fick  4 
shows  exactly  the  same  absence  of  pulse  tracing 
which  is  noted  so  frequently  in  chloroform  poison- 
ing when  the  respiration  stops  (vide  Experiment 
No.  107,  Fick  3,  and  Experiment  No.  178— all  the 
tracings). 

C.  9 62  0. — Artificial  respiration ; and 

D.  9 54  30.— Inversion  of  the  body  failed  to  restore  the  animal. 
Temperature  after  death  97'8F.  Post-mortem. — There  was  a severe 
rupture  in  the  liver  and  a quantity  of  blood  in  the  peritoneum.  Liver 
distinctly  soft,  friable,  and  pale  in  colour. 

Experiment  No.  106  shows  the  effect  of  inversion  of  the  body,  which 
is  now-a-days  thought  to  be  a restorative  in  chloroform  poisoning. 
Inversion  of  the  body  causes  the  pressure  in  the  carotid  to  rise,  but  it 
falls  to  its  former  state  when  the  animal  is  replaced  in  the  horizontal 
position.  In  Observation  D.  at  9h.  54  m.  30s.,  when  the  animal  was  in 
the  last  stage  of  ether  poisoning,  inversion  of  the  body  raised  the 
pressure  in  the  usual  way  as  Iqpg  as  it  was  continued  ; but  it  failed  to 
restore  the  respiration  and  the  dog  died.  The  change  in  the  blood- 
pressure  in  the  carotid,  which  occurs  when  the  position  of  the  body  is 
changed,  appears  therefore  to  be  due  simply  and  solely  to  the  effect  of 
gravity.  Experiment  No.  106  also  proves  that  the  effect  of-  ether  is 
precisely  the  same  as  that  of  chloroform  only  less  Intense. 

November  21st. — No  107. 

Large-sized  pariah.  Weight  28  lbs.  Has  had  two  doses  of  phosphorous 
on  the  18th  and  19th  instant,  respectir  ely.  Into  chloroform  box  at 
10  h.  9 m.  14  s.  Fallen  down  at  lOh.  14m.  27  s.  On  the  table  at 
10  h.  17  m.  30s.  Artery  ligatured  at  10  h.  24  m.  13  s.  and  canula  inserted. 
Temperature,  99  8 F.  in  rectum.  Loop  under  botb  vagi  and  the  right 
carotid.  Connexion  made  with  manometers  at  10 h.  38  m.  Pressure 
much  too  high  ; so  much  soda  solution  must  have  been  shot  into  the 
artery  (vide  Ludwig  tracing). 

One  Ludwig  and  one  Fick  tracing. 

Observations. 

H.  M.  s. 

A.  10  36  0.— Coming  out  of  chloroform. 

B.  10  43  20.— Mild  irritation  (coil  15)  of  the  entire  right  vagus 
(Fick  2). 

C.  10  44  20. — Pushing  chloroform  until  respiration  stopped  (vide 
Fick  3),  inilse  tracing  airsent,  this  not  being  a sign 
that  the  heart  bad  stopped  ; it  was  restored  easily 
by  artificial  respirirtion. 

I).  10  46  0. -Recovery  with  artificial  respiration. 

K.  10  51  0 —Ligature  and  division  of  the  right  vagus  ^Fick  6). 


Tracing  stopped  at  12  h.  21  ra.  Heart  still  moving  when  the  thorax 
was  opened  at  12  h.  25  m.  Temperature  97’4F.  Heart  flickering  at 
12  h.  27  m. 

November  22nd  —No.  109. 

Me.lium-sized  pariah,  weight  27  lbs.,  that  has  had  three  doses  of 
phosphorus  on  the  18th,  19th,  and  20tli  instant,  and  is  in  an  extremely 
feeble  state.  Chloroformed  in  the  box  at  8h.  9 m.  Fallen  down  at 
8h.  17  m.  15  s.  Placed  on  the  table  at  8h.  19m.  20  s.  Noticed  to  have 
stopped  breathing  at  8h.  19m.  40  s.  Artificial  re.spiratiorr  begun  at  once. 
Needle  in  the  heart  moving  feebly  at  8 h.  21m.  45  s.  Breathing 
spontaneously  at  8h.  23m.  20s.,  but  artificial  respiration  continued  in 
the  ordinary  way.  Respiration  continued  off  and  on  until  8 h.  26  m.  30  s. 
Needle  in  the  neart  afterwards  moving  slightly,  but  rhythmically. 
The  trachea  was  opened  and  artificial  respiration  performed  by  the 
bellows  method  for  a few  minutes,  but  with  no  result. 

November  22nd. — No.  110. 

Medium-sized  female  monkey,  weight  llj  lbs.  (has  varicose  veins  on 
abdomen).  Into  chloroform  box  at  8h.  51m.  Fallen  down  at 
8h.  54m.  15  s.  On  the  table  at  8h.  56m.  45s.  Temperature  in  rectum 
101'4  F.  Artery  ligatured  at  9 h.  10m.  5 s.  Canula  inserted  9h.  12  m.  45s. 
Loops  under  both  vagi.  Breathing  stopped  at  9h.  23m.  50s.  Artificial 
respiration  at  once  and  until  9h.  24  m.  50  s.,  when  breathing  became 
natural  again.  Stopped  breathing  again  at  9h.  27  m.  and  artificial 
respiration  performed  for  some  time  but  without  success.  Temperature 
after  death  100'8F.  Post-mortem — The  large  bronchi  and  trachea  were 
filled  with  blood,  and  there  was  a large  patch  of  bloody  effusion  in 
tbe  posterior  lobe  of  one  of  the  lungs. 

November  22nd. — No.  111. 

Monkey,  weight  lOflbs.,  chloroformed  in  the  box  9b.  43m.  50s. 
Monkey  fallen  down  at  9h.  48  m.  45s.  On  the  table  9h.  50  m.  40  s. 
Artery  ligatured  and  canula  inserted.  Connexion  with  manometer  at 
10  h.  l3  m.  30s.  Four  Ludwig  and  two  Pick  tracings. 


A. 

B. 


C. 

D. 


E. 

F. 

G. 

H. 

I. 

J. 

K. 

L. 

M. 


Observations. 


H.  M.  s. 

10  14  30.— Ordinary  chloroform  administration  on  several 
occasions. 

10  20  40.— Small  incision  into  the  abdomen  and  tying  a small 
tube  into  tlie  colon  (erroneously  written 
“stomach”  on  the  tracing). 

10  51  0.— Injection  of  two  doses  of  half  a grain  of  tartar 

emetic  into  the  colon  ; struggling. 

11  15  0.— Exposing  and  destroying  the  left  splanchnic  cord 

and  plexus,  during  which  proceeding  tlie  animal 
was  detached  from  the  manometer. 

11  34  20. -Pushing  chloroform  until  respiration  had  almost 

stopped. 

12  8 20. — Application  of  hot  and  afterwards  cold  cloths  to  the 

body. 

12  14  40.— Placing  a clean  cap  over  the  nose. 

12  12  30. —Holding  ammonia  before  the  nose. 

12  20  0.— Pushing  chloroform  until  respiration  ceased. 

12  27  0.— Artificial  respiration. 

12  31  20.— Exposing  the  jugular  vein. 

12  36  0.  — Injection  of  ammonia,  5 minims  of  strong  ammonia 
diluted  with  20  minims  of  water  into  the  jugular. 
12  40  0. — Pushing  chloroform  finally  until  death  resulted. 

The  decline  of  blood-pressure  was  unusually 
gradual.  The  temperature  in  the  rectum  had 
fallen  below  95  F.  for  some  time  before  the  end  of 
the  experiment. 


jV./?.— Readings  marked  “C”  were  taken  with  a second  Fick 
instrument  made  by  the  Cambridge  Co. 

To  test  the  effect  of  shock  due  to  vaso-motor  change  rather  than 
affection  of  the  hear  t Goltz’s  experiment  on  the  frog  was  repeated  on 
three  dogs.  In  one  there  was  slight  lowering  of  pressure  which  was 
not  extensive,  and  in  the  others  no  effect  was  produced  at  all. 
Other  operations,  which  seerrred  likely  to  produce  shock,  sirch  as 
violent  blows  upon  the  testicle,  were  singularly  devoid  of  efftct. 
Failing  to  lower  the  blood-pressure  by  any  of  these  methods, 
recourse  was  had  to  section  of  the  splanchnics,  but  the  low  corr- 
dition  of  blooii-pressure  this  produced  appeared,  like  stoppage  of  tbe 
heart  from  vagrrs  irritation,  to  be  a smrrce  of  safety  r-ather  than  o, 
danger  during  chloroform  administration.  In  this  coonexion  Experi- 
ment No.  Ill  may  be  stirdied.  There  was  not  nrueh  e.xternal  harinor- 
rhage,  but  the  splanchnics  wrre  divided— a proceeding  -which,  as 
is  often  said,  bleeds  the  animal  into  his  own  vessels.  The  pressure  was 
after  this  extremely  low,  but  chloroform  was  repeatedly  given,  and 
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rarious  other  actions  taken,  and  tiien  chloroform  had  to  he  pushed  on 
a saturated  sponge  enclosed  in  a cap  for  eleven  minutes  before  respira- 
tion ceased. 

November  22nd.— No.  112. 

Temperature  of  tlie  room  24J  Cent.  Into  chloroform  bo.\  at 
2 h.  41  m.  19s.  Fallen  down  at  2 h.  44  m.  47  s.  On  the  table  at 
2h.46m.  Observed  to  have  stopped  breathing  at  2 h.  46 m.  10 s.  Arti- 
ficial respiration  until  he  was  pronounceil  “ dead  " at  3h.  2ra.  Needle 
in  the  heart  faintly  moving  at  2 h.  54  m.  30  s.  Post-mortem  showed  all 
the  signs  of  asphyxia. 

There  were  thus  three  accidental  deaths  in  the  course  of  this  one 
day,  November  22nd,  which  it  may  be  noted  was  exceptional  in  being 
a wet  day,  and  was  characterised'  by  constant  blunders  and  mistakes 
committed  by  every  one  engaged  in  the  experiments  and  in  every 
department  {vide,  for  example,  the  blunders  ami  smudges  on  the 
tracings  in  No.  Ill)  as  well  as  in  the  administration  of  chloroform. 

November  22nd.— No.  113. 

Temperature  of  the  room  241-  Cent.  Pariah  dog.  Weight  38  lbs. 
Into  the  chloroform  box  at  3h.  5m.  30s.  Placed  on  the  board  at 
3h.8m.  10s.  and  kept  quiet  with  chloroform.  Artery  ligatured  at 
3h  19m.  10s.  Canula  inserted  at  3 h.  23 111.  40s.  Temperature  in  the 
rectum  100'4  F.  at  3 h.  23  m.  45  s.  Connexion  with  manometer  at 
3h  30  m.  Three  Ludwig  and  two  Fick  tracings. 

Observations. 


II.  M.  s. 

C.  12  30  35.— Small  incision  into  abdomen,  and  in  jection  of  spirits 
of  ammonia  into  the  stomach. 

II.  12  35  48. — Pusliing  ether. 

I.  12  37  0.— Pushing  chloroform  until  death. 

(The  manometer  tracing  was  ag.iin  interrupted  before  the  end  of  the 
experiment.) 

Novemher  25th.— No.  117. 

Temperature  of  the  room  23  Cent.  Unusually  large  brindled  dog. 
Weight  38J lbs.  Into  the  chloroform  box  at7h.  28m.  10s.  Placed  on 
the  table  at  7 h.  36  m.  20s. , and  kept  quiet  with  chloroform.  Left 
carotid  ligatured  at  7 h.  46m.  10s.  Canula  inserted  at  7 h.  49m.  15 s. 
Temperature  in  rectum  101 ’4  F.  Connexion  made  w ith  the  manometers 
at  7 h.  56m.  15s.  Four  Ludwig  and  six  Fick  tracings  showing  the 
effect  of  pushing  chloroform  during  irritation  of  the  entire  right  vagus 
on  several  occasions.  In  one  of  tliese  the  irritation  of  the  vagus  was 
kept  up  coiitiniiously  for  more  than  eight  minutes,  and  the  chloroform 
administration  for  seven  minutes,  and  the  animal  recovered  without 
artilicial  re.spiration.  At  another  lime  when  irritation  accidentally 
failed  on  account  of  defect  in  the  electrodes,  the  animal  was  with  diffi- 
culty restored  after  chloroform  had  been  pushed  for  one  minute.  Death 
eventually  ensued  after  prolonged  irritation  of  the  vagus,  together  with 
pushing  chloroform  and  artilicial  respiration  to  ensure  the  chloroform 
entering  the  lungs  freely. 


H.  M.  s. 

A.  3 30  0.— Chloroform  administration  and  struggling  (the  trace 

is  imperfect  on  account  of  the  drum  sticking). 

B.  3 32  20. — Cessation  of  respiration  and  artilicial  respiration. 

C.  3 33  25. — Division  of  the  right  and  then  the  left,  vagus. 

D.  3 38  0. — Pushing  chloroform  again  until  respiration  stopped 

and  restoration  by  artificial  respiration. 

E.  3 39  30. — Exposing  the  femoral  vessels  and  repetition  of  D. 

F.  3 51  0. — Ligature  of  femoral  aitery  and  vein. 

G.  4 3 10. — Ha-raorrhage  to  170  cc.  from  the  femoral  artery  and 

chloroform  again. 

H.  4 14  20.— Transfusion  of  saline  solution  into  femoral  vein 

250  cc.  in  two  doses. 

I.  4 20  30.— Pushing  chloroform  again  as  in  D. 

J.  4 26  55.— Hiemorrhage  again  250  cc  of  blood  taken. 

K.  4 31  0. — Repetition  of  the  transfusion  and  pushing  chloro- 

form as  before. 

Failure  to  restore  the  animal  in  spite  of  artificial  respiration  and 
transfusion  of  ammonia.  Temperature  in  the  rectum  gradually  fell  to 
96'8  F.  at  death.  Post-mortem— Right  heart  tilled  with  coagula. 

November  23rd.— No.  114. 

Rabbit  into  cubic  foot  box  with  paper  saturated  with  chloroform  at 
7h.  41m.  10s.  Breathing,  which  was  held  at  first,  rapid  at  7h.  42m. 
Fallen  on  its  side  at  7 h.  42  m.  30s.  Breathing  stopped  at  7 h.  42  m.  50s. 
Stopped  chloroform  and  performed  artificial  respiration  at  7 h.  43  m. 
Convulsions  at  7h.  44m.  Pupils  gradually  dilating.  Convulsions 
nearly  ceased  at  7 h.  45m.  Came  round  at  7h.  46  m.  No  connexion 
was  made  with  the  recording  apparatus,  and  there  is  therefore  no 
tracing. 

November  23rd. — No.  115. 

Monkey.  Weight  9i{  lbs.  Temperature  of  the  room  23  Cent.  Into 
chloroform  box  at  7 h.  49  m.  10s.  Fallen  down  at  7 h.  52m.  10  s.  Placed 
on  the  board  at  7 h.  53  m.  and  kept  quiet  with  chloroform.  Left  carotid 
exposed  and  a loop  placed  under  the  right  vagus.  Operation  to  expose 
the  splanchnics  commenced  at  8h.  11  ni.  30s.  i.eft  splanchnic  ligatured 
at8h.  18  m.  and  the  plexus  e.xeised.  Artery  ligatured  at8h  24  m.  5 s. 
Canula  inserted  at  8 h.  29  m.  10s.  Temperature  in  rectum  97  F.  Con- 
nexion with  manometer  at  8h.  37  m.  40  s.  One  Ludwig  and  one  Fick 
tracing. 

Observations. 


H.  M.  s. 

A.  8 38  45. — Administration  of  chloroform ; struggling. 

B.  8 44  0.— Administration  of  ether  on  a cap. 

C.  8 46  50. — Asphyxia  from  the  trachea  becoming  obstructed  with 

fluid. 

D.  8 59  10. — Introduction  of  needle  into  the  heart. 

E.  9 2 50. — Pulling  and  cutting  the  right  vagus. 

The  temperature  in  the  rectum  is  noted  from  time  to  time  on  the 
Ludwig  tracings.  At9h.  5m.  the  experiment  was  brought  to  an  end 
by  the  canula  cutting  through  the  artery,  and  eventually  the  animal 
was  killed  with  chloroform. 

(After  the  manometer  experiment  was  closed  the  convolutions  of  the 
brain  were  exposed,  but  stimulation  failed  to  give  any  result.) 

November  23rd.— No.  116. 

Monkey,  weight  12JIbs.,  given  two  grains  of  morphine  under  the  skin 
of  the  thigh  at  10  h.  1 m.  Tied  on  to  the  dog-board  at  10  h.  19  m.  and 
two  grains  more  morphine  injected  at  lOh.  20  m.  10  s.  Quite  wide 
awake  at  10  h.  30  m.  10  s.  Given  a little  chloroform  at  10  h.  35  m.  30s., 
when  he  was  slightly  under  the  influence  of  morphine  and  kept  quiet 
with  chloroform.  Loop  under  both  vagi.  Right  pupil  slightly  dilated. 
Left  contracted  at  10  h.  48m.  Artery  ligatured  at  lOh.  60m.  45s. 
Canula  Inserted  at  10  h.  53  ra.  15  s.  Right  pupil  then  widely  dilated. 
Temperature  1(X)'6  F.  Connexion  with  manometer  at  11  h.  8 m.  Two 
Ludwig  and  two  Fick  tracings. 


Observations. 


H.  M.  s. 

A.  11  12  30.— Ordinary  chloroform  administration. 

B.  1117  0.— Ligature  of  the  femoral  artery  and  vein. 

C.  11  29  25.— Ilsemorrhage  from  femoral  aitery. 

D.  11  31  10. — Translusion  of  saline  solution  and  ammonia  (5 

minims  liquor  ammonia?  fort,  to  25  ounces  of 
saline).  Respiration  stopped  at  12  h.  11m.  30  s., 
but  after  continuous  artificial  respiration  the 
animal  gave  one  gKSp  at  12  h.  22m.  30 .s.  and  began 
breathing  natuially  at  12h.  23m.  30s.  During 
almost  tne  whole  of  this  time  the  manometer 
tracing  was  interrupted  by  clots  in  the  tubes 

E.  11  55  0. — Ether  inhalation  at  short  intervals. 

P.  12  14  30.— Needle  into  the  heart. 


A.  7 56  0.— Chloroform  on  an  ordinary  cap. 

B.  8 1 40.— Electrical  irritation  of  the  right  vagus.  Inhibition 

of  the  heart  is  seen  in  Fick  4. 

C.  8 2 50.— Chloroform  pushed  to  stoppage  of  respiration; 

artificial  respiration ; irritation  of  right  vagus 
during  revival  (vide  Fick  5). 

D.  8 9 10. —Irritation  of  right  vagus,  chloroform  commenced  at 

8h.  9 m.  20s.  and  imshed  to  stoppage  of  respira- 
tion <8h.  10m.  25s.),  chloroform  stopped  at 
8h.  Hill.  50s.  Irritation  of  the  vagus  stopped  at 
8 h.  12  m.^  10s.  Natural  breathing  at  once  recom- 
menced spontaneously.  Observation  repeated  in 
the  same  way  and  with  the  same  result  at 
8 h.  15  m.  30  s.  (vide  Fick  6).  Observation 
repeated  for  a much  longer  time  at  8 h.  28  in.  30  s. 
The  chloroform  and  irritation  of  the  vagus  were 
kept  up  from  8h.  28  m.  30s.  to  8h.  36m.  40s. 
(vide  Fick  9,  10,  11,  12,  13,  and  14).  Directly  the 
irritation  was  stopped  the  pressure  rose,  showing 
that  very  little  chloroform  had  hitherto  been 
conveyed  to  the  nerve  centres,  and  that  there  is 
no  danger  in  mere  lowering  of  the  blood-pressure. 
The  pressure  fell  again  at  8h.  37m.  Os.  This 
evidently  occurred  from  the  inhibition  of  the 
heart  having  been  stopped.  The  residual  chloro- 
form in  the  lungs  was  then  rapidly  taken  up  and 
produced  its  ordinary  effect.  (Compare  with 
Observation  D in  Experiment  64.) 

E.  8 52  30.— Chloroform  administration  for  one  minute  and 

twenty-five  seconds.  Respiration  stopped  at 
8h.  53  m.  55s.  Artificial  respiration  was  then 
performed  for  two  and  a half  minutes,  from 
8h.  54  m.  Os.,  and  natural  breathing  recommenced 
at  8h.  57m.  Os. 

1’  9 2 20. — Electrical  irritation  of  vagus;  the  stimulation  was 

effective  at  first  (vide  Fick  19),  hut  wore  off  and 
when  chloroform  was  administered  at  9h.  3ra.  Os. 
it  had  almost  ceased,  and  the  full  effects  of  the 
ana?sthetic  were  quickly  developed.  Respiration 
stopped  at  9h.  4m.  Os.  and  the  chloroform  cap 
was  removed  at  9h.  4m.  15s.  Though  the  ana?s- 
thetic  had  only  been  administered  for  little  over 
a minute,  the  animal  was  restored  with  great 
difficulty  by  artificial  respiration,  which  was  kept 
up  for  six  minutes  and  thirty-five  seconds  before 
natural  breathing  returned  at  9h.  11  in.  Os. 

G.  9 19  20.— Chloroform  pushed  again  with  irritation  of  the 
vagus  at  the  same  time.  In  this  observation  the 
stimulation  did  not  become  effective  till  after  the 
respiration  stopped.  The  breathing  ceased  at 
9h.  20m.  20s.  The  irritation  was  stopped  at 
9h.  21m.  25s.  and  the  chloroform  cap  was 
removed  at  9h.  21m.  35s.  Breathing  recom- 
menced spontaneously  at  9h.  23  m.  50  s.,  but  was 
not  fully  established  till  9h.  25  m.  15  s.  During 
this  time  there  were  some  remarkable  fluctuations 
of  the  blood-pressure,  the  falls  being  probably 
due  to  residual  chloroform  being  taken  up  from 
the  lungs,  alternating  with  rises  due  to  elimina- 
tion of  the  anicsthetic  from  the  lungs  when  the 
aiiimal  breathed  (vide  Ludwig  III.  at  9 b.  22m.  Os., 
9h.  24m.  Os.,  and  9h.  25m.  Os.). 

II.  9 31  25.— This  observation  consisted  in  prolonged  irritation  of 
the  vagus  from  91i.  30m.  25s.  to  9h.  41m.  50s. 
and  the  administralion  of  chloroform  by  artificial 
respiiatioii  from  9h. 31m. 45s.  to  9h.  39m.  50s. 
The  animal  died,  but  the  heart  did  not  stop 
finally  till  9h.  44 in.  30s.  This  observation  would 
have  been  more  satisfactory  if  the  vagus  irrita- 
tion had  been  kept  up  until  all  the  residual 
chloroform  in  the  lungs  had  been  got  rid  of  by 
artificial  respiration. 

The  whole  experiment  is  most  instructive,  as  it,  like  Observation  D 
in  Experiment  No.  64,  proves  that  inhihition  of  the  heart's  action  by 
tne  vagus  prevents  the  fatal  effects  of  chloroform  poisoning  and 
benefits  the  heart.  The  animal  in  Experiment  117  was  put  into  a con- 
dition of  extreme  danger,  from  which  it  could  only  he  restored  by 
means  of  artificial  respiration,  by  inhalation  of  chloroform  for  little 
over  one  minute  (vi(te  Ludwig  1.,  8h.  3ni.  Os.,  and  Ludwig  II.. 
8 h.  53m.  30  0.).  The  same  animal  recovered  spontaneously  and  readily 
after  five  iniiiutes  of  chloroform  inhalation,  with  inhibition  of  the 
heart  produced  by  electrical  stimulation  of  the  vagus.  At  8 h.  29  m.  20s 
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^vide  Ijudviig  II.)  chloroform  was  pushed  for  seven  minutes  during 
continued  irritation  of  the  vagus,  anil  tlie  animal  came  round  without 
artificial  res])iration.  The  danger  really  tegins  in  these  cases  when  the 
irritation  is  discontinued  or  fails  to  inhibit  the  heart,  and  thus  enables 
the  residual  chloroform  in  the  lungs  to  he  rapidly  absorbed  and  thrown 
into  the  system  (oide  Ludwig  III.,  9 li.  22  ni.  Os.  to  9 h.  25  m.  Os.). 

Novemher  25tb.— No.  118. 

Monkey  (Macacus).  Weight  11  lbs.  Temperature  of  the  room 
24'5  Cent.  Into  chloroform  box  at  10  h.  27  m.  27  s.  Fallen  down  at 
lOh.  32m.  25s.  Placed  on  table  at  lOh,  32m.  tOs.  and  kept  quiet  with 
chloroform.  Temperature  in  rectum  104'4  F.  at  10  h.  42m.  30s.  Aitery 
ligatured  at  lOh.  50m.  50s.  Canula  inserted  at  lOh.  52m.  30  s.  Botli 
wagi  looped  with  a loose  ligature.  Connexion  made  with  manometir  a 
few  seconds  before  10  h.  58m.  Two  Ludwig  and  three  Fick  tracings. 

Observaliom. 

H.  M.  S. 

A.  10  58  55. — Ordinary  chloroform  administration  with  violent 

struggling. 

B.  11  3 20. — Irritation  of  the  entire  left  vagus. 

C.  11  33  40. — Irritation  of  the  left  vagus  and  pushing  chloroform 

at  the  same  time  on  two  occasions. 

D.  11  41  40. — Chloroform  administration  with  struggling. 

B.  11  42  20. — Imperfect  irritation  of  the  right  v'agus  and  pushing 
chloroform. 

The  tracing  was  interrupted  by  clotting  in  the  tubes  .just  as  the  ii-i  ita- 
tion  of  the  vagus  and  chloroform  administration  were  stopped.  Tne 
animal  breathed  spontaneously  lor  a few  seconds,  but  then  linally  ceased 
breathing  and  died. 

November  25th. — No.  119. 

Temperature  of  the  room  25  Cent.  Large  pariah,  weight  30  lbs.,  that 
has  had  phosphorus  on  the  previous  two  cays,  one  grain  each  day,  and 
had  been  chlorolorraed  in  the  morning  by  Dr.  Kustomji,  and  is 
extremely  feeble.  Into  chloroform  boxatabout  2 h.  19  in.  Fallen  down 
at  2 h.  21  ra.  Placed  on  the  table  at  2 h.  22  m.  10  s.  and  keiJt  quiet  with 
chlorofoim.  Kespiration  very  feeble  and  artificial  respiration  began  at 
2h.  24m.  45s.  Breathing  better  at  2 hT 25m.  40s.  (The  dog  was  so 
feeble  generally  that  it  was  not  necessary  nor  advisable  to  tie  him  oown 
on  the  board  in  the  usual  way.)  Temperature  99  8 F.  in  the  .ectuiu  at 
2h.  29ra.  Connexion  made  with  manometer  at  2 h.  41  m.  20s.  Four 
Ludwig  and  three  Fick  tracings. 

Observations. 

H.  M.  S. 

2 42  40.— Chloroform  administration;  holding  breath  and 
gasping ; placing  thermometer  in  the  rectum ; 
struggling. 

3 12  55.— Irritation  of  right  vagus  and  pushing  chloroform 
until  respiration  stopped ; with  spontaneous 
recovery  (vide  Fick  5). 

3 23  0.— Irritation  of  right  vagus  and  pushing  ether  (vide 
Fick  8). 

3 38  20.— Pushing  chloroform,  and  after  the  blood  pressure 
had  fallen,  irritating  the  vagus. 

3 43  20.— Artificial  respiration. 

3 53  30.— Tracheotomy. 

3 55  0.— Artificial  respiraticn  by  bellows  apparatus  attached 
to  a tube  In  the  traebea. 

II.  4 10  0.— Blowing  ether  by  means  of  this  apparatus  diiectly 
into  the  trachea. 

I.  4 13  40.— Introduction  of  chloroform  by  means  of  a Junker’s 
inhaler  introduced  through  the  tracheal  tube 
down  to  the  bronchi,  and  pushing  it  until  death 
resulted.  Post-mortem.  — Temperature  97  6 F. 
Heart  pale  and  rather  friable.  Liver  very  pale 
and  soft. 

November  25th. — No.  120. 

Babbit  that  had  had  5 minims  of  liquor  atropina;  an  hour  before.  Into 
chloroform  box,  1 cubic  foot  in  area,  at  4h.  28m.  30s.  Diowsy  and 
vessels  of  the  ear  dilated  at  4 h.  29m.  Fallen  on  its  side  and  whining  at 
4 h.  29ra.  30s.  Breathing  stopped  at  4 h.  30m.  Taken  out  at  once  and 
artificial  respiration  commenced,  but  this  was  of  no  avail  though  con- 
tinued until  4h.  38  m. 

November  26th.— Nos.  121  and  122. 

No.  121.  Babbit.  5 minims  of  solution  of  atropine  sulphate  injected 
i;ito  the  thigh  at  7 h.  10  m.  20s. 

No.  122.  Babbit  that  has  not  had  atri 


A. 


C. 

D. 

K. 

F. 

G. 


Both  into  chloroform  at  ... 

Fell  down  on  side  at  

tat  up  again  at  

Struggling  at 

Crying  at 

Stertoious  breaihing  at  ... 

Fundus  01  the  eye  bluish  at 
Beating  time  with  feet  at  ... 

Stopped  bieatliiiig  at 
Taken  out  of  bo.x  and  artilici.il  respira- 
tion comnionced  at  .. 

Breathing  naturally  at 
Cornea  sensithc  at 

'Taken  out  of  box  though  still  breathing 

at  

Cornea  sensitive  at 
ISxcited  struggling  at . 

At  7 h.  38  m.  the  pupils  of  122  were  more  dilated  than  the  puiiils  of  121. 

November  26th.— Nos.  123  and  124. 

No.  123. 

Two  small  monki  ys,  weight  V lbs. 

H.  M.  .s. 

7 53  0 
7 56  30 


No, 

, 121. 

No.  122. 

II. 

M. 

.s. 

II. 

M.  S. 

7 

25 

15 

7 

2b  15 

7 

27 

5 

7 

27  5 

7 

27 

30 

/ Coniinued 

7 

27 

40 

1 on  his  side. 

7 

28  45 

7 

29  7 

7 

29  30 

7 

30 

15 

7 

30  15 

7 

31  5 

7 

31  30 

7 

32  30 

7 

32  45 

7 

33 

10 

7 

34 

20 

7 

35 

0 

Into  chloroform  in  a cubic  foot  liox  at... 

Fallen  down  at  

Struggling  at 


No.  124. 
8i  lbs. 
11.  M.  8. 

7 53  0 
7 56  30 
7 56  40 


Taken  out  of  box  at  

Chloroform  to  keep  quiet  at  

“ Under."  Stopped  chloroform  at... 

More  chloroform  again  at 

“ Under.”  Stopped  chloroform  at... 
More  chloroform,  3rd  time  on  inhaler 

front  of  tracheal  tube  at 

*•  Under.”  Stopped  chloroform  at... 

More  chloroform,  4th  time  at 

“ Under.”  Chloroform  stopped  at... 

More  chloroform,  5th  time  at 

“Under”  at  

Opened  trachea  at 

Canula  inserted  at 

Be-inserted,  having  slipped  out  at... 


tion  apparatus,  which  was  so  arranged 
as  to  blow  air  through  a separate  bottle 

Into  each  monkey  at  

Opening  the  thorax  at  

Heart  exposed  at 

Ether  in  bottle  at 

Chloroform  in  bottle  at  

Heart  stopped  


H. 

M. 

s. 

H. 

M. 

s. 

7 

57 

40 

7 

57 

40 

...  7 

59 

40 

7 

59 

40 

...  8 

0 

30 

8 

0 

T5 

...  8 

1 

53 

8 

6 

32 

...  8 

2 

30 

8 

7 

50 

in 

...  8 

7 

50 

8 

10 

30 

...  8 

7 

53 

8 

11 

52 

...  8 

11 

10 

8 

21 

30  Do. 

...  8 

11 

50 

8 

23 

10 

...  8 

16 

50 

...  8 

18 

0 

...  8 

9 

0 

8 

■7 

35 

...  8 

9 

5 

8 

8 

45 

...  8 

20 

7 

8 23  27 
8 24  30 
8 26  50 

8 32  30 
8 39  0 


8 23  27 
8 24  0 
8 27  0 
8 32  15 


November  26lh.— No.  125. 

Monkey  (medium-sized  Macacus).  Weight  lljlbs.  Into  chloroform 
box  at  9h.  20m.  Fallen  down  at  9h.  29  m.  15s.  Placed  on  board  at 
9h.  29m.  30  s.  Kept  quiet  with  chloroform.  Trachea  opened  at 
9h.  35m.  30s.  Tube  inserted  at  9h.  36m.  Artificial  respiration  kept  up 
by  bellows  apparatus  and  chest  opened.  Attempt  to  connect  with  Boy’s 
cardiomyograph  faiied.  Ether  began  at  lOh.  22m.  10s.  Heart  con- 
tracting very  feebly.  Fresh  air  10 h.  24  m.  30s.  Heart  just  moving  and 
no  more.  Flickering  until  10  h.  40  m. 

November  26th.— No.  126. 

Monkey  small.  Weight  4jlbs.  Into  bo.x  and  chloroform  given  at 
10 h.  36  m.  30s.  Fallen  down  at  10  h.  40  m.  45  s.  Trachea  opened  at 
10 h.  45m.  5s.  and  canula  inserted.  Kept  quiet  with  chloroform. 
Opening  thorax  at  11  h.  6in.  15s.  with  artificial  respiration  by  bellows 
apparatus.  Heart  exposed  at  11  h.  8 m.  30s.  5 cc.  of  ether  into  the 
bottle  of  the  apparatus.  Animal  “quite  out”  at  11  h.  11  in.  Cornea 
insensitive  at  11  h.  11  m.  50  s.  Heart’s  action  very  rapid  at  11  h.  13  m.  50s., 
but  still  acting  vigorously.  Chloroform,  same  quantity,  at  llh.  16m. 45s. 
(all  the  ether  had  evaporated).  Ventricle  stopped  at  llh.  17  ni.  45  s. 
Heart  flickering  at  11  h.  19  m.  Lungs  no  longer  contracting  at 
llh.  20m.  30  s.  All  right  again  at  llh.  21m.  50s.  Lungs  not  distending 
at  11  h.  24  m.  owing  to  apparatus  breaking  down.  3|  cc.  of  chloroform 
remained  in  the  bottle. 


November  26th.— No.  127. 

Small  monkey.  Weight  4*i  lbs. 

Into  chloroform  box  1 cubic  loot 
capacity. 

Still  standing  and  licking  the 
glass. 

More  chloroform  into  the  box  ... 

Fallen  down  

Taken  out  of  box  and  tied  on 
board. 

More  chloroform  in  ordinary  cap 

Stopped  getting  chloroform  ... ' 

Tracheotomy  commenced 


More  chloroform  

Stopped  chloroform  

More  chloroiorm 

Stopped  again 

Trachea  opened  

Glass  tube  into  trachea  

More  chloroform  on  ordinary  cap 
in  front  of  tube. 

Stopped  chloroform  

Tube  slipped  out  of  trachea  , ... 


More  chloroform  by  mouth 

Stopped  chloroform  

Glass  tube  inserted  again 

More  chloroform 

Stopped  chloroform  

More  chloroform 

Stopped  chloroform  

Connected  with  the  bellows- 
artifieial  resiiiration  ajipara- 
tus. 

Opening  thorax  

Chloroform  through  the 
bellows 


November  26th. — No.  128. 
Small  monkey.  Weight  4}  lbs. 
H.  M.  s. 

2 32  0 Into  chloroform  box  1 cubic 
toot  capacity. 

2 33  45  Fallen  down. 

2 35  45  Taken  out  of  box  and  tied 
on  to  board. 

2 37  0 
2 37  10 

2 38  0 
2 39  41 
2 40  10 
2 40  20 
2 40  35 
2 41  5 
2 41  53 

2 43  3 
2 43  37 
2 43  58 
2 45  38 
2 46  5 
2 47  30 
2 49  17 
2 .bn  27 
2 51  4 
2 51  35 

2 52  43 
2 53  10 
2 53  45 
2 54  15 
2 54  40 
2 55  10 
2 55  31 
2 55  52 
2 56  28 
2 57  43 
2 58  54 

2 59  30 

3 0 0 


Tracheotomy  commenced. 

Trachea  opened. 

Glass  tube  inserted. 

Having  chloroform  (cap  held 
before  tube). 

Stopped  chloroform. 


More  chloroform. 
Stopped  chloroform. 


More  chloroform. 
Stopped  chloroform. 


More  chloroform. 


Heart  exposed 


Stopped  chloroform. 
Connected  with  the  bellows, 
artificial  respiraf.ion  appa- 
ratus. 

3 0 21  Opening  thorax. 

Chloroform  through  the 
bellows. 

Heart  exposed. 


3 0 44 
3 1 52 
3 2 4 


Owing  to  a kink  in  t'le  tubes  No.  124  was  killed  hy  asphyxia  ; his 
irt  only  flickering  or  very  feehly  eontraeting  when  it  was  first 
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heart  only  flickering  or  very  . ..  . 

e.\j)()sed,  but  it  rontiiuicd  to  <lo  so  until  10  li.  48 lu.  \> itli  still  ii  faiut  con* 
traction  of  one  corner  of  tkie  auricle  at  11  h.  30 m. 


Description  of  Manometer  Experiments.  49 


ir,  M.  s. 


struggling  

3 2 25 

Struggling. 

3 3 10 

Lungs  not  expanding. 

3 3 20 

Expanding  imperfectly. 

Lungs  expanding  freely  

3 4 50 

Lungs  exj>anding  freely. 

3 5 10 

Ether  into  the  bottle. 

Cldoroform  into  the  bottle 

3 5 30 

Heart  distinctly  feeble  

3 5 35 

3 5 38 

Heart  very  rapid. 

3 7 7 

Jerkv  action  of  the  dia- 

Needle into  heart 

3 7 20 

phragm. 

Needle  into  heart. 

Another  needle  into  heart 

3 7 30 

3 8 45 

More  ether  into  bottle. 

Lungs  not  expanding 

3 9 40 

Cornea  sensitive. 

Heart  stopped  

3 12  5 

(Post-mortem  showed  clot  at 

3 14  45 

Ether  completely  evapo- 

the bifurcation  of  the 

rated. 

bronchi). 

3 15  5 

More  ether  into  bottle. 

3 17  30 

Needle  barely  moving. 

3 27  45 

Stopped. 

November  26th. — No.  129. 

November  26th.— No.  130. 

Small  monkey.  Weight  3J  lbs.  Small  monkey.  Weight  lbs. 

Into  chloroform  box  

H.  M.  S. 

3 31  32 

Into  chloroform  box. 

Drunk  

3 34  52 

Drunk. 

Fallen  down  

3 34  10 

3 34  22 

Fallen  down. 

Taken  out  of  box 

3 35  7 

Taken  out  of  box. 

3 35  35 

More  chloroform. 

More  chloroform  

3 36  0 

Stopped  chloroform. 

.Stopped  chloroform  

3 36  32 

3 36  57 

More  chloroform. 

More  chloroform 

3 37  24 

3 37  58 

Stopped  chloroform. 

Commenced  tracheotomy 

3 38  40 

3 38  50 

Commenced  tracheotomy. 

Stopped  chloroform  

3 39  0 

Trachea  opened  

3 39  48 

Glass  tube  inserted  

3 40  8 

3 40  10 

Stopped  chloroform  (com- 

More chloroform  

3 40  45 

mencement  not  noted). 

Stopped  chloroform  

3 42  0 

More  chloroform  

3 43  45 

Stopped  chloroform  

3 44  47 

• 

More  chloroform  

3 46  30 

3 46  50 

Tube  inserted  into  trachea. 

Stopped  chloroform  

3 47  25 

3 51  0 

More  chloroform. 

More  chloroform 

3 51  52 

Stopped  chloroform  

3 52  27 

More  chloroform 

3 53  15 

Stopped  chloroform  

3 53  41 

Stopped  chloroform. 

Connected  with  artitirial  re- 

3 55  0 

spiration  apparatus. 

Cornea  sensitive  

3 55  15 

Connected  with  apparatus ; 

Chloroform  through  bellows  ... 

3 56  0 

cornea  sensitive. 
Chloroform  through  bellows. 

Ten  minims  chloroform  into 

3 57  25 

bottle. 

3 57  43 

10  minims  chloroform  into 

Cornea  insensiftve  

3 58  0 

bottle. 

Cornea  sensitive. 

Opening  chest  

3 58  15 

Opening  chest. 

Heart  fully  exposed  

3 59  10 

Lungs  expanding  better  

4 0 0 

4 0 20 

Heart  exposed. 

5 cc.  ether  into  bottle 

4 2 24 

4 2 37 

5 cc.  chloroform  into  bottle. 

Needle  into  heart ... 

4 2 57 

Heart  beating  rapidly,  com- 

4 3 30 

Heart  very  feebly  beating. 

municating  movements  to 
the  abdominal  wall. 

4 3 55 

Needle  into  heart. 

5 cc.  more  ether  

4 8 0 

4 8 18 

5 cc.  more  chloroform. 

Needle  moving  less  vigorously 

4 8 40 

Needle  barely  moving. 

but  distinctly. 

4 10  0 

Very  slightly  moving,  if 

Needle  moving  slowly  but 

4 10  55 

at  all 

Absolutely  not  moving. 

4 12  3 

After  opening  pericardium 

steadily.  More  ether. 

heart  again  flickered. 

Heart  stopped 

4 12  20 

November  27th.— No.  132,  3Jlbs. 

No.  131,  3i  lbs. 

Medium-sized  monkey. 

Medium-sized  monkey. 

Into  chloroform  box  

8 24  20 

Into  chloroform  box. 

8 26  0 

Drooping. 

More  chloroform  into  box 

8 27  18 

More  cliloroform  into  box. 

8 27  47 

Fallen  against  the  side. 

8 28  50 

Down  and  breathing  ster- 

8 29  65 

torously. 

Taken  out  of  box  and  tied 

Fallen  down  

8 30  10 

on  to  a board. 

taken  down  and  tied  on  to  a 

8 31  8 

board. 

8 31  32 

More  chloroform  into  the 

8 32  22 

box. 

Stopped  chloroform  and 

More  chloroform 

8 33  20 

cuiiiiiienced  traclieotomy. 

•Stopped  chloroform  and  begin 

H.  M.  a. 
8 34  4 

tracheotomy. 

8 34  49 

Trachea  opened. 

8 35  9 

Tube  inserted  into  trache.i 

8 35  51 

More  chioroform. 

Trachea  opened  

8 36  33 

Tube  inserted 

8 36  55 

Uespiration  stopped  & artificial 

8 37  45 

respiration. 

8 38  5 

Stopped  chloroform. 

8 39  15 

More  chloroform. 

8 40  2 

Stopped  chloroform. 

Pressure  had  probably  been 

8 43  20 

made  on  the  chest  by  the  ope- 
rator, who  had  operated  from 
below  and  covered  the  chest 
w ith  his  hands. 

No  heart  sound  audible:  needle 

8 44  15 

into  heart. 

Needle  feebly  moving ; continue 

8 45  10 

More  chloroform  ; strug- 

artifleial respiration. 

gling- 

Abandoned  

8 46  23 

Stopped  chloroform. 

No.  134. 

Another  medium-sized  monkey. 
Weight  4 lbs. 

Into  chloroform  box  

H.  M.  S. 
8 51  3 

Still  sitting  up  and  looking 

8 52  46 

More  chloroform. 

about  him. 

Leaning  against  the  side 

8 53  37 

Stopped  chloroform. 

Still  moving  about  

8 56  23 

Fallen  down  

8 57  58 

Taken  out  of  box 

8 58  5 

More  chloroform  on  cap  

8 59  0 

Chloroform  stopped  ; tracheo- 

9 1 25 

More  chloroform. 

tomy  begun. 

9 152 

Stopped  chloroform. 

Trachea  opened  

9 2 7 

Tube  inserted  

9 2 18 

More  chloroform 

9 3 9 

9 3 29 

More  chloroform. 

9 3 50 

Stopped  chloroform. 

Stopped  chloroform  

9 3 55 

Attached  to  bellows  apparatus... 

9 4 5 

Attached  to  bellows  appa- 

9  4 31 

ratus. 

Opening  thorax. 

Commenced  to  open  thora-x  and 

9 5 5 

Artificial  respiration  begun. 

artificial  respiration  begun. 

A little  chlorofoi-m  into  bottle 

9 6 45 

9 6 27 

Heart  exposed. 

More  chloroform  into  bottle  ... 

9 7 27 

“Over”  and  proceed  with  ope- 

9 8 0 

ration. 

Heart  exposed 

9 8 57 

Pericardium  opened  

9 9 40 

Chloroform  into  bottle. 

9 10  30 

Quite  over. 

9 10  35 

Needle  into  heart. 

9 10  20 

Bottle  emptied. 

9 11  35 

Needle  taken  out  of  heart. 

Cornea  sensitive  

9 12  30 

9 12  50 

Ether  into  bottle  5 cc. 

5 cc.  chloroform  into  bottle 

9 13  10 

Needle  into  heart 

9 13  30 

Needle  into  heart. 

9 15  5 

5 cc.  more  ether  into  bottle. 

5 cc.  chloroform  

9 15  45 

9 17  0 

Heart  beating  rapidly. 

9 17  55 

Ether  all  evaporated. 

10  ce.  more  ether  into  bottle. 

5 cc.  chloroform  

9 19  20 

Left  ventricle  hardly  acting; 

9 21  20 

right  better. 

9 21  55 

Pericardium  removed. 

Heart  feebly  dickering  

9 22  40 

9 24  34 

8 cc.  etlier  into  bottle. 

9 29  43 

Another  needle  into  heart. 

Needle  absolutely  still 

9 38  0 

9 39  55 

Connexion  between  needle 

9 44  15 

and  a time-marker  (vide 
tracing) 

More  ether  into  bottle. 

8 51  5 

Artificial  respiration  stopped 

(after  which  it  made  spon- 
taneous I espiratory  move- 
ments about  every  fourth 
second). 

10  0 0 Artificial  respiration  com- 
menced. He  came  round 
and  breathed  spontane- 
ously again  {vUlt  tra<  ing 

10  24  0 Artificial  respiration  begun 
again. 

10  27  0 Chloroform  into  bottle. 

10  37  0 Needle  taken  out.  lleart 
still  heating. 

10  48  30  Finally  stopped,  but  still 
remained  irritable,  so  that 
it  l>egan  beating  again 
when  needle  was  put  into 
it. 

November  27th. — No.  133. 

Horse  thrown  and  given  chloroform  on  a nose-bag  at  10  h.  50  m. 
Loop  under  right  vagus  at  10  li.  55  in.  45  s.  Kight  carotid  ligatured  at 
10  h.  57m.  4Us.  Canula  inserted  at  11  h.  I m.  Connexion  wi  h 
manometer  at  11  h.  17  m.  55s.  while  horse  was  on  the  floor.  (He  was 
afterward.s.  11  li.  42m.  30s.,  raised  on  to  the  table.) 

Two  Ludwig  and  two  Fick  tracings. 


50  The  Lancet  and  the  Hyderabad  Commissions  on  Chloroform. 


UOkki  cut  WHS. 

A.  Ordinary  chloroform  administration. 

B.  Slight  struggling. 

C.  Pushing  chloroform  until  respiration  stopped ; death  resulted 

ill  spite  of  long-continued  artificial  respiration. 

Hepeatcd  attempts  were  made  to  irritate  the  \ agus,  but  they  failed  as 
the  nerve  was  never  exposed. 


November  27th. — No  135. 

Medium-sized  monkey.  Weight  13  lbs.  Temperature  of  room 
235  Cent.  Into  chloroform  box  at  2 h.  22  ra.  35s.  Placed  on  the  table  at 
2 h.  27 m.  42s.  and  kept  quiet  with  chloroform.  Temperature  in  rectum 
102  6F.  at  2 h.  37m.  30s.  Artery  ligatured  at  2 h.  45m.  25s  Canula 
inserted  at  2h.  48  m.  10s.  Loop  under  both  vagi.  Connexion  made 
witli  manometer  at  2h.  59m.  50s.  Three  Ludwig  and  three  Pick 
tracings. 

Observations. 

A.  Ordinary  chloroform  administration  and  struggling. 

B.  Double  ligature  and  division  of  the  right  v'agus. 

C Irritation  of  the  central,  and 

D.  Peripheral  end  of  the  vagus. 

E.  Injection  of  10  grains  of  chloral  into  the  peritoneum,  and 

afterwards  irritation  of  the  central  and  peripheral  end  of  the 
right  vagus. 

F.  Exposure  and  ligature  of  the  femoral  artery. 

G.  Opening  the  trachea  and  tying  a small  glass  tube  into  it. 

II.  Closure  of  the  tracheal  tube  so  as  to  produce  almost  complete 
asphyxia. 

I.  Pumping  chloroform  vapour  into  the  closed  tube  by  means  of 
Junker’s  inhaler  while  the  respirations  are  still  embarrassed 
and  consequent  speedy  death. 

While  the  chest  was  being  opened  air  suddenly  rushed  in,  and  it  was 
thought  that  spontaneous  respiration  was  going  to  recommence,  but 
there  was  no  real  spontaneous  movement.  After  death  chloroform  was 
injected  with  much  force  into  the  femoral  artery  and  produced  com- 
plete rigidity  of  the  limb. 


November  25th. — No.  136. 

Goat,  young  male,  weight  16  lbs.  Into  chloroform  box  at 

10  h.  48  m.  20  s.  Fallen  down  and  taken  out  of  box  at  10  h.  59  m.  20  s. 
Placed  on  the  board  and  kept  quiet  with  chloroform.  Loop  under  both 
vagi.  Ligatured  the  left  carotid  at  11  h.  9m.  26  s.  Canula  inserted  at 

11  h.  11m.  47s.  Temperature  in  rectum  102’6F.  at  11  h.  18m.  20s. 
Connexion  with  manometers  at  11  h.  19m.  20s.  One  Ludwig  and  one 
Fick  tracing. 

Observations. 


H.  M.  s. 

A.  11  11  30. — Ordinary  chloroform  administration ; holding 

breath. 

B.  11  25  10. — Pushing  chloroform  until  respiration  had  almost 

ceased. 

C.  11  30  0. — General  convulsions;  respiration  ceased  at 

11  h.  28ra.  20s. 

D.  11  30  30. — Artificial  respiration  was  commenced  some  minutes 

after  the  respiration  had  entireW  ceased  and 
failed  to  restore  the  animal.  The  case  was  com- 
plicated by  a very  distended  stomach  and  the 
fact  that  the  trachea  was  filled  with  fluid  at  an 
early  stage.  It  was  thought  that  some  of  tlie 
contents  of  the  stomach  found  their  way  into  the 
' air  passages  during  the  convulsions  or  even  before 

they  occurred.  A needle  was  inserted  into  the 
heart  at  11  h.  34m.  Os.  and  moved  rhythmically 
until  11  h.  41m.  40  s. 


Observations. 

H.  M.  s. 

A.  8 4 30. — Administration  of  ether  on  a cap. 

B.  8 34  0. — Struggling. 

C.  8 44  30. — Pushing  ether  until  respiration  had  almost  ceased 

and  only  occasional  gasping  continued. 

D.  8 53  30. — Pushing  ether  with  the  cap  covered  with  mackintosh 

until  death  ensued. 

In  this  and  the  next  experiment  the  respiration  was  registered  by  a 
system  of  Marey’s  tambours  connected  with  a pin  in  the  chest  wall,  the 
marker  running  below  the  manometer  tracing. 


November  29th. — No.  139. 

Small  eat,  weight  6J  lbs.  Chloroform  given  at  9 h.  29  m.  20  s.  Fallen 
down  at  9 h.  31  m.  45s.  Placed  on  the  table  at  9 h.  35m.  40s.  During 
the  operation  of  exposing  the  carotid  the  cornea  was  quite  insensitive, 
but  there  was  whining  respiration.  Artery  ligatured  at  9h.40m.  Ms. 
Canula  inserted  at  9h.  42m.  20s.  Connexion  with  manometer  at 
about  9 h.  50 m.  30  s.  One  Ludwig  and  one  Fick  tracing. 

Observations. 

H.  M.  8. 

A.  9 51  50.— Ordinary  chloroform  administration. 

B.  9 58  50. — Pushing  ohloroform  until  death  ensued. 

The  trace  was  interrupted  just  before  the  end  by  clots  in  the  tube. 

November  29th.— No.  140. 

Moderate-sized  monkey,  weight  lljlbs.  Temperature  of  the  room 
21  Cent.  Into  chloroform  in  a cubic  foot  box  at  lOh.  42m.  15s.  Fallen 
against  the  side  of  the  box  at  10  h.  4'7m.  20  s.  A little  more  chloroform 
into  box  at  lOh.  48m.  45s.  Down  at  lOh.  49m.  10s.  Eyes  still  blink- 
ing. Taken  out  of  box  at  lOh.  50m.  20s.  and  kept  quiet  with  chloro- 
form. Temperature  103  F.  in  rectum.  Canula  inserted  into  carotid 
11  h.  5 m.  30s. 

One  Ludwig  and  one  Fick  tracing. 

Observations. 

H.  M.  8. 

A.  11  12  40. — Ether  administration  on  a cap  covered  with  a small 

piece  of  mackintosh  which  failed  to  keep  the 
animal  thoroughly  under,  though  the  cornea  was 
insensitive,  struggling  oceurring  when  a pin  was 
thrust  into  the  chest. 

B.  11  20  35. — Ether  administration  plus  asphyxia  by  enveloping 

the  head  completely  in  mackintosh. 

C.  11  27  50. — Asphyxia  by  the  same  means  without  ether. 

D.  11  32  20. — Pushing  ether  phis  asphyxia  until  death  resulted. 
The  trace  was  interrupted  before  the  death  of  the  animal  by  a clot  in 

the  tubes. 

• November  29th. — No.  141. 

Large  goat,  weight  66  lbs.  Chloroformed  by  a nose-bag  while 
standing  at  2h.  18m.  51s.  Thrown  down  at  2n.  19m.  50s.  Cornea 
insensitive  at  2h.  20  m 40s.  and  chloroform  stopped,  the  animal  lying 
quite  quiet  while  being  tied  down  on  to  the  table.  Some  salivation. 
Cornea  sensitive  at  2 h.  22  m.  40s.  More  chloroform  at  2h.  23m.  10s. 
Cornea  insensitive  at  2h.  25  m.  30  s.  and  chloroform  stopped.  Left 
carotid  ligatured  at  2 h.  27m.  40s.  More  chloroform  at  2h.  31m.  28  s. 
Stopped  chloroform  at  2 h.  33  m.  3 s.  More  chloroform  at  2 h.  35  m.  48s. 
Stopped  chloroform  at  2h.  36  ro.  35s.  More  chloroform  at  2 h.  38m.  50s. 
Canula  inserted  into  the  artery  at  2h.  41m.  Stopped  chloroform  at 
2b.  41m.  52s.  More  chloroform  at  2h.  43m.  31s.  Connexion  made 
with  manometers  at  2h.  44  m.  45s. 

One  Ludwig  and  one  Fick  tracing. 

Observations. 


November  28th. — No.  137. 

Goat,  young  male,  weight  15J  lbs.  Into  chloroform  box  at 
11  h.  46m.  43s.  Pell  down  at  12 h.  2 m.  30 s.  and  taken  out  of  box,  but 
still  quite  sensitive.  More  chloroform  from  time  to  time  to  keep  it 
under.  Holds  its  breath  like  the  other  goat  whenever  chloroform  is 
given.  Temperature  in  rectum  at  12  h.  8m.,  103’6  F.  Artery  ligatured 
at  12  h.  11m.  15  s.  Canula  inserted  at  12  h.  12  m.  50s.  Connexion 
with  manometer  at  12  h.  16  m.  Two  Ludwig  and  one  Fick  tracing. 


H.  M.  s. 

A.  2 48  40. — Pushing  chloroform  until  respiration  ceased  (tutie 

Fick  3). 

B.  2 52  0. — Artificial  respiration. 

C.  2 58  35. — Pushing  chloroform  until  death  ensued. 

D.  3 1 0.— Thrusting  needle  into  the  heart.  The  depressing 

effect  of  this  operation  is  seen  in  the  Ludwig 
trace. 

Post-mortem— Temperature  99’6F. 


Observations. 

H.  M.  8. 

A.  12  18  10.— Ordinary  chloroform  administration  showing  the 

effect  on  the  tracing  of  holding  the  breath,  and  of 
irregular  jerking  respiration. 

B.  12  25  40.— Irritation  of  the  lift  vagus  nerve  (vide  Fick  4). 

C.  12  37  30.— Pushing  chloroform  and  irritating  the  left  vagus. 

Pulse  reduced  from  80  to  20  (vide  Fick  6). 

U.  12  45  40. — The  same,  only  for  a much  longer  time,  after  which 
the  animal  died  in  spite  of  artificial  respiration, 
which,  however,  for  some  reason  was  never 
efficient,  no  air  passing  in  and  out  of  the  chest. 
Pulse  reduced  from  80  to  48. 

On  opening  the  chest  a large  quantity  of  blood  was  found  in  the  left 
pleural  cavity. 

Jfemarlrs.— Tracing  No.  137  shows  the  effect  of  irregular  breathing  in 
chloroform  administration,  cau.sing  a corresponding  irregularity  of  tlie 
blood-pressure.  It  also  shows  the  effect  of  electrical  irritation  of  the 
vagus,  producing  complete  stoppage  of  the  heart  for  17  seconds  with- 
out any  bad  result.  This  tracing  shows  the  safeguard  effect  of  slowing 
the  circulation  by  irritation  of  the  vagus.  The  first  time  this  was  done 
during  cliloroform  administration  it  reduced  the  pulse  from  80  to  20  a 
minute,  and  the  chloroform  bad  no  effect.  The  second  time  the  pulse 
was  only  reduced  from  80  to  48;  the  chloroform  inhalation  was  kept  up 
much  longer,  and  gradual  death  ensued. 

November  29th. — No.  138. 

Temperature  of  room  20  Cent.  Cat,  weight  65  lbs.  Into  chloroform 
at  7h.  58m.  5s.  More  chloroform  into  the  box  at  8h.  Im.  55s. 
Struggling  at  8 h.  2m.  Fallen  down  at  8 h.  2ni.  15s.  Tied  on  to  ralibit 
board  and  given  chloroform  from  time  to  time  to  keep  it  under. 
Temperature  in  the  rectum  ICO'6  F.  at  8h.  9 m 45  s.  and  artery 
ligatured.  Connexion  w ith  manometer  at  8 h.  1 m.  25  s. 

Two  Ludwig  and  one  Fick  tracing. 


November  20th. — No.  142. 

Horse  thrown  and  given  chloroform  at  3h.  19m.  45s.  very  freely,® 
and  while  struggling  chloroform  bad  been  stopped  about  one  minute  (?) 
when  respiration  was  noticed  to  have  stopped  at  3 h.  23  m.  30s.  Artificial 
respiration  commenced  at  once.  No  pulse  at3h.  25  m.  45  s.,  and  the 
animal  was  not  restored  to  life. 

November  29th. — No.  143. 

(In  the  presence  of  His  Highness  the  Nizam.) 

Large  goat,  weight  70  lbs.;  given  chloroform  in  a bag  while  standing 
at  3 h.  35  m.  55  s.  Tlirown  down  at  once.  Still  bleating  at  3 h.  37  ra.  5 s. 
Stoppe<l  chloroform  at  3h.  37m.  50s.,  and  while  he  was  being  carried 
and  put  on  the  table  respira'ion  stopped  at  3 h.  38  m.  Artificial 
respiration  commenced  at  once;  breathing  naturally  3h.  38m.  55s. 
Cornea  sensitive.  More  chloroform  at  3 u.  42m.  25  s.  Stopped  at 
3h.43m.  2s.  Artery  ligatured  at  3 h.  43m.  20s.  Temperature  102 P.  In 
rectum.  Temperature  of  the  room  23J  Cent.  Canula  inserted  at 
3b.  46m.  15s.  More  chloroform  at  3h.  47m.  30s.  Connexion  made 
with  the  manometers  at  3h.  50m.  30s.  One  Ludwig  and  one  Pick 
tracing. 


A.  3 51  6. — Ordinary  chloroform  administration. 

B.  3 51  30.— Violent  struggling  (during  w'hich  the  marker  was 

pushed  over  the  top  of  the  drum  on  several 
occasions  hy  the  violent  oscillations  in  the 
pressure,  and  the  tracings  are  consequently  Im 
perfect). 

C.  3 58  0.— Pushing  chloroform  until  respiration  ceased. 

D.  4 3 50.— Artificial  respiration. 


* A pint  of  chloroform  w as  said  to  have  been  poured  into  the  nose 
bag. 


Description  of  Manometer  Experiments. 
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n.  M.  s. 

E.  4 5 10.— Pushing  chloroform  until  respiration  had  ceased  for 

some  time,  and  failure  to  restore  the  animal  by 
artificial  respiration. 

F.  4 9 30. — The  last  iiieffecti\  e gasps  are  shown  on  the  Ludw  ig 

tracing. 

November  29th.— No.  144. 

(In  the  presence  of  H if  Highness  the  Nizam.) 

Small  horse,  thrown  at  4h.  24  m.  15s.  Given  chloroform  in  a nose- 
bag at  4 h.  26  m.  55  s.  Struggling  until  4h.  28  m.  35s.  Operation  to  tie 
artery  commenced  at  4 h.  28  m.  55  s.  Stopped  chloroform  at  4 h.  29  m.  35  s. 
More  chloroform  at  4 h.  30  m.  10  s.  Stopped  chloroform  at  4 h.  31m.  15  s. 
Loop  under  left  vagus.  Ligature  left  carotid  artery  at  4h.  31m.  .50s. 
More  chloroform  at  4 h.  33m.  17 s.  Stopped  cldoroform  at  4 h.  35  m.  40  a. 
Cannla  inserted  in  4 h.  36  m.  More  chloroform  at  4 li.  37  m.  30  s.  Stopped 
cbloroform  at  4 h.  39  m.  One  Ludwig  and  one  Fick  tracing. 


Observations. 

H.  M.  s. 

A.  4 44  0. — Ordinary  chloroform  administration. 

B.  4 47  10.— Irritation  of  left  vagus  three  times,  the  second  and 

third  noticed  on  Fick  readings  2 and  3. 

C.  4 50  30. — Pushing  chloroform  until  respiration  ceased. 

1).  5 0 0. — Artificial  respiration.  Pushing  chloroform  for  9 

minutes  with,  at  the  same  time,  irritation  of  the 
ieft  vagus  for  more  than  7 minutes. 

The  respiration  ceased  after  the  irritation  was  discontinued,  and  the 
chloroform  was  then  stopped.  Pressure  continued  to  fall  and  artitieial 
respiration  failed  to  restore  the  animal.  The  trace  ends  after  5 h.  11  m., 
but  artificial  respiration  was  continued  until  5li.  15  m.  A needle  then 
thrust  into  the  heart  did  not  move.  Thorax  opened  and  heart  still  at 
5h.  20  m. 

November  29th.— No.  145. 

(In  the  presence  of  His  Highness  the  Nizam.) 

Monkey,  large  sized  female  (Macacus).  Into  chloroform  box  one  cubic 
foot  at  5 h.  33  m.  20s.  Fallen  against  the  side  at  5h.  34  m.  30s.  Fallen 
and  taken  out  of  box  at  5h.  35  m.  27  s.  Morechloiotorm  at  5 h.  36m.  14s. 
Stopped  chloroform  r,t  5h.  37  m.  5s.  Commenced  incisions  in  the  neck 
5h.  37m.  43s.  More  chloroform  at  5h.  39m.  20s.  Stopped  chloroform 
5h.40m.  5s.  Divide  sterno  cleido  mastoid  muscle  at  5h.  40m.  27  s. 
Loop  under  left  vagus  at  5h.  41m.  37  s.  More  chloroform  at  5h.  42  m.  6 s. 
Stopped  chloroform  at  5h.  42  m.  43  s.  Open  tracliea  at  5 h.  42m.  47s. 
Tube  inserted  into  trachea  at  5h.  43  m.  Opening  chest  wall  while 
artificial  respiration  maintained  by  means  of  a Junker  bellows.  Chloro- 
form from  time  to  time  a few  whiffs  at  5h.  44  m.  15  s.  Opening  the 
peripardium  at  5h.  47m.  50s.  Needle  inio  heart  at  5h.  48m  30s. 
Irritation  left  vagus,  coil  5,  at  5h.  50  m.  35  s.  Stopped  irr  itation  at 
5 h.  50  m.  47s.  Irritation  left  vagus  at  5 li  51m.  10  s.  Stopped  irrita- 
tion at  5 h.  51m.  27s.  Chloroform  at  5h  52m.  3 s.  Irritation  of  left 
vagus  at  5h.  52m.  37s.  Stopped  irritation  at  5h.  52 nr.  47s.  Stopped 
artificial  respiration  and  chlorofortrr  5h.  53rn.  22s.  Diaphragm  con- 
tracting rhythmically.  Heart  slow  artd  feeble  at  5h.  53  rn.  30  s.  Heart 
almost  stopped.  Began  artificial  respiratiorr  again  at  5lr.  54  m.  35  s. 
Heart  more  vigorous  at  5h.  55ttr.  27s.  Irritation  of  left  vagus  not 
acting  made  hirtr  cough,  coil  6,  at  5 h.  56rrr.  Ir-ritation  leit  vagirs, 
coil  6,  at  5h.  56  nr.  35s.,  acting  fully.  Ir  ritation  of  left  vagus  continued 
at  5h.  56  m.  57  s.  Chloroform  at  5h.57ttr.  15  s.  Stopped  irritation  at 
5h.  57m.  40s.  Irritation  of  left  vagus  again  at  5 h.  58rrt.  23s.  Coils 
run  up  to  zero  at  5h.  59rtr.  20s.  Tire  heart  stopped  at  first,  but  is  now 
going  again.  Stopped  irritation  at  5h.  59m  46s.  Irritatiorr  of  vagus 
again  at  6 h.  Om.  20s.  Run  up  to  zero  at  6 h.  0 m.  30. s.  Stop  up  outlet 
for  air  at  6h.  2 nr.  23s.  Stop  chloroform  and  artificial  respiration  at 
6h.2m.55s.  Stop  irritation  at  6 h.  3m.  10s.  Air  let  out  of  the  chest 
at  6h.  3 m.  35  s.  Artificial  respir.ition  again  at  6h.  3m.  55s.  Heart 
hardly  beating  at  6 h.  5 m.  15 s.  Heart  stopped  at  6 h.  6 m.  30  s. 

November  30.— No.  146. 

Dog,  weight  35  lbs.,  that  has  had  three  doses  of  phosphorus,  one  grain 
each  day,  on  the  25th,  26th,  and  27th  instant  respectively.  [Of  twelve 
dogs  similarly  dosed  four  have  already  died.]  Into  chloroform  box  at 
10  h.  27  m.  50  s.  Fallen  down  at  10  li.  32  m.  25  s.  On  the  table  at 
lOh.  33m.  15s.,  and  given  chloroform  from  time  to  time.  Left  carotid 
ligatured  and  canula  inserted  into  it.  Connexion  with  manometers  at 
l0h.56m.  35s.  Two  Lvidwig  and  one  Fick  tracing  during  administra- 
tion of  ether  persistently,  with  more  or  less  perfect  exclusion  of  air, 
until  death  resulted.  (See  p.  62 .)  Both  sides  ot  the  heart  distended 
with  venous  blood.  Heart  and  liver  both  iatty. 

Observation. 

H.  M.  8. 

A.  10  50  0. — Ether  administered  witli  very  little  air.  This  obser- 
vation. especially  the  Fick  readings,  shows  again 
that  ether  lias  precisely  the  same  action  as  chloro- 
form, but  is  less  intense. 


November  30th.— No.  147. 

Another  pariah  to  which  phosphorus  has  been  given  as  in  the  case  of 
146.  Is,  however,  more  sickly.  Into  chloroform  box  at  11  h.  32  m.  57s. 
Fallen  down  at  11  h.  40  m.  41s.  Placed  on  the  table  and  kept  quiet 
with  chloroform.  Canula  inserted  i to  artery  at  11  h.  51m.  7s. 
One  Ludwig  and  one  Fick  tracing  during  the  administiation  of  chloro- 
form persistently  until  death  resulted  (see  page  62).  At  the  com- 
mencement there  was  a sudden  fall  of  piessare— the  result  of  holding 
the  breath. 

Observation. 


H.  M.  s. 

A.  11  59  45.— Chloroform.  The  animal  held  its  breath,  the  effect 
being  well  seen  in  Fick  3.  Tlie  pressure  fell 
rapidly  and  several  deep  gasps  were  taken.  The 
respiration  slopped  at  i2n.  Im.  25s.  The  heart 
continued  beating  till  12 h.  8 in.  Os. 


November  30th. — No.  148. 


A thin  phosphorus  dog  of  the  same  batch  as  146  anil  147.  (Has  had 
chloroform  this  morning,  but  was  revived  by  artificial  respiration.) 
Into  chloroform  box  at  2h.  30  m.  37  s.  Fallen  down  at  2h.  40  m.,  and 
taken  out  of  box.  Placed  on  the  table  and  kept  under  with  chloroform. 
Artificial  respiration  at2h.  42m.  20s.  until  2h.  42m.  50s.  Aitery 
ligatured  and  canula  inserted.  Connexions  with  manometers  at 

E 2 


2h.  49m.  50s.  Thicc  and  four  Fick  tracings  j bowing  the 

effect  (»f  (u)  giving  cliloroform  on  a cap  crammed  on  over  the 

face  so  as  to  partially  asphj'.xiat-e  the  animal,  compared  with  the 
gradual  fall  of  pressure  that  occurs  when  chloroform  is  properly 
adniinibtercd  witli  air;  (5)  giving  ether  in  the  same  way;  (c)  giving 
ammonia  in  the  same  way  ; {d)  holding  the  dog’s  mouth  and  nose  so  as 
to  produce  asphyxia  witliout  chloroform  or  ether,  and  (6)  irritation  of 
the  right  vagus.  Tlie  dog  was  eventually  killed  by  making  him  inhale 
concentrat-ed  chloroform  vapour  through  a tube  tied  into  the  trachea. 

Hemarks.—Expevinieut  148,  Ludwig  1.,  II.,  III.,  and  Fick  I.,  II., 
III.,  IV.,  shows  the  difference  between  chloroform  administration 
((t)  when  the  respiration  is  embarrassed  by  struggling  and  bolding  the 
breath  consequent  on  the  attempt  to  make  the  animal  inhale  unduly 
strong  vapour,  and  (6)  when  cldoroform  vapour  Is  diluted  and  the 
respiration  is  natural  and  free.  If  Ludwig  I.  and  Fick  I.  and  II.  are 
carefully  examined,  it  will  be  found  that  every  time  chloroform  is 
given  with  insufficient  air  so  as  to  cause  the  aidmal  to  hold  its  breath 
and  struggle  from  asphyxia,  irregularity  of  the  blood-pressure  was 
produced,  which  recurred  when  the  animal  was  recovering.  This 
corresponds  exactly  with  the  irregularity  in  the  Glasgow  traces 
A,  B,  &c.,  on  the  one  hand,  and  on  the  other  in  the  irregularity 
caused  by  artificial  stimulation  of  the  vagus.  With  reference  to 
this  point,  compare  traces  137,  Ludwig  I.,  between  12.25  and 
12.26,  with  trace  148,  Ludwig  I.,  between  3.1  and  3.3.  It  was  in  Experi- 
ment 148  that  the  Commission  first  became  fully  aware  of  the  vital 
importance  of  natural  respiration  in  chloroform  administration.  The 
tracings  show  that  even  the  slightest  struggling  (vide  Ludwig  II.,  3.36 
to  3.39),  or  interference  with  respiration  (yfde  Ludwig  III.,  4.2  to  4.5) 
caused  a corresponding  irregularity  in  the  blood-pressure.  But  when- 
ever the  chloroform  was  given  so  that  the  respiration  was  natural  the 
blood  pressure  was  perfectly  regular,  as  is  seen  in  Ludwig  I.  at  3.17  and 
Fick  III.,  reading  12.  The  tracings  of  Experiment  148  also  show  the 
effects  of  simple  asphyxia  and  of  electrical  irritation  of  the  vagus  for  20 
seconds  {vide  Fick  IV.,  reading  23).  (See  page  65). 
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Observatiom, 

H.  M.  S. 

2  50  0.— Chloroform  on  a cap  held  close  over  the  face;  the 
animal  struggled  and  held  its  breath.  There  was 
a rapid  and  irregular  fall  of  pressure  {\nde 
Fick  2). 

2 53  30.— Chloroform  in  the  same  way;  same  effects  produced 

(vide  Fick  3). 

3 1 30.— Chloroform  in  the  same  way  ; same  effects  produced. 

but  to  such  a marked  degree  that  it  was  thought 
a clot  had  collected  in  the  tubes  see  Fick  4), 
Interruption. 

3  12  0.— Chloroform  as  before;  same  effects  produced  (note 
Fick  6). 

3 17  0. — Chloroform  with  sufficient  air  to  ensure  regular 
breathing;  there  was  no  .struggling  or  holding  of 
the  breath,  and  no  irregularity  of  the  blood- 
pressure  or  circulation.  Fick  7 is  worthy  of 
notice,  though  it  records  the  pulse  as  the  animal 
was  almost  coming  round. 

3 21  10. — Chloroform  with  insufficient  air;  same  effects  as  at 
A,  B,  and  C ; shown  very  markedly  in  Fick  8. 

3 35  0. — Inhalation  of  ammonia. 

3 36  45. — Chloroform  again  with  plenty  of  air.  There  was 
slight  struggling  at  first  and  slight  corresponding 
irregularity  in  the  fall  of  blood-pressure.  Fick  12, 
taken  when  the  pressure  was  getting  very  low, 
shows  beautifully  the  regularity  of  the  pressure 
and  pulse  tracing  w hen  i.lie  breathing  is  regular, 
and  ought  to  be  contrasted  and  compared  with 
Fick  2,  3,  4,  6,  8,  and  11. 

3 45  50. — Ether  on  cap  held  close  over  the  face ; struggling 
and  holding  the  breath.  Fick  14  and  15  show 
effects  on  the  piessure  and  pulse,  similar  to  those 
produced  when  chloroform  is  giV'  u in  the  same 
way.  Compare  Fick  14,  15,  and  lb  with  Fick  7, 
8,  and  9. 

3 54  20.-— Simple  asphyxia  showing  rapid  fall  of  pressure  and 

irregular  puUe  (vide  Fick  17). 

4 1 25. — Chloroform  again  with  plenty  of  air.  Breathing 

slightly  irregular  from  groaning;  there  is  a cor- 
responding slight  irregularity  in  the  tracing. 

4  15  15.  — Electiical  irritation  of  right  vagus:  coil  10. 

4 16  40.— Chloroform  again  with  sufficient  air  to  ensure 
regular  breathing.  This  observation  was  inter- 
rupted by  clotting  in  the  tubes. 

4 20  0.— Electrical  irritation  of  right  vagus  : coil  10. 

4 31  0.— (All  open  tube  had  been  placed  in  trachea  in  the 
iii  erval.)  Cldorofcrm  on  cap  over  the  mouth  of 
the  tube.  Effect  kept  up  by  artificial  respiration 
tilt  death  ; heart  stopped  at  4 h.  41  m.Os. 

4 42  0. — Artery  cut;  jiressure  fell  to  zero. 

If  the  Fick  tracings  of  Experiment  No.  148  be 
compared  w it  li  t he  photographic  reprodm'tion  of 
tracings  A and  C of  i lie  Glasgow  Committee,  it  will 
be  seen  that  they  are  identical,  and  that  the  slow 
action  of  the  heart,  with  great  fall  of  pressure, 
which  the  Glasgow  Committee  attiihuted  to  some 
capricious  action  of  chloroform  upon  the  lieart, 
was  undouhtedly  due  to  stimulation  of  the  vagus 
from  asphy.xia.  The  tracings  of  the  Glasgow 
Committees  e.xperinients  show  nothing  more 
tiian  that  cldoroform  lowers  the  blood-pressure, 
and  Dial  sometimes  under  chlorofoim  tlie  fall  of 
pressure  is  sudden  ami  irregular.  When  once  it 
is  proved,  as  it  is  by  the  experiments  of  the 
Hyderabad  Commission,  that  there  is  no  danger 
in  either  sudden  or  gradual  falls  of  the  blood- 
pressure,  unless  the  heart  is  weakened  by  inter- 
ference witli  its  nutrition,  the  whole  of  the 
Glasgow  Committee’s  contention,  with  regard  to 
the  danger  of  chloroform  to  the  heart  and  the 
necessity  for  feeling  the  pulse  during  its  adminiih 
tration,  falls  to  the  ground. 
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The  Lancet  and  the  Hyderabad  Commissions  on  Chloroform. 


December  2nd.— No.  149. 

Monkey  of  fair  size.  Temperature  of  t he  room  19  Cent.  Into  chloroform 
box  at  8h.  20m.  50s.  Fallen  down  at  8h  24m.  40s.  Placed  on  the 
table  at  8h.  25m.  40s.  and  kept  quiet  with  chloroform.  Left  carotid 
ligatured  and  canula  inserted  into  it.  Fight  carotid  looped.  Trachea 
opened,  and  a glass  tube  connected  with  the  india-rubher  pump  of  the 
Junker  apparatus  and  provided  with  an  exit  tube  tied  into  it  for 
artificial  respiration.  Connexion  with  the  manometers  shortly  before 
8h.  54m. 

One  Ludwig  and  one  Pick  tracing. 


Ohservations 


H.  M.  s. 

A.  8 55  30. — Ligature  of  the  right  carotid. 

P.  8 55  40. — Struggling. 

C.  8 57  30. — Chloroform  administration  on  a sponge  held  in  front 

of  the  tracheal  tube. 

D.  9 0 40.— Chloroform  administration  by  letting  the  animal 

breatlie  through  the  Junker  bottle  without  the 
india-rubber  bellows  attachment,  and  pushing 
chloroform  in  this  way  until  respiration  stopped. 

E.  9 4 0. — Artificial  respiration  in  the  ordinary  way  by  com- 

pressing the  ehest. 

F.  9 9 0.— After  reeovery,  artificial  respiration  continuously  by 

means  of  the  India-rubber  bellows  of  the  Junker 
apparatus  attaehed  to  the  traeheal  tube,  while 
measures  were  being  taken  to  separate  the  head 
from  the  body. 

G.  9 10  20.— Slight  haemorrhage  from  a large  artery. 

H.  9 18  0.*— Slight  haemorrhage  from  the  jugular  vein. 

I.  9 22  30.— Pumping  chloroform  vapour  through  the  Junker 
apparatus  into  the  trachea  until  respiration 
ceased. 

After  the  tracing  ended,  the  head  was  severed,  and  the  animal  gave  a 
few  diaphragmatic  gasps,  but  eventually  died,  the  heart  stopping 
finally  at  9h.  35m. 


December  2nd.— No.  150. 


Full-sized  pariah.  Weight  30J  lbs.  Into  chloroform  box  at 
11  h.  10m.  55  s.  Fallen  down  at  11  h.  21  m.  50s.  Placed  on  the  table  at 
11  h.  23  ra.  45  s.,  and  kept  quiet  with  chloroform.  Loop  under  both 
vagi  and  canula  inserted  into  left  carotid  in  the  usual  way.  Con- 
nexion made  with  the  manometer  at  11  h.  41m.  15s.  Three  Ludwig 
and  two  Fick  tracings  (the  1st  Fick  reading  is  incorporated  with  the 
Fick  of  149). 

Observations. 


H.  M.  s. 

A.  11  42  50.— Smothering  by  holding  the  mouth  and  nose  tightly 

closed.  The  effect  of  this  is  shown  in  Fick  2. 
The  pulse  fell  from  116  before  the  smothering  to 
38  after. 

B.  11  45  0. — Gradual  chloroform  administration  with  plenty  of 

air  in  the  ordinary  way. 

C.  11  48  30.— Smothering  again  while  the  animal  was  well  under 

chloroform. 

D.  11  50  20.— Smothering  again  when  it  was  just  about  to  come 

out  of  chloroform. 

E.  11  53  45.— Giving  chloroform  again  for  a short  time  and  then  at 

11  h.  55  m.  15  s.  smothering  the  animal,  during 
which  proceeding  respiratory  movements  com- 
pletely ceased,  and  though  a spontaneous  attempt 
was  made  to  breathe  artificial  respiration  became 
necessary. 

F.  12  4 5.— Giving  chloroform  again  with  lots  of  air,  and  as  soon 

as  the  animal's  cornea  was  insensitive,  smother- 
ing it. 

G.  12  9 30.— Giving  chloroform  with  the  cap  crammed  on  to  the 

muzzle  BO  as  to  admit  very  little  air,  and  pushing 
it  until  respiration  ceased.  Artificial  respiration 
at  12 h.  11  m.  30  s. 

H.  12  17  35. — Smothering  again  (OTde  Fick  7 and  8).  These  obser- 

vations were  accompanied  by  very  violent 
strxiggling.  and  the  smothering  was  consequently 
ineffectual. 

I.  12  23  15.— Smothering  again.  The  pressure  fell  20mm.  The 

effect  of  simple  smothering  in  lowering  the  blood- 
pressure  and  slowing  the  pulse  is  well  shown  in 
the  Ludwig  tracing  and  in  Fick  10;  compare  with 
Fick  2. 

J.  12  37  30.— Division  of  both  vagi. 

IC.  12  38  20.— Giving  a little  chloroform  at  times  to  keep  the 
animal  under. 

L.  12  40  20.— Smothering  again.  Fick  13  and  14  show  that 

smothering  after  division  of  the  vagi  did  not 
cause  any  slowing  of  the  pulse  as  it  did  when  the 
vagi  were  intact. 

M.  12  48  0.— Inhalation  of  amyl  nitrite,  of  which,  however,  the 

quality  was  very  doubtful. 

N.  12  51  30. — Chloroform  was  then  pushed  until  respiration  ceased, 

and  the  animal  died  in  spite  of  artificial  respira- 
tion. 


Before  the  last  observation  the  animal’s  temperature  had  fallen 
below  95  F. 

December  2nd.— No.  151. 


Temperature  of  the  room  23{  Cent.  Fair-sized  pariah,  very  thin,  and 
wounded.  Weight231bs.  Into  chloroform  bo.x  at  3 h.  14  m.  3 s.  Fallen 
down  at  3h.20m.  5s.  Placed  on  the  table  at  3h.  20m.  30s.  Loop 
under  both  vagi.  Temperature  in  the  rectum  at  3h.  26m.  101  F. 
Artery  ligatured  at  3h.26m.  47s.  Canula  inserted  at  3h.  27m.  55s. 
Connexion  with  manometer  at  3h.  44  m.  30s.  Two  Ludwig  and  one 
Fick  tracing. 

Observations. 


ir.  M.  s. 

A.  3 46  20. -Oixlinary  chloroform  administration  at  various  times. 

II.  3 60  30  — Smothering  liy  holding  the  mouth  and  nose.  Tne 

blood-pressure  fell  25mm.  and  the  pulse  dropped 
from  72  to  31  per  minute. 

C.  3 55  0.— Cutting  both  vagi. 


n.  M.  s. 

D.  3 58  25. — Smothering  again.  The  effect  of  smothering,  now 

that  the  vagi  are  cut,  is  to  cause  an  inappreciable 
fall  of  blood-pressure,  and  acceleration  of  the 
pulse  to  105  per  minute ; compare  Fick  2 and  10 
of  Experiment  150,  and  Fick  3 of  151,  with  Fick  5 
and  6 of  151.  The  difference  in  the  effects  of 
smothering  before  and  after  division  of  the  vagi 
is  obviously  due  to  the  section  of  the  nerves. 

E.  4 1 40. — Artificial  respiration. 

F.  4 3 30. — Pushing  chloroform  until  respiration  ceased. 

G.  4 8 10. — Inhalation  of  amyl  nitrite  of  somewhat  better 

quality  than  in  the  last  experiment. 

H.  4 16  50.— Chloroform  again  with  struggling  and  eventual 

death  in  spite  of  artifieial  respiration.  Tempera- 
ture in  the  rectum  at  death  96  F. 

December  3rd. — No.  152. 

Babbit,  weight  3f  lbs.  Temperature  of  the  room  19  Cent.  Chloro- 
form at  7 h.  52ra.  in  a cubic  foot  box.  Fallen  down  at  7h.  59  m.  15  s. 
Taken  out  of  box  at  7h.  59  m.  45  s.  and  kept  quiet  with  chloroform. 
Canula  inserted  into  left  carotid.  Connexion  with  manometer  a littie 
before  8h.  35  m.  One  Ludwig  tracing  and  two  Fick  readings  on  the 
same  tracing  as  154.  Chloroform  was  first  given  gradually  and  then 
pushed  by  pressing  the  cap  closely  upon  the  animars  nose  and  mouth. 
The  effect  of  this  latter  proceeding  is  not  shown  in  the  tracing,  owing 
to  the  artery  becoming  hopelessly  drawn  out  of  its  sheath  and  tw  isted. 
llespiration  ceased  at  about  8h.  52m.  30s.  and  the  heart  was  still 
beating  when  the  observation  ceased  at  9h. 

Deeember  3rd.— No.  153. 

Rabbit,  weight  3Jlbs.  Temperature  of  the  room  19'7  Cent.  Into 
ehloro'orm  box  at  9h.  45m.  40s.  Fallen  down  at  9 h.  52  m.  40  s.  Taken 
out  at  once,  but  not  being  properly  under,  was  put  in  again.  The  box 
was  afterwards  opened  from  time  to  time,  but  the  animal  was  never 
fully  insensitive.  Convulsions  began  at  10  h.  9 m.  55  s.,  and  it  was  then 
taken  out  of  box,  and  as  it  was  not  under,  it  was  given  more  chloro- 
form on  a cap  at  once.  It  stopped  breathing  and  artificial  respiration 
was  begun  at  10  h.  11m.  40s.  Heart  was  still  beating  very  rapidly,  but 
efficiently  when  the  thorax  was  opened  at  10  h.  14  m.  45  s.  Auricle  only 
beating  at  10  h.  52  m.  30  s.  Auricle  still  beating  regularly,  though  slowly, 
at  11  h.  49 in.  Auricle  still  beating,  but  more  feebly,  at  12 h.  7m.  A 
portion  of  the  auricle  was  still  beating  slowly  at  1 h.  2 ra.,  although  all 
the  organs  had  begun  to  shrivel  up  by  drying. 

December  3rd. — No.  154. 

Temperature  of  room  201  Cent.  Monkey,  fair-sized,  but  thin  and 
wounded,  weight  9Jlbs.  Into  chloroform  box  at  10 h.  44  m.  Fallen 
against  the  side  at  lOh.  51  m.  15s.,  but  still  winking.  Came  out  com- 
pletely at  10  h.  53  m.  30  s.,  and  more  chloroform  was  put  into  the  box. 
Taken  out  of  box  at  10  h.  55  m.  50  s.  and  placed  on  the  table  and  kept 
quiet  with  chloroform,  while  an  operation  to  expose  the  spinal  cord  was 
performed.  Temperature  102'8  F.  in  the  rectum  at  11  h.  3 m.  Spinal 
cord  exposed  opposite  the  5th  cervical  vertebra  at  11  h.  8 m.  Left  carotid 
ligatured  at  11  h.  14m.  20s.  Canula  inserted  at  11  h.  15m.  43s.  One 
Ludw  ig  tracing  and  a part  of  one  Fick  (incorporated  with  152). 


A. 

B. 


C. 

D. 


E. 


Observations. 

H.  M.  s. 

11  20  45.— Ordinary  chloroform  administration. 

11  26  0. — Chloroform  by  Junker’s  inhaler  attached  to  the 
tracheal  tube. 

11  27  15. — Artificial  respiration  by  the  Junker  bellows  attached 
to  the  tracheal  tube. 

11  30  30.— Severance  of  the  spinal  cord  at  about  the  fifth  cervical 
vertebra. 

11  33  0.— ChloroformagainbyJunkercontinueduntiltheheart 
almost  ceased  beating. 


December  3rd. — No.  155. 

Fair-sized  monkey,  weight  9J  lbs.  Temperature  of  the  room  23  Cent. 
Into  chloroform  box  at  2 h.  31m.  28  s.  Fallen  down  at  2 h.  40  m.  Placed 
on  the  table  and  kept  quiet  with  chloroform  while  the  spinal  cord  was 
being  exposed,  during  which  proceeding  there  was  a loss  of  about  1 oz. 
of  blood.  Temperature  in  the  rectum  102  F.  at2h.  45m.  Artery  liga- 
tured 2 h.  51m.  45s.  Canula  inserted  at  2 b.  55m.  30s.  Trachea  opened 
and  tube  inserted  at  2 h.  57  m.  50  s.  Connexion  made  with  manometer 
at  3h.  2 m.  A little  chloroform  was  accidentally  thrown  into  the 
trachea  by  the  Junker  apparatus  and  death  resulted  in  spite  of  artifieial 
respiration. 

December  3rd.^No.  156. 

Weight  27|  lbs.  A large  pariah  that  has  had  two  grains  of  phosphorus 
this  morning.  Into  chloroform  box  at  3h.  26  m.  30s.  Fallen  down  at 
3 h.  39  m.  35  8.  and  placed  on  the  board  at  3 h.  40  m.  10  s.  Artery 
ligatured  at  3 h.  46  m.  50  s.,  and  canula  inserted  at  3 h.  48  m.  Loop 
under  both  vagi.  Connexion  made  w ith  manometer  at  3 h.  61  m.  7 s. 
One  Ludwig  and  two  Fick  tracings.  (See  p.  65.) 


A. 


B, 


C 


Observations. 


H.  .M.  s. 

3 56  40.— Administration  of  chloroform  with  a cap  closely 

applied  to  the  muzzle  (Fick  2 shows  the  extreme 
inhibition  of  the  heart’s  action  probably  owing  to 
vagus  stimulation  from  interference  with  the 
respiration). 

4 0 5.— Gradual  administration  of  chloroform  with  plenty 

of  air. 

4 3 55.— Simple  smothering  without  chloroform  hy  holding 
the  mouth  and  nose  (compare  Fick  reading  5 with 
Fick  reading  2).  These  readings  are  identical 
(1)  with  eacli  other ; (2)  with  Fick  reading  4 and  9 
of  Experiment  117,  which  are  tracings  of  sni-ple 
vagus  irritation ; (3)  with  Fick  Beading  11  of 
Experiment  64,  vshich  is  a tracing  of  vagus  irrita- 
tion and  chloroform  administration  combined ; 
(4)  with  Fick  Heading  13  of  Experiment  178, 
which  records  the  arrest  of  the  heart,  after  stop- 
I>age  of  the  respiration  by  chloroform  poisoning ; 
and  (5)  with  the  Glasgow'traclngs  A and  C,  more 
especially  C. 
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II.  M.  S. 

D.  4 7 0.  — Division  of  both  vagi. 

E.  4 10  35.— Simple  smothering  again  (compare  the  extremely 

rapid  pulse  in  Pick  7 with  the  slow  pulse  of 
Pick  5 before  the  vagi  were  divided). 

F.  4 14  50. — Cliioroform  again  witli  the  cap  closely  applie<l  while 

the  pulse  was  still  extremely  rapid  (compaie 
No.  151).  The  pressure  fell  rapidly,  and  after  the 
cldoroform  was  stopped  tlie  animal  gave  two  or 
three  convulsive  gasps  in  rapid  succession  which 
had  no  effect  on  tlie  pressure. 

G.  4 16  20.— Artificial  respiration  failed  to  restore  the  animal, 

and  the  heart  stopped  beating  about  six  minutes 
after  the  last  gasp.  Temperature  101'4  P.  Thorax 
opened  at  4 h.  23  m.  Heart  quite  .still,  but 
irritable. 

December  4th.— No.  157. 

A large  pariah,  weight  381bs.,  that  had  three  grains  of  phosphorus 
yesterday— one  in  the  morning  and  two  in  the  evening.  Temperature 
ol  the  room  ISJ  Cent.  Into  chloroform  box  at  7h.  58m.  30s.  Fallen 
down  at  8h.  4m.  59s.  Left  carotid  ligatured  and  canula  inserted. 
Temperature  100’6  P.  in  the  rectum.  Botli  vagi  looped.  Connexion 
with  manometer  at  8h.  26m.  40s.  Two  Ludwig  and  two  Pick  tracings. 

Observations. 


H.  M.  s. 

A.  8 27  0.— Ordinary  chloroform  administration. 

B.  8 28  15. — A remarkable  fall  of  pressure  and  slowing  of  the 

pulse  (vide  P’ick  2)  that  occurred  after  the 
chloroform  had  been  stopped.  The  apparatus 
for  holding  the  dog’s  muzzle  was  lieing  removed 
at  the  time,  but  no  exact  cause  could  be  assigned 
for  the  fall  of  pressure  (which  resembles  that 
produced  by  asphyxia  in  other  phosphorus  dogs), 
except  that  the  animal  was  holding  its  breath. 
After  about  a minute  the  pressure  and  pulse 
were  restored  to  their  previous  condition  without 
artificial  respiration  or  other  interference. 

C.  8 35  0. — Snipping  of  the  margin  of  the  anus  (Pick  3). 

D.  8 38  40.— Chloroform  with  the  cap  closely  applied  to  the 

muzzle  (vide  P’ick  4.) 

E.  8 42  45.— Chloroform  again  (the  animal  struggling  and 

holding  breath)  ; pushed  until  respita'.ion  had 
stopped. 

p.  8 44  0.— Artificial  respiration. 

G.  8 45  0. — Division  of  both  vagi. 

II.  8 48  20. — Chloroform  very  gently  with  lots  of  air  until 
respiration  had  almost  stopped. 

I.  8 57  20.— Chloroform  again  pushed  until  the  respiration 

ceased  entirely. 

J.  8 59  0. — Artificial  respiration  for  broken  periods.  At  one 

time  the  artificial  respiration  appeared  to  have 
the  effect  of  preventing  the  natural  rise  of 
pressure  (vide  the  Ludwig  tracing  .just  after 
Pick  reading  9).  The  animal  now  entered  into 
a completely  anomalous  condition  in  which  he 
gasped  slow'ly  and  irregularly,  and  the  pressure 
rose  and  fell  in  the  most  rapid  manner  without 
any  apparent  reason. 

K.  9 10  40.— Irritation  of  the  peripheral  end  of  the  right  vagus, 

at  fir-st  with  the  coils  distant  15,  and  afterward 
10  centimetres,  the  latter  proving  effective. 

L.  9 13  50. — Pushing  chloroform  until  death  resulted  (the  tracing 

was  interrupted  by  clots  iti  the  tubes  which  were 
only  cleared  just  before  death.) 


December  4th.— No.  158. 

Large  pariah,  weight  37  lbs.,  that  had  three  grains  of  phosphorus 
yesterday  like  157.  Into  chloroform  box  at  10 h.  23 ni.  20s.  Fallen 
down  and  at  once  placed  on  the  table  at  10b.  28m.  45s.  Kept  quiet 
with  chloroform  from  time  to  time.  Temperature  101  F.  Breathing 
very  feeble  and  slow  at  lOh.  31m.  30s.  and  artificial  respiiatiou  per- 
formed now  and  again  until  10  h.  46  m.  Artery  ligatured  at  10  h.  38  m. 
and  canula  inserted.  Connexion  with  the  manometers  at  10  h.  47  m. 
Two  Ludwig  and  one  Pick  tracing. 


Observations. 


H.  M.  s. 

A.  10  51  55.— Ordinary  chloroform  administration,  struggling  and 

holding  the  breath. 

B.  11  4 0.— Pushing  chloroform  until  respiration  stopped. 

C.  11  8 10. — Injection  of  liquor  atropina;  10  minims  into  the 

peritoneum. 

D.  11  12  5. — Irritation  of  the  right  vagus  to  test  the  effect  of 

atropine. 

E.  11  13  30.— Injection  of  20  minims  more  liquor  atropina;  into 

peritoneum. 

F.  11  16  30.— Irritation  of  the  right  vagus  again,  with  now  a dis- 

tinct rise  of  pressure.  The  vagi  are  para>ysed  by 
the  atropine. 

G.  11  21  0.— Pushing  chloroform  gently,  but  not  without  some 

struggling  and  holuing  the  breath. 

II.  11  29  0.— Smothering  by  holding  nose  and  mouth  (vide 
Pick  4,  in  which  the  pulse  Is  alternately  slow  and 
quick  according  to  the  phase  of  respiration,  luit 
distinct  vagus  irritation  is  absfnl,  and  compare 
with  Pick  2 and  5 of  156). 

I.  1131  0.— Pushing  chloroform  until  respiration  ceased; 

artificial  respiration  failed  to  restore  the  animal. 

December  4th.— No.  169. 

Temperature  of  the  room  23  5 Cent.  Dog,  weight  35 lbs.,  that  has 
had  phosphorus  (one  grain  yesterday,  one  to-day).  Into  chloroform 
box  at  3h.  3m.  45s.  Pallen  down  at  3h.  8m.  8s.  and  placed  on  the 
table  at  once  and  given  chlorofoim  from  time  to  time  to  keep  it  quiet. 
Breathing  stopped  and  artificial  respiration  performed  at  3 li.  14  m.  35  s. 
and  continued  for  a few  seconds.  Temperature  in  rectum  101'9  F 
Canula  inserted  into  the  artery  at  31i.  17m.  10s.  Coui.e.xiou  with 
manometer  at  3h.  19rn.  8s.  The  animal  was  fully  scnsiiive  ai  d 
chloroform  was  given  almost  immediately.  Violent  struggling  with 


the  breath  Held  ensued  and  afterwards  deep  inspirationi  and  how  iiug, 
during  which  he  must  have  inhaled  chloroform  very  freely.  Chloro- 
form was  .stopped  after  one  minute  and  respiration  ceased  after  about 
tiiree-quarters  of  a minute  more.  Artificial  respiration  was  at  once 
commenced,  and  after  about  31  minutes  there  were  a few  feeble  gasping 
respiratory  movement.s,  which  did  not,  however,  raise  the  mean  blood- 
pressure  at  all.  Artificial  respiration  was  continued  for  five  minutes 
longer,  but  failed  to  restore  the  animal,  the  heart  ceasing  to  beat  about 
ten  minutes  after  the  cldoroform  was  commenced.  The  liver  was  dis- 
tinctly fatty,  and  the  heart  aiipeared  to  be  soft  and  flabby.  One  Ludwig 
tracing  only. 

December  4th.— No.  160. 


Pariah  dog,  weight  24  lbs.,  has  had  two  grains  of  phosphorus  as  In 
159.  Into  chloroform  box  at  3 h.  38  m.  24  s.  Pallen  down  at  3 h.  49  m.  20s. 
Placed  on  the  table  at  once.  Canula  inserted  into  the  left  carotid  at 
3h.  55  m.  45  s.  Connexion  with  manometer  at  3 h.  59  m.  30  s.  One 
Ludwig  tracing  only.  Chloroform  was  given  at  first  very  gently  with 
plenty  of  air  until  the  animal  was  fully  under.  The  animal’s  head 
was  tben  placed  in  a bladder  which  communicated  with  an  apparatus 
(de.scribed  in  Appendix)  for  generating  carbonic  acid  and  the  inhalation 
of  this  gas  commenced.  Blood-pressure  fell  slowly  at  first,  but  after- 
wards more  rapidly.  After  3;-  minutes  the  respiration  stopped,  and 
the  bladder  was  at  once  taken  off  the  dog’s  head  and  air  freely  admitted 
while  artificial  respiration  was  commenced.  Gasping  respiratory  move- 
ments occurred  after  about  a minute,  but  had  little  or  no  effect  upon 
the  blood-pressure,  and  ceased  finally  after  another  minute.  Artificial 
respiration  was  resumed,  but  without  avail.  The  liver  was  not 
appa  ently  fatty. 

December  6th. — No.  161. 


Temperature  of  the  room  20  Cent.  Large  pariah,  weight  26 lbs.,  that 
h.as  had  three  grains  of  phosphorus  in  one-grain  daily  doses,  but  is 
not  particularly  sick,  though  out  of  a batch  of  seven,  of  which  he  is 
one,  w ho  were  dosed  w ith  phosphorus  in  tlie  same  way,  three  died  in 
the  course  of  the  day.  Into  chloroform  box  at  10 h.  11  m.  20s.  More 
chloroform  into  tlie  bo.x  at  10  h.  17  m.  40  s.  Pallen  down  at 
lOh.  22m.  40s.  Placed  on  the  table  at  lOh.  23m.  25s.  Slight  con- 
vulsions at  10  li.  25  III.,  after  w hicli  the  breath  was  held  for  about  half 
a minute  and  artificial  respiration  was  employed  for  a few  seconds. 
More  chloroform  at  10 h.  25m.  55s.  as  the  animal  was  sensitive  and 
groaning.  Temperature  in  the  rectum  100'4  1'.  Chloroform  stopped 
again  at  10 h.  27m.  50s.  More  chloroform  at  10 h.  29m.  25s.  Artery 
ligatured  at  10 li.  30m.  Stop  cldoroform  again  at  10  h.  30m.  10s. 
Canula  inserted  at  10 h.  31  m.  52s.  More  chloroform  at  10h.33ra.50s. 
until  lOh.  34  m.  30s.  More  chloroform  again  at  lOh.  34m.  40s.  Stop 
chloroform  at  lOh.  35m.  20s.  Connexion  made  with  manometer  at 
lOh.  36m.  30s.  Three  Ludwig  and  two  Pick  tracings.  (Seep.  66.) 


A. 

B. 

C. 

1). 

E. 

F. 


G. 


Observations. 


H.  M.  .S. 

10  39  25.— Administration  of  alcohol  by  Junker’s  inhaler,  the 
t ulle  introduced  into  the  nostril  (the  pressure  in 
this  aidmal  tell  in  a marked  way  whenever  he 
struggled). 

10  45  0. — Alcohol  continued,  hut  close-fitting  inhaler  used  In 
place  of  tire  tube  in  the  nostril. 

10  51  30.— Chloroform  administfation  with  struggling. 

10  59  10.— Inhalation  of  carbonic  acid  and  chloroform  at  the 

same  time  (vide  especially  Pick  reading  3). 

11  9 4.— Carbonic  acid  inhalation  again  (after  giving  fresh 

air),  and  for  a short  time  chloroform  as  well  (vide 
Pick  6). 

11  24  0.— Carbonic  acid  inhalation  again  with  more  careful 
exclusion  of  air.  After  the  carbonic  acid  was 
stopped  he  breathed  spontaneously  for  a short 
time,  but  artificial  respiration  then  became  neces- 
sary at  intervals. 

11  48  0.— Lastly,  smothering  by  bandaging  mouth  and  nose 
with  an  elastic  band  until  he  died. 


December  6th. — No.  162. 

Weight  9 lbs.  Monkey  that  had  half  a grain  of  morphine  at 
12  o’clock  hypodermically.  Into  chloroform  box  at  2h.  25  m.  5s. 
Pallen  down  at  2 h.  32  m.  15s.  and  at  once  placed  on  the  board.  Artery 
ligatured  aod  canula  inserted  as  usual.  Connexion  with  mano- 
meter at  2h.  50m.  15s.  Two  Ludwig  and  one  Pick  tracing  during 
repeat‘d  administrations  of  chloroform  until  respiration  ceased,  with  an 
increasing  Interval  on  each  occasion  before  commencing  artificial 
respiralion  until  at  last  it  failed  to  restore  life. 

Observations. 

H.  M.  S. 

A.  2 52  55.— Gentle  chloroform  administration  with  plenty  of  air. 

At  first  there  were  irregularities  in  the  respira- 
tion, sneezing  for  example,  and  the  trace  is 
sligntly  irregular.  The  respiration  then  liecame 
regular,  and  the  fall  of  jiressure  was  perfectly 
regular  until  cessation  of  the  respiration  at 
2h.  58m.  Os.  Artificial  respiration  was  com- 
menced at  2h.  58m.  30s.  and  slopped  at 
2 h.  59  m.  20s.  The  animal  then  went  into  a pro- 
found sleep  until  3h.  10m.  36s.,  when  more 
chloroform  was  given. 

B.  3 14  30.— More  chloroform.  The  respiralion  stopped  at 

3h.  16m.  Os.  Artificial  respiration  was  com- 
menced at  3h.  16m.  40s.,  and  the  animal  was 
fully  restored  at  3h.  23m.  Os.  The  artificial 
respiration  was  stopped  from  3h.  18  m.  35  s.  to 
3h.  19m.  Os.,  when  Pick  6 was  taken.  There 
is  barely  any  pulse  tracing  to  bo  seen  in  Pick 
reailiug  6,  liut  tbe  heart  was  not  weakened  and 
the  animal  was  revived  completely  liy  continued 
artificial  respiration. 

C.  3 27  5.  - Chloroform  more  freely  than  before.  Re.splrallon 

slopptd  at  3 h.  28  m.  Os.  and  artificial  rcspiruliou 
was  commenced  al  3h.  29m.  15  s.  Fick9  was  lakeu 
at  3 li.  28  m.  55s.  and  shows  entire  ahsenee  of  plil.so 
tracing,  and  yet,  as  in  Pick  6,  the  heart  was  not 
weakened,  and  the  animal  was  again  rapidly 
restored  by  artificial  respiration. 
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s. 

D.  3 40.— liepetition  of  B and  C.  This  time  the  animal  at  first 

struggled  and  held  its  breath,  and  there  was  con- 
sequent irregularity  of  the  circulation  (vide  the 
Ludwig  tracing  and  Pick  11).  The  respiration 
stopped  at  3h.  39m.  40s.,  and  Pick  12  shows  com- 
plete absence  of  pulse  tracing  again.  Artificial 
respiration  was  commenced  at  3 h.  41  m.  30  s.  and 
the  animal  was  easily  restored. 

B.  3 48  10.— Chloroform  pushed  till  death;  the  respiration 
stopped  at  3 h.  52  m.  0 s.,  and  the  heart  stopped  at 
3h.  57m.  30  s. 

t’  periment  162  shows  that  absence  of  the  pulse  tracing,  which  was 
ol)served  every  time  the  respiratory  centre  was  paralysed,  is  no  proof 
whatever  that  the  heart  has  ceased  to  act,  or  though  it  has  ceased  to 
act  temporarily,  that  it  has  failed.  It  is  remarkable  that  when  the 
heart  stopped  (vide  Pick  6,  9,  and  12  and  the  Ludwig  tracing  on  either 
side  of  these  readings)  there  was  no  further  faii  of  blood-pressure, 
showing  that  at  the  time  of  cessation  the  pressure  was  already  as  low  as 
it  could  be.  If  direct  weakening  of  the  heart  were  the  cause  of  the  fall 
of  blood-pressure  in  chloroform  administration,  we  ought  to  find  the 
heart-beats  getting  smaller  and  smallerup  tothe  time  when  the  pressure 
reaches  its  lowest,  and  gradually  growing  bigger  and  bigger  again  on 
the  other  side  as  the  effect  of  the  chioroform  wears  off.  Instead  of  this 
B.^periment  162  shows  that  there  were  ample  pulsations  on  both  sides  of 
the  temporary  pauses.  If  Pick  9,  with  the  Ludwig  tracing  on  either 
side,  is  carefuily  studied,  it  will  be  seen  that  up  to  the  time  the  heart 
beats  ceased,  the  pulsations  recorded  in  the  Ludwig  were  ample  and 
strong.  There  was  then  a temporary  arrest  of  pulsation  for  6 seconds 
(vide  Pick  9).  Immediately  after  Pick  9 the  pulsation  returned  for 
5 seconds  (vide  the  Ludwig  between  3h.  28m.  Os.  and3h.  29m.  Os.). 
Afterwards  there  was  a long  pause  of  20  seconds  without  any  pulsa- 
tions at  all.  This  pause  was  so  marked  that  Dr.  Bomford  thougnt  a clot 
had  formed  in  the  tube,  and  at  3h.  29m.  10s.  he  wrote  on  the  Ludwig 
tracing  “ ? clot.”  Artificial  respiration  was  just  about  to  be  connnenced 
when  the  animal  gave  two  spontaneous  gasps,  vigorous  pulsations  fol- 
lowed and  the  pressure  was  raised  in  five  seconds  to  the  height  it  was  at 
before  chloroform  was  administered  in  Observation  C. 

December  7th. — No.  163. 

Temperature  of  the  room  23  Cent.  Medium-sized  pariah,  weight 
25J  lbs.  that  has  had  three  grains  of  phosphorus,  one  daily  on  the  3rd, 
4th,  and  5th  instant.  Is  now  very  feeble  and  can  hardly  stand.  Tied 
on  to  the  dog-board  at  10  h.  44  m.  15  s.  Given  chloroform  on  the  ordinary 
cap  at  10  h.  44  m.  45  s.  Operation  to  tie  carotid  commenced  at 
10 h.  45m.  30s.  Chloroform  stopped  at  10 h.  46m.  45s.  Canula  in- 
serted into  carotid  at  lOh.  50m.  15s.  Temperature  in  rectum  94'6P. 
Connexion  made  with  manometer  at  10h.55m.  One  Ludwig  and  one  Pick 
tracing  during  very  gradual  administration  of  chloroform,  the  animal's 
bead  being  inserted  through  an  opening  in  the  side  of  a large  box 
(8  feet  cubic  contents)  and  carefully  packed  with  wet  clotlis  after  one 
ounce  of  chloroform  had  been  introduced  into  the  box  on  blotting  paper. 
Post-mortem — Temperature  94’8P. 

December  7th. — No.  164. 

Temperature  of  the  room  23  Cent.  Another  phosphorus  dog  of  the 
lame  batch,  but  does  not  appear  to  be  particularly  ill.  Weight  29  lbs. 
Tied  down  on  the  board  and  given  chloroform  on  acapat  11  h.  27 m.  40  s. 
Chloroform  stopped  atllh.  29m.  6s.  More  chloroform  atllh.  30m. 45s. 
Stopped  again  at  11  h.  31  m.  6s.  Both  pupils  dilated.  Artery  ligatured 
atllh.  31m.  45  s.  Temperature  in  the  vagina  102  F.  Canula  inserted 
at  llh.  34m.  6s.  More  chloroform  at  11  h.  36m.  10s.  Connexion 
made  with  manometer  at  llh.  39m.  10s.  Two  Ludwig  and  one  Pick 
tracing. 

Observations. 

H.  M.  8. 

A.  11  39  0. — Rapid  chloroform  administration  while  struggling 

and  holding  breath.  Great  irregularity  is  ob- 
served in  the  Ludwig  tracing. 

B.  11  41  0. — Gentle  administration  of  chloroform  in  the  ordi- 

nary way  so  as  not  to  excite  struggles.  The  con- 
trast to  Observation  A is  very  marked. 

C.  11  44  0. — Very  gradual  administration  with  the  large  box  as 

in  163. 

D.  11  52  40.— Snipping  the  skin  of  the  thigh. 

E.  11  53  50.— Excision  of  one  of  the  nipples. 

P.  11  55  10. — Evulsion  of  nails. 

After  these  at  12h.  2m.  Os.  the  box  was  opened  and  the  air  freshened 
by  means  of  a bellows  and  then  closed  again  after  another  ounce  of 
chloroform  had  been  introduced.  This  was  continued  until  the  animal 
died.  The  respiration  ceased  at  12  h.  12m.  Os.,  and  the  heart  stopped 
at  12  h.  18  m.  30  s.  Post-mortem— Temperature  101  P.  Liver  very 

frial)le,  but  very  congested  and  of  a dark  colour.  Heart  distended. 

December  7th. — No.  165. 

Monkey,  weight  9ibs.,  to  whom  one  drachm  of  tincture  of  can 
1 harides  was  given  by  the  stomach  yesterday  evening  and  another  this 
morning,  and  it  does  not  appear  to  be  ili  at  all.  Placed  on  the  board 
and  given  chloroform  at  2h.  41m.  40s.  Chloroform  stopped  at 
2h.  45  m.  30s.  Chloroform  again  at  2h.  47  m.  5 s.  for  a short  time. 
Again  at  2h.  49m.  Artery  ligatured  at  2h.  52m.  5s.  and  more  chloro- 
form at  2 h.  62  m.  30s.  Stopped  again  at  2h.  53m.  10s.  No  urine  in 
the  bladder.  Loop  under  tlie  internal  .jugular  vein.  Canula  inserted 
at2h.66m.  A little  chloroform  again  at  2h.  57  m.  5s.  One  Ludwig 
tracing  and  one  Pick  reading  on  the  same  tracing  as  167.  Chloroform 
was  gi\cn  very  freely  on  a cap  closely  applied  w bile  the  animal  was 
struggling,  lie  thcii  alternately  held  his  breath  and  gave  deep  gasps 
while  the  pressure  fell  rapidly.  Hespiration  stopped.  Chloroform  was 
di.scoiit  inucd  and  artificial  respiration  was  performed.  He  afterwards 
breat  hed  in  a feeble  snorting  way  for  a short  time  and  then  stopped 
finally.  Artificial  respiration  was  again  performed  for  several  minutes, 
lint  w ithoiif  effect,  the  heart  gradually  ceasing.  The  tiladder  was  empty 
and  the  kidneys  congested.  The  mesentery  was  very  much  conge. ted. 

Deeemlier  7th.— No.  166. 


Artery  ligatured  at  3h.33m.  Noticed  to  have  stopped  breathin"  at 
3h.  34m.  5s.  and  artificial  respiration  was  performed  until  3h.  39m. 
A needle  thrust  into  his  heart  at  that  time  did  not  beat.  Lungs  pig- 
mented and  bloodless.  Mitral  valve  almost  cartilaginous  on  its  free 
margin.  The  dog’s  death  was  the  result  of  inattention  on  the  part  of 
the  attendants,  who  we>e  seeing  how  quickly  they  could  tie  the  artery 
and  were  not  watching  the  respiration. 


December  7th.— No.  167. 

Pariah,  weight  38f  lbs.  (unpoisoned  and  healthy).  Into  chloroform 
box  at  3 h.  50m.  50  s.  Fallen  down  at  3h.  54m.  30s.  and  placed  on  the 
board  at  once.  More  chloroform  at  3 h.  55  m.  45s.  Stopped  at  3 h.  57  m. 
More  chloroform  at  3h.  58m.  Artery  ligatured  at  4h.  50s.  Chloro- 
form stopped  at  4h.  1 m.  15s.  Artery  ligatured  and  canula  inserted. 
More  chloroform  at  4 h.  3m.  35s.  Stopped  at  4h.  5m.  3s.  Connexion 
made  with  the  manometer  at  4 h.  5 m.  20  s.  One  Ludwig  and  one  Pick 
tracing  (which  includes  the  solitary  reading  of  165).  After  a little 
chloroform  had  been  given  5 mm.  of  nicotine  were  injected  into  the 
peritoneum.  Shortly  afterwards  the  pressure  began  to  fluctuate 
violently  and  the  dog  to  gape  as  if  he  were  about  to  vomit.  Pick 
reading  2 was  then  taken  and  immediately  afterwards  the  pressure  rose 
steadily  and  with  slight  oscillations  to  above  250  mm.  and  landed  the 
marker  on  the  top  of  the  drum.  There  was  no  apparent  cause  for 
this  rise  and  no  spasm  was  noticed;  but  in  the  confusion  it  may  have 
been  overlooked.  The  pressure  soon  fell  again  to  about  180  mm. 
Chloroform  was  discontinued  and  respiration  ceased  for  rather  more 
than  a minute.  After  anoth'  r two  minutes  the  pressure  began  to  fall 
rapidly,  and  the  administration  of  chloroform,  which  was  continued 
for  about  half  a minute,  seemed  to  hasten  this  fall.  The  breathing 
■soon  after  ceased  and  the  animal  died.  Convuisive  twitchings  of  the 
jaw,  ears,  and  forepaws  continued  until  after  4 h.  30m.  The  movements 
continued  for  more  than  ten  minutes  after  death,  and  were  sufficiently 
forcible  to  jerk  the  handles  of  a pair  of  pressure  forceps  fixed  on  the 
end  of  the  tongue  off  the  table  at  each  spasm. 


December  9th. — No.  168. 


Monkey,  weight  9ilbs.,  placed  in  the  chloroform  box  at 
10  h.  19  m.  44  s.  Fallen  down  at  10 h.  28m.  42  s.  and  at  once  placed  on 
the  table  and  kept  quiet  with  chloroform.  Artery  ligatured  at 
lOh.  36  m.  47  s.  Canula  inserted  at  10  h.  38  m.  55  s.  Connexion  with 
the  manometer  at  10  h.  42  rii.  45  s. 

One  Ludwig  tracing  and  part  of  one  Pick  (incorporated  with  169 
and  170). 

Observations. 


H.  M.  s 

A.  10  44  5.— Ordi  ary  chloroform  administration.  No  struggling ; 

tracing  regular. 

B.  10  46  0.— Chloroform  administration.  Struggling  and  hold- 

ing the  breath  ; very  irregular  breathing  com- 
bined with  corresponding  irregularity  of  the 
circulati  in  until  10 h.  53m.  30s. 

C.  10  60  0. — Continued  gentle  administration  of  chloroform  with 

plenty  of  air  until  death.  The  respiration 
stopped  at  10  h.  59  m.  30  s.  and  the  heart  at 
11  h.  3 m.  0 s.  Post-mortem  — Temperature 
100-8  P. 


December  9th.— No.  169. 

Dog  37|lbs.  Given  chloroform  at  llh.  12m.  30s.  Fallen  down  at 
11  h.  15m.  55  s.  Placed  on  the  table  at  11  h.  16  m.  10s.  More  chloroform 
given  11  h.  17m.  47 s.  Stopped  at  11  h.  18m.  25s.  More  chloroform  at 
llh.  19m.  5s.  Artery  ligatured  at  llh.  19m.  55s.  Stopped 
chloroform  at  11  h.  21m.  os.  Canula  insetted  at  llh.  21m.  21s.  More 
chloroform  at  llh.  22m.  35s.  Stopped  chloroform  at  llh.  23m.  10s. 
Connexion  with  manometer  at  llh.  24m.  25s.  One  Ludwig  and  part 
of  a P'ick  tracing  during  continued  gentle  administration  of  chloroform 
until  death. 

H.  M.  8. 

A.  11  27  5.— Chloroform  gently. 

11  30  55.— Respiration  stopped. 

11  34  45. — Heart  stopped. 

Remarks. — No.  169  is  a good  example  of  the  most  important  point 
brought  out  by  the  experiments  of  the  Commission.  Whenever  chloro- 
form is  properly  administered  the  blood-pressure  invariably  falls 
gradually  and  regularly,  as  is  show-n  in  the  Ludwig  and  Pick  tracings 
of  Experiment  169  (see  p.  68);  and  the  fall  of  pressure  is  in  no  sense 
dangerous  if  the  inhalation  is  stopped  when  the  subject  is  fully  under 
the  influence  of  the  ana:sthetic. 


December  9th.— No.  170. 

Weight  101  lbs.  Monkey  that  has  had  a drachm  of  tincture  of 
cantharides  yesterday  and  the  day  before.  Into  chloroform  box  at 
llh.  47m.  43s.  Taken  out  and  placed  on  the  table  atl2h.  5m.  and 
kept  quiet  with  chloroform  from  time  to  time.  Artery  ligatured  at 
12  h.  9m.  20s.  Canula  inserted  at  12 h.  10m.  36s.  Connexion  with  the 
manometer  at  12  h.  13  m.  10  s.  One  Ludwig  and  a part  of  a Pick  during 

fentle  administration  of  chloroform  until  death  ensued.  Post-mortem — 
emperature  104  P.  Bladder  quite  empty.  No  visible  congestion  of 
the  kidneys. 

H.  M.  8. 

A.  12  13  30.— Chloroform  gently. 

12  19  40. — Respiration  stopped- 
12  25  0.— Heart  stopped. 

December  9th.— No.  171. 

Rabbit.  Weight  31bs.  Plated  on  the  rabbit-board  at  2h.  43m.  50  o. 
Given  chloroform  at  2 h.  45  m.  and  from  lime  to  lime  to  keep  it  quiet. 
Artery  ligatured  at  2h.  54  m.  (very  small).  Canula  inserted  at3h.  Con- 
nexion with  trhe  manometer  at  3h.  5rn.  Part  of  one  Ludwig  tracing 
and  of  one  Pick  (incorporated  with  the  tiacings  of  172). 

Observations. 


Unusually  large  pariah  dog,  weight  39  lbs.  (unpoisoned,  but  old  and 
toothless).  ' I’laced  on  the  table  struggling  violently  and  given  chloro- 
form at  3h.  27  m.  10s.  Chloroform  stopped  at  3 h.  28  m.  50s.  Struggling 
again  and  given  more  chloroform  from  3h.  31  m.  30s.  to  3h.  33m.  10s. 


H.  M.  s. 

A.  8 3 0.— Violent  struggling. 

B.  3 8 40.-  Chloroform  administration  pushed  until  the  respira 

tion  ceased. 


Description  of  Manometer  Experiments. 


55 


H.  M.  S. 

0.  3 10  10. — Artificial  respiration ; thearlery  was  thenacoidentally 

torn  and  the  tracing  concluded,  as  it  did  not 
seem  as  if  the  animal  was  coming  round.  The 
heart  continued  to  beat  until  3 h.  17  m. 

December  9th.— No.  172. 

Another  rabbit.  Weight  3f  lbs.  Tied  on  the  rabbit-board  and  given 
chloroform  at  3h.  21m.  23s.  Artery  ligatured  at  3 h.  26 in.  50 s.  Canula 
inserted  at  3h.  29m.  10  s.  Connexion  with  the  manometer  at  3h.  37  m. 
One  Ludwig  tracing,  and  one  Fick  (incorporated  w ilh  171). 


December  11th. — No.  177. 

Monkey.  Weight  lOlbs.  Into  chloroform  at  lOh.  47m.5s.  Fallen 
down  at'llh.  58m.  30s.  Placed  on  the  table  at  once  and  kept  quiet 
witli  chloroform.  Left  carotid  artery  ligatured  at  Ilh.  6m.  30s. 
Canula  inserted  at  Ilh.  9m.  20  s.,  but  the  ai-tery  was  accidentally  cut 
across  by  the  ligature  and  the  canula  could  not  be  inserted  again  as  the 
internal  coats  had  coll  ipsed.  The  left  carotid  was,  therefore,  tied  above 
and  below  and  abandoned.  Right  carotid  artery  ligatured  at 
Ilh. 18m.  7s.  Canula  inserted  at  11  h.  19m.  27s.  Left  vagus  exposed 
and  looped.  Connexion  made  w ith  manometer  at  11  h.  26  m.  6 s.  One 
Ludw  ig  and  one  Fick  tracing. 


Observations. 


H.  M.  s. 

A.  3 38  15.— Gentle  chloroform  administration  on  a sponge  before 

the  nose ; struggling. 

B.  3 43  15. — Chloroform  again  w liil«  struggling  and  holding  the 

breath.  (The  pressure  rose  every  time  the 
animal  held  its  breath.)  Violent  struggling. 

C.  3 45  30  — Chloroform  on  a cap  closely  applied  to  the  face,  with 

more  struggling  and  holding  of  tlie  breath. 

D.  3 48  10.  — Chloroform  on  a cap  very  gently  without  exciting 

struggles,  and  pushed  until  respiration  stopped, 
and  the  heart  was  very  feeble.  A kink  in  the 
tube  stopped  the  tracing.  The  heart  continued  to 
beat  until  4h.  9m. 

It  is  excessively  difficult  to  administer  chloroform  to  rabbits  without 
exciting  struggling  or  making  them  hold  their  breath. 


December  10th.— No.  173. 

Large  pariah  dog.  Weight  341  lbs.  Chloroformed  In  the  box  at 
lOh.  27m.  38s.  Fell  down  at  10 h.  33m.  45s.  Placed  on  the  table  at 
10  h.  34  m.  2s.  and  kept  quiet  with  chloroform.  Artery  ligatured  at 
lOh.  38m.25s.  Canula  inserted  lOh.  39m.  45s.  Connexion  with  the 
manometer  at  10  h.  46  m.  15  s.  One  Ludwig  and  one  Fick  tracing. 


A. 


B. 

C. 

D. 


Observations. 


H.  M.  s. 

10  47  50.— Ordinary  chloroform  administration  until  the 
cornea  became  insensitive  twice. 

10  54  35. — Injection  of  one  grain  of  cocaine  into  the  peri- 
toneum. 

10  57  50.— Chloroform  again  until  cornea  became  insensitive. 

11  6 15. — After  the  animal  had  come  round,  chloroform  again, 

very  gently  but  continuously,  until  death. 
Another  injection  of  one  grain  of  cocaine.  After 
the  respiration  had  stopped  two  curious  rises  of 
pressure  with  improved  action  of  the  heart  took 
place  (vide  Fick  readings  17  and  19). 


December  10th. — No.  174. 

Medium-sized  pariah.  Weight  24J  lbs.  Temperature  of  the  room 
21J  Cent.  Into  chloroform  box  at  Ilh.  34  m.  48s.  Fallen  down  at 
Ilh.  43m.  7s.  Placed  on  the  board  at  Ilh.  43m.  20s.  and  kept  quiet 
with  chloroform.  Artery  ligatured  at  11  h.  48  m.  10  s.  Canula  inserted 
at  11  h.  49  m.  10s.  Temperature  in  the  rectum  102'8  F.  Jugular  vein 
ligatured  at  Ilh.  57m.  10s.  Canula  inserted  into  the  jugular  at 
Ilh.  58m.  45s.  Connexion  with  the  manometer  at  12 h.  1 m.  45s. 
One  Ludwig  and  one  Fick  tracing. 


Observations. 

H.  M.  8. 

A.  12  2 20. — Chloroform  administration  while  struggling  and 

holding  breath,  hut  stopped  almost  immediately, 
after  wdiich  the  pressure  fell  considerably  during 
a prolonged  holding  of  the  breath,  but  was 
restored  to  its  former  height  by  four  deep  slow 
inspirations,  the  cornea  being  still  sensitive. 

B.  12  5 30. —Chloroform  again  in  the  ordinary  way  three  times, 

the  third  time  until  the  cornea  had  been  in- 
sensitive for  a considerable  time. 

C.  12  16  40.— Chloroform  again  for  a short  time,  and  then  at 

12  h.  17  m.  0 s.  injection  of  five  minims  of  nicotine 
Into  the  jugular  vein.  After  this  there  was  an 
Immediate  fall  of  pressure  with  irregularity  and 
■lowing  of  the  heart’s  action  (vide  Fick  10),  then 
very  rapid  heart's  action  and  rise  of  pressure,  and 
convulsions  followed  by  a very  rapid  fall.  Death 
ensued  four  minutes  after  the  nicotine  was 
thrown  into  the  heart. 


December  10th. — No.  175. 

Large  goat.  Weight  60  lbs.  Thrown  and  given  chloroform  at 
2h.  34m.  40s.  Loop  under  both  vagi.  Artery  ligatured  at  2h.  41m.  40s. 
Canula  inserted  at  2h.  43 ra.  17s.  Connexion  with  the  manometer  at 
2 h.  50  m.  15  s.  One  Ludwig  and  one  Fick  tracing. 


A. 


B. 

C. 

D. 


Observations. 


H.  M.  s. 

2 60  15. — Chloroform  administration  during  struggling  and 
holding  the  breath,  which  caused  the  usual  fall  in 
pressure.  Chloroform  was  stopped,  after  the 
pressure  had  risen  again,  and  there  was  a well- 
marked  after-fall. 

2 64  0. — Continued  struggles  and  holding  of  the  breath. 

3 0 0. — Chloroform  again,  very  gently  and  without 

struggling,  until  the  cornea  became  insensitive. 

3 6 60. — Chloroform  gently  and  continuously  until  death. 

The  respiration  stopped  at  3 h.  11m.  Os.  and  the 
heart  at  3h.  18m.  Os. 


December  10th.— No.  176. 

Smaller  and  rather  thin  goat,  46  lbs.  Thrown  and  chloroformed  at 
3h.  28m.  30s.  Artery  ligatured  at  3h.  43m.  45s.  and  canula  inserted 
as  usual.  Connexion  with  the  manometer  at  3h.  39m.  20s.  One 
Ludwig  and  one  Pick  tracing  during Continuous  chloroform 
administration  until  death  ensued  with  the  cap  closely  pressed  ovei‘ 
the  face.  It  shows  the  iBfficulty  of  killing  an  animal  like  the  goat, 
which  can  persistently  hold  its  breath  for  long  periods.  A very  large 
quantity  of  chloroform  was  used. 


Observations. 

H.  M.  s. 

A.  11  26  45.— Ordinary  chloroform  administration  with  struggles. 

(The  trace  is  defective  from  kinks  in  the  tube.' 

B.  11  25  30. — Free  chloroform  administration  while  irritating  the 

vagus.  (The  effect  upon  the  vagus  ceased  before 
the  electrodes  were  removed  {vide  Fick  5)  and  the 
chloroform  was  pushed  until  respiration  ceased). 

C.  11  32  0. — Artificial  respiration. 

D.  11  36  0.— Injection  of  ether,  one  drachm,  into  the  peritoneum, 

which  had  an  unexpectedly  depressing  effect, 
probably  from  the  dose  being  excessive  or  the 
locality  chosen  for  the  injection  unsuitable.  (?) 

The  experiment  was  interrupted  by  the  canula  breaking  while 
being  cleared  and  cutting  the  artery,  aiid  the  animal  was  killed  with 
chloroform. 

December  11th.— No.  178. 

Dog  that  had  J a grain  of  morphine  hypodermically  at  12  o’clock  and 
another  J grain  at  2 o’clock.  Put  into  chloroform  box  at2h.  Im.  5s. 
Fallen  down  at  2h.  6m.  30s.  Placed  on  the  table  at  2h.  6m.  55s.  and 
kept  quiet  with  chloroform.  Left  carotid  ligatured  at  2h.  13  m.  45s. 
Canula  inserted  at  2h.  14  m.  52s.  Connexion  with  the  manometer  at 
about  2h.  18m.  30s.  Three  Ludwig  and  three  Fick  tracings.  The 
object  in  this  experiment  was  to  ascertain  if  morphine  had  any  effect  in 
preventing  the  success  of  artificial  respiration.  Chloroform  was  given 
four  times  gently  until  respiration  ceased  and  longer  intervals  were 
allowed  to  elapse  each  time  before  artificial  respiration  was  commenced. 
On  the  first  occasion  a remarkable  slowing  of  the  heart  was  noticed 
just  before  and  at  the  time  the  respiration  stopped  (vide  Fick  readings 
2 and  3).  Artificial  respiration  was  commenced  after  about  half  a 
minute  and  natural  respiration  was  soon  restored.  On  the  next 
occasion  the  heart  completely  stopped  at  the  same  time  as  the  respira- 
tion {vide  Fick  reading  8),  but  soon  commenced  to  beat  again.  Arti- 
ficial respiration  was  begun  nearly  two  minutes  after  the  cessation  of 
natural  respiration,  but  this  was  again  speedily  restored.  On  the  third 
occasion  the  heart  again  stopped  at  the  same  time  as  the  respiration 
{vide  Fick  13)  and  did  not  resume  its  beating  for  more  than  half  a 
minute.  After  more  than  two  minutes  the  animal  made  two  feeble 
gaspii,  but  artificial  respiration  was  not  begun  until  four  minutes  after 
the  original  stoppage.  The  pressure  rose  almost  at  once  and  natural 
respiration  soon  returned.  On  the  fourth  occasion  there  was  again 
marked  slowing  of  the  heart’s  action  shortly  after  respiration  had 
stopped  (Fick  18).  Artificial  respiration  was  begun  after  two  minutes 
and  a half  and  was  successful  in  restoring  the  natural  respiration. 
After  recovery  the  chloroform  was  again  pushed  rapidly  and  continued 
until  death  resulted  without  any  attempt  to  restore  the  animal  by  arti- 
ficial respiration.  There  was  again  some  slowing  and  intermittence  of 
the  heart’s  action  {vide  Fick  26),  but  the  heart  continued  to  beat  for 
eight  minutes  after  the  cessation  of  the  respiration. 

Observations. 

H.  M.  8 

A.  2 19  45.— Chloroform.  Respiration  became  very  slow  at 
2h.  21  m.  10s.  At  2 b.  22m.  Os.  the  pupils  were 
both  dilated  and  at  2h.  24  m.  40s.  the  respiration 
stopped.  This  was  immediately  followed  by  a 
long  cessation  of  the  action  of  the  heart ; there 
was  then  one  full  beat  and  the  vei  v slow  action 
which  is  recorded  in  Fick  rending  3.  It  is  to  he 
observed  that  the  cessation  of  the  heart’s  action 
was  not  followed  by  any  further  fall  of  the  blood- 
pressure,  and  that  the  pulsations  on  each  siiie  of 
the  pause  were  ample  and  strong  ; in  short,  there 
was  arrest,  but  there  was  no  failure  of  the 
heart.  Artificial  respiration  was  resorted  to  at 
2h.  25m.  25s.,  though  there  is  no  doubt  the 
animal  would  have  revived  w ithout  it. 

I).  2 29  25.— Chloroform.  At  2h.  33  in.  Os.  the  respiration 

became  very  irregular,  and  ceased  at  2 h.  34  m.  30  s. 
Atthesame  moment  the  heart  stopped  completely 
{vide  Fick  8).  It  recomnienced  to  heat  very 
quickly,  but  there  was  a second  and  shorter 
arrest,  recorded  on  the  Ludwig  tr.acing.  Artificial 
respiration  was  employed  at  2h.  36m.  30s.,  but 
it  was  unnecessary  as  the  animal  would  have 
recovered  without  it. 

C.  2 51  40. — Chloroform.  The  respiration  was  thought  to  have 

stopped  at  2h.  53m.  40s.,  but  did  not  actually 
stop  till  2 h.  54  m.  45  s.  The  heart  stopped  at  the 
same  moment  for  more  than  a minute.  Breathing 
recommenced  at  2 h.  57  in.  Os.,  hut  at  2 h.  58  mi.  Os. 
the  pressure  fell  again  and  artificial  respiration 
was  resorted  to  at  2h.  68iii.  40s.  The  blood- 
pressure  rose  rapiitly  and  natural  breathing  re- 
commenced at  3 h.  1 III.  Os. 

D.  3 7 25.— Chloroform  with  plenty  of  air.  The  respiration 

stopped  at  3h.  14m.  Os.  Artificial  rcspiralion 
was  commenced  at  3h.  16  ni.  30  s.  and  the  animal 
soon  breathed  naturally,  whieh  he  w ould  probably 
have  done  without  artificial  resifiration. 

r.  3 25  0.— The  animal  was  still  stupefied  trom  the  effect  of  the 
previous  dose  of  i hloroforui  w hen  I hi.solism  at  inn 
was  comiiienceil.  Chloroform  was  admiuislered 
freely  with  a clo.sely  applied  ea]).  Respiiation 
stopped  at  3 h.  32  lu.  40  s.,  and  the  heart  ceased  to 
beat  at  3 h.  40  m.  25  s. 
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Experiment  1Y8  is  very  like  Experiment  162  in 
which  the  heart’s  action  was  temporarily  arrested 
every  time  the  respiratory  centre  was  paralysed. 
As  in  162  there  was  no  further  fall  of  blood  pres- 
3ure  during  the  arrest,  and  the  beats  on  each  side 
of  the  stop  were  ample  and  strong.  The  most 
remarkable  instance  of  this  is  seen  at  Fick  13. 
For  more  than  2 minutes  there  were  only  17  very 
slight  pulsations  recorded,  and  for  over  a minute 
of  this  reading  there  was  no  pulsation  at  all 
There  was  no  tail  of  pressure  during  the  arrest, 
and  the  Ludwig  tracing  shows  how  strong  the 
heats  on  each  side  of  it  were.  No  better'  proof 
could  be  afforded  than  is  to  be  tound  in  these  two 
experiments  that  direct  weakening  of  the  heart 
is  not  tile  cause  of  tlie  fall  of  the  blood-pressure 
wliic^h  is  inseparable  from  chloroform  narcosis. 

Experiments  64,  65,  162,  178  and  186  prove  tliree 
important  points : — 

I. — A general  fall  of  blood-pressure,  whether 
sudden  or  gradual,  is  not  in  itself  danger- 
ous. (This  is  conlirmed  by  the  tracings 
of  the  Glasgow  experiments). 

II  — The  fall  of  blood-pressure,  which  occurs  in 
chloroformisation  with  regular  breathing, 
is  due  solely  to  narcosis  of  the  vaso  motor 
system,  and  is,  it  not  a safeguard,  abso- 
lutely harmless. 

Ill, — The  fall  of  the  blood-pressure  under  chloro- 
form is  not  due  to  weakening  of  the  heart. 
The  heart  has  nothing  to  do  with  pro 
ducing  it,  unless  the  vagus  is  stimulated, 
or  unless  its  nutrition  fails  either  from 
imperfect  oxygenation  of  the  blood  due 
to  abnormal  breatliing,  or  from  stoppage 
of  the  respiration  from  over-dosing. 

December  13th. — No.  179. 

Temperature  of  the  room  20'5  Cent.  Monkey  small-sized.  Weight 
7 lbs.  Chloroform  given  in  box  at  11  h.  17  m.  Fallen  down  at 

11  h.  30 m.  10 s.  and  placed  on  the  board.  Artery  Jigatu red  at  11  h.  40  m. 
Trachea  opened  and  tube  inserted  into  it.  Canula  inserted  into  artery 
at  11  h.  46  m.  Two  Ludwig  and  one  Pick  tracings  during— Continue<l 
very  gradual  administration  of  chloroform  by  dropping  it  into  a tunnel 
lined  with  blotting  paper,  which  was  connected  by  a tube  with  an 
opening  in  a large  bottle.  A second  opening  in  the  bottle  was  joined 
by  a tube  to  the  trachea,  while  a third  opening  was  connected  with 
a Marey's  tambour  registering  on  the  slow  Ludwig  drum  (vide  Ludwig 
tracing). 

The  respiration  stopped  at  12  h.  36  m.  6 s.  and  the  heart  ceased  at 

12  h.  42  m. 

December  13th. — No.  180. 

Medium-sized  monkey,  9 lbs.  Into  chloroform  box  at  2h.  46  m. 
Fallen  down  at  2 h.  58  m.  3 s.  and  placed  at  once  on  the  table.  Trachea 
opened  and  tube  inserted.  Artery  ligatured  and  canula  inserted. 
Connexion  made  with  the  manometer  3 h.  14  m.  45  s.  The  experiment 
was  prevented  by  the  soda  solution  exuding  out  of  the  traciieal  tube 
and  killing  the  animal  by  convulsions  and  oedema  of  the  lungs.  The 
pressure  in  the  manometer  before  the  experiment  was  exactly  that  of 
the  blood  when  connexion  was  made  (vide  Ludwig  tracing).  The 
canula  was  correctly  placed  in  the  artery  and  had  not  cut  it.  The 
traciieal  tube  was  also  quite  perfectly  fixed.  Tiiere  was  a lot  of  fluid 
in  both  pleural  cavities.  Lungs  oedem.atous  and  one  base  carnilied. 
Both  the  cavities  of  the  heart  contained  a light  coloured  alkaline  fluid. 
Peritoneum  also  full  of  similar  fluid.  The  fluid  from  the  trachea  was 
strongly  alkaline  and  effervesced  freely  on  adding  hydrochloric  acid, 
and  wlien  tested  with  perchloride  of  mercury  it  gave  a brown  pre- 
cipitate resembling  that  given  by  the  soda  solution  when  similarly 
tested.  Tlie  only  possible  explanation  of  this  case  seems  to  be  f liat 
communication  had  been  accidentally  made  between  the  artery  and  tlie 
vein  by  which  means  the  animal  was  injected  with  the  soda  solution. 


December  13th. — No.  181. 

Monkey,  weight  7ilbs.  Into  chloroform  box  at4h.  2m.  45s.  Fell 
down  at  4h.  11m.  40  s.  Artery  ligatured  at  4h.  20m.  45s.  Trachea 
opened  at  4 h.  23  m.  and  a tube  tied  into  it.  Canula  inserted  into  the 
artery  at  4 h.  25  m.  20s.  Chloroform  at  4 h.  27m.  45s.  Connexion  with 
manometer  at  4 h.  30  m.  One  Ludwig  and  one  Fick  tracing  during 
gradual  administration  of  chloroform  through  the  same  bottle  as  in 
179.  Kespiration  stopped  at  4 h.  44m.  45s.  and  the  heart  ceased  acting 
at  4 h.  52  m. 

December  14tli. — No.  182. 

Monkey,  weight  91bs.  Into  the  chloroform  box  at  7h.  42m.  40s. 
Fallen  down  at  7h.  51m.  10s.  and  at  once  placed  on  tlie  table.  Kept 
quiet  with  chloroform  from  time  to  time.  Artery  ligatured  at 
7h.  59m.  3s.  Trachea  opened  and  canula  Inserted  at  8h.  3m.  30s 
Canula  inserted  into  the  artery  at  8h.  10m.  3s.  Connexion  with 
manometer  at  8h.  14  m.  Two  Ludwig  and  one  Fick  tracing. 


Observations. 


H.  M.  s. 

A.  8 16  20.— Administration  of  alcohol,  williout  any  effect  what- 

ever. 

B.  8 23  30.— Administration  of  ether  very  gradually  througli  tlie 

bottle  apparatus  used  in  179. 

Eespiration  ceased  at  8 li.  50  m.  30s.  Heart  stopped  at  8 li.  56 m.  Os. 


December  14th. — No.  183. 

Dog,  w eiglit  301bs.,  tliat  has  liad  2 grains  of  phosphorus  this  morning. 
Into  chloroform  box  at  2li.  3 in.  40s.  Fallen  down  at  21i.  9 in.  lbs. 
Placed  on  the  talile  and  kept  quiet  witli  cliloroform.  Aidery  ligatured 
ut21i  14m.  Canula  inserted  at  2 li.  16  m.  40  s.  Coniiection'inaile  with 
manometer  at  2 ii.  20m.  10s.  Two  Ludwig  and  tliree  Fick'i  tracing.s. 


f Speed  of  the  Fick  drum  increased  in  this  experiment,  so  that  it 
made  a complete  revolution  in  1 m.  9s. 


06.5  irvations. 


n.  M.  s. 

A.  2 20  45.— Chloroform  administration  on  a saturated  cap  closely 

applied,  during  which  the  animal  held  its  breath 
and  an  unusually  well-marked  fall  of  pressure 
occurred.  The  Fick  apparatus  was  unfortunately 
not  ready  at  this  time.  The  chloroform  was 
stopped  as  soon  as  the  animal  began  to  gasp  to 
prevent  any  danger  of  over  dosing. 

B.  2 23  25. — Chloroform  administration  in  the  same  way  repeated 

twice  in  the  hope  of  obtaining  a similar  tracing  on 
the  Fick  drum,  but  the  animal  did  not  hold  its 
breath  rigidly  as  in  tlie  first  instance,  and  there 
was  only  an  occasional  slight  slowing  of  the  pulse 
(Fick  1 and  2). 

C.  2 27  35. — Artificial  respiration. 

D.  2 31  30. — Salivation  and  some  accumulation  of  fluid  in  the 

t rachea. 

E.  2 35  15. — Injection  of  30  minims  of  liquor  atropina:  into  the 

peritoneal  cavity. 

F.  2 40  0.— Irritation  of  first  the  left  and  then  the  right  vagus  to 

sliow  that  the  atropine  had  taken  effect. 

G.  2 45  30. — Smotliering  by  holding  the  nose  and  mouth. 

if.  2 51  0.— Chloroform  again  freely,  but  the  animal  neither 
struggled  nor  held  its  breath,  owing  probably  to 
the  obstructed  condition  of  the  trachea  or  to  the 
weak  state  of  the  animal  after  phosphorus ; 
recovery  was  very  slow. 

I.  3 3 25. — After  theanimal  had  come  quite  out  and  had  begun  to 
struggle,  chloroform  was  again  given  very  freely. 
The  animal  held  its  breath,  but  no  marked  slowing 
of  the  heart  or  fall  of  pressure  occurred.  Ciiloro- 
form  was  finally  pushed  until  death  resulted. 


December  16th. — No.  184. 

Dog,  weight  29 lbs.,  that  has  had  two  grains  of  phosphorus  (one 
yesterday  and  one  the  day  before)  and  was  rather  feeble  in  consequence. 
Chloroform  given  at  7 h.  35m.  45s.  Fallen  down  and  placed  on  the 
table  at  7h.  42m.  Kept  quiet  with  chloroform.  Artery  ligatured  at 
7h.  51m.  Trachea  opened  and  tube  inserted.  Canula  inserted  into  the 
carotid  at  7h.  59m.  Connexion  made  with  the  manometer  at8h.  5m. 
30  s.  Two  Ludwig  and  three  Fick  tracings. 


A. 

B. 

C. 


D. 


B. 

F. 


G. 


Observations. 

H.  M.  s. 

8 11  25. — Blowing  up  tlie  chest  forcibly  by  means  of  a bellows 
attaclied  to  the  tracheal  tube;  repeated  three 
times. 

8 17  10. — Exhausting  the  air  in  the  chest  with  bellows. 

8 24  40. — Production  of  aspliyxia  by  stopping  up  the  trachea  ; 
repeated. 

8 37  0. — Injection  of  30  minims  of  liquor  atropinae  into  peri- 
toneal cavity. 

8 41  40. — Blowing  up  tlie  chest  again  repeatedly. 

8 59  0. — Stopping  up  tlie  trachea  again.  After  the  atropine, 

fall  of  pressure  still  occurs  in  inflation  of  the 
cliest,  but  no  slowing  of  the  heart  (ritle  Fick  8 and 
9).  The  slowing  of  tlie  heart  during  asphyxia  is 
also  abolished.  (Compare  No.  158). 

9 1 40. — The  animal  was  finally  killed  with  chloroform. 


December  16th. — No.  185. 


Dog,  weight  361bs.,  unpoisoued  and  healthy.  Into  the  chloroform 
box  at  2b.  30m.  35s.  Fallen  down  at  2h.  36m.  Placed  on  the  table  at 
2li.  36m.  15s.  Foaming  at  the  mouth  and  kept  quiet  with  chloroform. 
Artery  ligatured  at  2h.  42m.  30s.  Canula  inserted  at  2li.  43m.  25s. 
Connexion  with  manometer  at  2h.  49m.  20s.  Two  Ludwig  and  five 
Fick  tracings.  • 

Observations. 

H.  M.  s. 

A.  2 51  0.— Struggling  and  repeated  holding  of  the  breatli  wlien 

he  was  quite  out  of  chloroform. 

B.  2 59  45. — Holding  an  ordinary  cap  with  ammonia  on  it  before 

the  nose. 

C.  3 1 20.— Chloroform  administration  during  struggling  and 

holding  of  tlie  breath. 

D.  3 5 20.— Snipping  the  anus. 

E.  3 7 0. — Pulling  out  the  tongue  forcibly,  which  had  the 

effect  of  making  liira  hold  his  hreatli,  and  pro- 
duced a fall  of  tlie  lilood-pressure  and  stoppage  of 
the  heart  (vide  Fick  5). 

F.  3 11  0.— Cliloroform  during  violent  struggling. 

G.  3 22  0 —Pushing  cliloroform  until  respiration  stopped. 

H.  3 31  20.— S(|uint  operation.  No  effect. 

1.  3 34  0.— Cnloroform  pushed  until  death  resulted. 

jy.B.— The  Fick  drum  was  revolving  in  1 m.  9s.  in  this  and  the 
previous  experiment.  In  all  experiments  before  183  the  Fick  revolution 
occupied  3 m.  9s. 

Jfemarfex.— Experiment  185  shows  the  irregularity  of  the  blood- 
pressure  wiiich  is  produced  by  struggling  and  holding  tlie  breath  wlien 
the  subject  is  or  is  not  under  the  influence  of  cliloroform.  It  also 
shows  tiie  fall  of  pressure  and  slowing  ot  the  cireiilatioii  produced  by 
forcibly  pulling  forward  the  tongue  (vide  Ludwig  I.  at  3.4  and  3.7,  and 
Fick  III.).  (See  iiages  68  and  To.)  Tliis  is  constantly  done  wlien  )iatieiits 
are  in  danger  from  an  overdose  of  chloroform,  and  was  the  only  opera- 
tive procedure  in  the  Commission’s  expeiiiiients  wliich  caused  the  same 
effect  as  electrical  irritation  of  the  vagus.  During  tlie  185tli  experiment 
iiiany  operations  were  performed,  with  a view  to  induce  shock  without 
any  effect  upon  the  heart,  tlie  pulse,  or  tlie  bliHid-pressure. 

March  6th,  I890.-No.  186. 

Healthy  dog,  weight  20  lbs.  Teniperal.iire  ot  room  28  Cent.  Chloro- 
form given  in  box  1 li.  58  m.  30 s.  Dog  fallen  down  at2li.  4ni.  Dog 
on  talile  at  2li.  5 m.  .Vrtery  ligatuie.l  at  2h.  10m.  30s.  Canula 
inserted  at  2h.  12  m.  30  s.  Coimexion  with  manometer  made 

2 b.  16  m.  30  a. 
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Observations. 

H.M.  s. 

A.  2 17  50. — Electrical  irritation  of  entire  vagus,  coil  5,  for  30 
seconds.  This  observation  shows  the  harmless 
effect  of  sudden  lowering  of  the  blood-pressure. 

C.  2 18  40. — Normal  chloroform  administration  with  regular 
respiration.  The  fall  of  the  blood-pressure  was 
perfectly  regular  and  gradual.  The  breathing 
stopped  at  2h.  24m.  Os.,  the  vagus  was  stimu- 
lated at  2h.  24  m.  15  s.  with  the  effect  of  slowing 
the  pulse ; and  the  animal  was  restored  without 
any  other  treatment. 

C.  2 35  45. — Irritation  of  entire  right  vagus,  coil  5,  and  simul- 

taneous chloroform  inhalation.  The  breathing 
stopped  at  2 h.  37  m.  12s.,  and  was  restored  with- 
out artificial  respiration  at  2h.  39m.  Os.  The 
vagus  stimulation  was  stopped  at  2h.  39  m.  5s. 
and  the  animal  quickly  recovered.  The  effect  of 
the  vagus  stimulation  was  to  suddenly  lower  the 
blood-pressure  almost  to  zero,  and  chloroform  was  [ 
pushed  while  the  pressure  was  low.  If  lowering 
the  pressure  were  a danger  with  chloroform,  this  | 
administration  ouglit  to  have  been  particularly 
dangerous  ; but  the  fall  of  pressure,  with  stoppage  i 
of  the  respiration,  was  obviously  a safeguard,  as 
the  animal  recovered  without  artificial  respira- 
tion or  any  other  measures  being  taken  to  revive 
it. 

D.  2 48  25.— Repetition  of  Observation  A for  over  a minute 

K.  2 53  32.— Chloroform  inhalation  with  regular  breathing.  The 
respiration  ceased  at  2h.  56m.  Os.  The  entire 
right  vagus  was  stimulated  from  2h.  56m.  10  s. 
to  2h.  57  m.  25  s.  The  breathing  recommenced 
at  2h.  57m.  20s.  and  the  administration  of 
chloroform  was  continued  for  thirty  seconds 
afterwards.  The  animal  recoveredi  without 
artificial  respiration  or  other  treatment.  In  this 


H.  M.  s. 

observation  the  stimulation  of  the  \ agus : after 
respiration  had  entirely  stoppefl  from  over-dosing 
with  chloroform  and  the  blood-pressure  was  very 
low ; had  the  effect  of  still  further  lowering  the 
pressure,  and  of  keeping  it  nearly  at  zero,  with  a 
slow  pulse,  for  over  a minute.  If  the  fall  of 
pressure  were  in  itself  a danger  under  chloroform, 
the  further  fall  ought  to  have  increased  the 
danger ; but  it  proved  to  be  a safeguard  and 
saved  the  animal’s  life. 

P.  3 6 0. — Ordinary  chloroform  inhalation ; interrupted  to 
change  the  drum. 

G.  3 13  40. — Ordinary  chloroform  Inhalation  pushed  till  the 
animal  died.  The  breathing  stopped  at 
3h.  15  m.  50  s.;  there  was  slight  vaso  motor 
recovery  at  3h.  18m.  Os.;  the  pulse  began  to 
fail  at  3h.  19m.  25  s. ; a needle  was  inserted  into 
the  heart  at  3h.  20  m.  45  s.,  and  continued  to 
move  strongly  and  rhythmically  until  3 h.  23  m.  Os. 
In  this  observation  the  animal  was  left  entirely 
alone  after  the  respiration  ceased,  and  it  died. 

In  Experiment  186J  it  might  be  said  that  the  animal's  recovery  In 
Observation  E was  due  to  the  vagus  being  entire,  and  to  consequent 
stimulation  of  the  respiratory  centre  when  the  nerve  was  irritated.  But 
in  the  first  place  the  respiratory  centre  was  paralysed  by  chloroform, 
and  until  the  effect  passed  off  it  could  not  respond  to  any  stimulus ; 
and  in  the  second  place,  it  the  recovery  was  due  to  stimulation  of  the 
respiratory  centre  in  Observation  E,  it  must  have  been  due  to  paralysis 
of  the  respiratory  centre  in  Observation  C,  which  is  impossible. 
Observation  B clearly  shows  that  the  fall  of  the  blood-pressure  under 
chloroform  is  not  due  to  weakening  of  the  heart.  As  in  No.  178,  the 
beats  of  the  heart  on  each  side  of  the  inhibition  were  ample,  and  became 
smaller  as  the  pressure  rose  during  recovery,  which  could  not  be  the 
case  if  the  organ  were  weakened  and  the  fall  of  the  blood-pressure  were 
due  to  this  cause. 


TRACINGS  OF  MANOMETER  EXPERIMENTS. 


The  tracings  which  we  have  reproduced  were  taken  by 
connecting  the  carotid  artery  of  the  animal  with  a mercurial 
manometer,  the  float  of  which  a.scended  and  descended  with 
every  rise  or  fall  in  the  arterial  pressure,  and  traced  upon 
the  slowly  revolving  cylinder  blackened  with  soot  the 
variations  of  the  pressure  upon  the  arterial  system.  As  the 
revolutions  of  the  cylinder  were  too  slow  to  allow  of  the 
individual  pul.se  beats  being  seen,  a .second  cylinder  was 
employed  which  revolved  at  a speed  nearly  ten  times 
as  great  as  the  first ; by  using  a wide  tube  either 
limb  of  which  could  be  shut  off  or  opened  at  leisure, 
both  manometers  could  either  be  put  into  communica- 
tion at  once  with  the  iirtery,  or  a single  one  could  be 
connected  at  a time.  Usually  only  one  was  thus  con- 
nected ; the  general  variations  of  the  arterial  pressure  are 


showti  in  the  tracing  taken  by  the  Ludwig’s  or  mercurial 
kymograph,  termed  shortly  “ Ludwig  ” in  the  tracings,  and 
the  pulse  beats  were  taken  by  a Kick’s  kymograph  on  the 
quickly  revolving  cylinder.  These  tracings  are  indicated 
by  the  word  “ Kick  ” in  the  corner.  In  the  tracings  taken 
by  Ludwig’s  manometer  a straight  line  will  be  foimd  here 
and  there  in  place  of  the  usual  curve.  The.se  lines  indicate 
the  points  where  the  Kick’s  kymograph  was  connected  with 
the  artery  in  place  of  Ludwig’s.  Each  is  numbered,  and 
by  reference  to  the  corresponding  tracings  by  Kick’s  kymo- 
graph the  character  and  rate  of  the  pulse  at  any  of  these 
periods  can  be  readily  ascertained. 

A fuller  description  of  the  method  of  experimentation  is 
given  at  p.  10. 
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November  12th. — Experiment  79. 
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November  18th. — Experiment  92. 
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Experiment  92  {continued). 


November  18th. — Experiment  93. 
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November  19th. — Experiment  97. 


November  28th. — Experiment  137. 


-12.42 

- MQR€  Chl  OROFO/iMf  • 

.S/*iPP£D  Slight  Cfir. 

SHiHofANUSseueo 

'TEMP  101.2  

- »2.40 

. STOP/PPITATIOM 

- (2  39 

" ChiORQPORH  ■ 

12  38  Cou  10 

. ChlOHUFOPH!  Puitilo 

/PR’ I v»Gus  Conts^ 

»2  3? 


- l2  35  StvpChlORUFo 

- DPUPP  STUCK 


. 12  33 
- TEMP  loa  8 


- 12  31 

. S TOP  Chl  oroform 


_ Mope  Chl  OROROPf 

_ QU!  T£  OUT 
-12  26 

^STOP/RPiTATtOM 
. /PR  •£  VACUSCOn/S 


_I2  26 

~3  TOP  IP  Pi  ta  rioH 
- /pp- 1 VAGUS  Con  !0 
_ StopChl  opoform, 
-12  26 


. morf Chloroform 


12  22  StHSU/vc 


-.12  2|,  STORCPLOttOf: 


.12  20 

. MORfCt/iORoFORM 





LUDWiC  1 


_I2  19  temp.  103.4 
-$TOR  CHLOROFORM  ' 

Chloroform  _ 


12.17 

— HOT  Quire  UHOCR 


Ekpt  N?  157. 
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November  30th. — Experiment  146. 


Nov.  30th. — Experiment  147. 
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November  30th — Experiment  148. 
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Experiment  148  {continued'). 


KymoQraph  Trace  ■ 
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Experiment  148  {contimied).  Dec.  3. — Experiment  15<>. 
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Dec.  4th. — Exp.  160.  Dec.  6th. — Exp.  161. 
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ItECEMBER  9th. — EXPERIMENT  169. 


December  16th. — Experiment  185. 
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Experiment  185  {continued). 


LUDWIO  I 


ExP.^  185. 
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Experiment  185  (continued). 
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Experiment  185  {continued). 
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GENERAL  VIEW  OF  THE  APPARATUS  EMPLOYED. 


The  apparatus  stands  on  a solid  teak  table.  In  front  is  seen  a strong  upright  for  supporting  a Bernard’s  dog-holder. 
Close  behind  the  upright  is  a wooden  burette-holder,  bent  almost  to  a horizontal  position.  This  was  used  to  support 
the  elongated  glass  bulb  connected  with  the  arterial  cannula,  and  to  prevent  any  drag  being  exerted  upon  it.  Y is  almost 
hidden  by  the  upright,  and  is  supported  by  a long  needle  above  the  Y-tube,  which  it  indicates.  From  the  Y-tube  go 
two  white  tubes  to  the  two  manometers ; 2 indicates  Kick’s  manometer  ; 3 is  fastened  above  the  mercurial  manometer, 
against  the  tracing  on  Irndwig’s  kymograph,  above  the  clockwork  of  which  9 is  fastened  ; 6 indicates  the  magnetic 
time-marker,  and  is  raised  on  a large  block  of  wood  to  a proper  height  ; on  a small  block  of  wood  at  the  bottom  of 
the  instrument  is  seen  the  watch  of  the  observer  ; 7 is  the  Du  Bois-Keymond  key,  by  which  the  time-marker  is  worked  ; 


R is  a Du  Bois-Reymond’s  coil  for  irritating  nerves  ; 8,  the  key  by  which  contact  is  made  and  broken  ; x is  a Leclanch6 

battery  for  the  time-marker,  and  z a bichromate  cell  for  the  coil  ; 5 indicates  the  tracing  on  Kick’s  kymograph,  and 

w the  clockwork  of  the  instrument ; A and  B are  two  of  Marey’s  tambours  connected  together.  The  lever  of  A was 
connected  occasionally  by  a thread  with  a needle  fixed  in  the  heart  or  diaphragm  of  the  animal,  and  tlie  movement 

being  transmitted  to  A was  recorded  by  it  on  tlie  cylinder  of  Kick’s  kymograph.  V indicates  the  valve  used  with  the 

bellows  for  artificial  respiration.  It  is  fixed  to  tlie  nozzle  of  the  bellows  by  a kind  of  splint  ma<le  of  wood  and 
cork.  Across  the  top  of  the  photograph  and  down  its  centre  extends  the  indiarubber  tube  conveying  soda  solution  to 
flic  apparatus  from  the  vessel  fixed  .against  the  wall. 


B<LStment  Line. 
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The  Glasgow  Committee’s  Tracing,  1879. 


The  chloroform  tracings  of  the  Glasgow 
experiments  should  be  compared  with  the 
Fick  tracings  of  the  Commission’s  Experi- 
ments 148,  156,  and  185,  in  which  there 
are  irregularities  due  to  asphyxia,  or  to 
some  interference  with  or  irregularity  of 
the  respiration.  The  Commission  has 
shown  that  regularity  of  the  respiration 
ensures  regularity  of  the  fall  of  the  blood- 
press\ire  in  chloroform  inhalation,  and  the 
fact  that  the  blood-pressure  was  irregular 
in  the  Glasgow  Committee’s  tracings  is 
proof  positive  that  there  was  irregularity 
of  the  respiration  of  their  experiments. 
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EXPERIMENTS  WITH  CHLOROFORM  MADE  BY  SURGEON-MAJOR  LAWRIE,  SURGEON  ARTHU  R 
CHAMARETTE,  MR.  WILLIAM  MAYBERRY,  AND  MR.  KNIGHTLEY  OWEN  BURNE. 


Temperature  of  room  28°  C.  Chloroform  given  in  box  1 h.  58  m.  30  s.  ] 
Dog  fallen  down  2h,  4 m.  Dog  on  table  2h.  5 m.  Artery  ligatured 
2h.  10  m.  30  s.  Cannula  inserted  2 h.  12  m.  30  s.  Connexion  with  mado- 
metermade2h.  16m.  30s. 

Ludwig  III.  shows  the  effects  of — I 

(a)  fecovery  from  chloroform.  i 

(5)  Ordinary  chloroform  inhalation  at  2 h.  53  m.  32  s. 

1.  Cornea  insensitive  ; dog  fully  under  at  2 h.  54  m.  30  s.  2.  Breathing 
stopped  at  2h.  56  m.  3.  Electrical  irritation  of  right  vagus  , 
coil  5 from  2h.  56  m.  3 s.  to  2h.  57m.  25  s.  4.  Breathing  re- 

I.  Expekiment  peepormed  on  March  6th,  1890. 


stored  spontaneously ; chloroform  continued  for  30  seconds 
longer. 

(c)  Spontaneous  recovery  without  artificial  respiration. 

(d)  Ordinary  chloroform  inhalation. 

Ludwig  IV.  shows  the  effects  of — 

(a)  Ordinary  chloroform  inhalation  at  3 h,  13  m.  40  s. 

1.  Cornea  insensitive ; dog  lully  under  at  3 h.  13  m.  30  s.  2.  Stopped, 
breathing  3h.  15  m.  .50  s.  3.  Chloroform  cap  removed  3h.  IS  m.  15s. 

4.  Needle  into  heart  at  3 h.  20  m.  45s.,  moving  rhythmically  until — 

5.  Heart  needle  gradually  ceased  to  move  at  3 h.  23  m.  5s.  Death 

II.  Experiment  performed  on  March  6th,  1890- 


Practical  Conclusions 
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PRACTICAL  CONCLUSIONS. 


« 

The  following  are  the  practical  conclusions  which  the 
Commission  think  may  fairly  be  deduced  from  the  experi- 
ments recorded  in  this  report : — 

I.  The  recumbent  position  on  the  back  and  absolute 
freedom  of  respiration  are  essential. 

II.  If  during  an  operation  the  recumbent  position  on  the 
back  cannot,  from  any  cause,  be  maintained  during  chloro- 
form administration,  the  utmost  attention  to  the  respira- 
tion is  necessary  to  prevent  asphyxia  or  an  overdose.  If 
there  is  any  doubt  whatever  about  the  state  of  respiration, 
the  patient  should  be  at  once  restored  to  the  recumbent 
position  on  the  back. 

III.  To  ensure-  absolute  freedom  of  respiration,  tigh^ 
clothing  of  every  kind,  either  on  the  neck,  chest,  or  abdcf- 
men,  is  to  be  strictly  avoided ; and  no  assistants  or  bystanders 
should  be  allowed  to  exert  pressure  on  any  part  of  the 
patient’s  thorax  or  abdomen,  even  though  the  patient  be 
struggling  violently.  If  struggling  does  occur,  it  is  always 
possible  to  hold  the  patient  down  by  pressure  on  the 
shoulders,  pelvis,  or  legs  without  doing  anything  which  can 
by  any  possibility  interfere  with  the  free  movements  of 
respiration. 

IV.  An  apparatus  is  not  essential,  and  ought  not  to  be 
used,  as,  being  made  to  fit  the  face,  it  must  tend  to  produce 
a certain  amount  of  asphyxia.  Moreover,  it  is  apt  to  take 
up  part  of  the  attention  which  is  required  elsewhere.  In 
short,  no  matter  how  it  is  made,  it  introduces  an  element 
of  danger  into  the  administration.  A convenient  form  of 
inhaler  is  an  open  cone  or  cap  with  a little  absorbent  cotton 
inside  at  the  apex. 

V.  At  the  commencement  of  inhalation  care  should  be 
taken,  not  by  holding  the  cap  too  close  over  the  mouth  and 
nose,  to  avoid  exciting,  struggling,  or  holding  the  breath. 
If  struggling  or  holding  the  breath  do  occur,  great  care  is 
necessary  to  avoid  an  over-dose  during  the  deep  inspirations 
which  follow.  When  quiet  breathing  is  ensured  as  tlie 
patient  begins  to  go  over,  there  is  no  reason  why  the  inhaler 
should  not  be  applied  close  to  the  face  ; and  all  that  is  then 
necessary  is  to  watch  the  cornea  and  to  see  that  the  respira- 
tion is  not  interfered  with. 

VI.  In  children,  crying  ensures  free  admi.ssion  of  chloroform 
into  the  lungs  ; but  as  struggling  and  holding  the  breath 
can  hardly  be  avoided,  and  one  or  two  whiffs  of  chloroform 
may  be  sufficient  to  produce  complete  insensibility,  tliey 
should  always  bo  allowed  to  inhale  a little  fresh  air  during 
tlie  first  deep  inspirations  which  follow.  In  any  struggling 
persons,  but  e.specially  in  children,  it  is  essential  to  remove 
the  inhaler  after  the  first  or  second  deep  inspiration,  as 
enough  chloroform  may  have  been  inhaled  to  produce  deep 
anmsthesia,  and  this  may  only  appear,  or  may  deepen,  after 
the  chloroform  is  stopped  {vide  ait2>ra  sub-paragraphs  2 and  9 
of  conclusions  in  paragrapli  30).  Struggling  is  best  avoided 
in  adults  by  making  tliem  blow  out  hard  after  each  inspira- 
tion during  the  inhalation. 

VII.  The  patient  is,  as  a rule,  amesthetised  and  ready 
for  the  operation  to  be  commenced  when  unconscious 
winking  is  no  longer  produced  by  touching  the  surface  of 
the  eye  with  the  tip  of  the  finger.  The  anresthetic  should 
never  under  any  circumstances  be  pu.shed  till  the  respiration 
.stops  ; but  when  once  the  cornea  is  insensitive,  the  patient 
should  be  kept  gently  under  by  occasional  inlialafions.  and 


not  be  allowed  to  come  out  and  renew  the  stage  of  struggling 
and  resistance. 

VIII.  As  a rule,  no  operation  should  be  commenced  until 
the  patient  is  fully  under  the  influence  of  tlie  anaesthetic, 
so  as  to  avoid  all  chance  of  death  from  surgical  shock  or 
fright. 

IX.  The  administrator  should  be  guided  as  to  the  effect 
entirely  by  the  respiration.  His  only  object,  while  pro- 
ducing anaesthesia,  is  to  see  that  the  respiration  is  not 
interfered  with. 

X.  If  possible,  the  patient’s  chest  and  abdomen  should  be 
exposed  during  chloroform  inhalation,  so  that  the  respira- 
tory movements  can  be  seen  by  the  admini.strator.  If  any- 
thing interferes  with  the  respiration  in  cany  way,  however 
slightly,  even  if  this  occurs  at  the  very  commencement  of 
the  administration,  if  breatli  is  held,  or  if  there  is  stertor, 
the  inhalation  should  be  stopped  until  the  breathing  is 
natural  again.  This  may  sometimes  create  delay  and  in- 
convenience with  inexperienced  administrators,  but  expe- 
rience will  make  any  administrator  so  familiar  with  the 
respirators  functions  under  chloroform  that  he  will  in  a 
short  time  know  almost  by  intuition  whether  anything  is 
going  wrong,  and  be  able  to  put  it  right  without  delay 
before  any  danger  arises. 

XI.  If  the  breathing  becomes  embarrassed,  the  lower  jaw 
should  be  pulled,  or  pushed  from  behind  the  angles,  forward, 
so  that  the  lower  teeth  protrude  in  front  of  the  uj>per.  This 
raises  the  epiglottis  and  frees  the  larynx.  At  the  same 
time  it  is  well  to  assist  the  respiration  artificially  until  the 
embarrassment  passes  off. 

XII.  If  by  any  accident  the  respiration  stops,  artificial 
respiration  should  be  commenced  at  once,  while  an  assistant 
lowers  the  head  and  draws  forward  the  tongue  with  catch- 
forceps,  by  Howard’s  method,  assisted  by  compre.-sion  and 
relaxation  of  the  thoracic  walls.  Artificial  re.spiration 
should  be  continued  until  there  is  no  doubt  whatever  that 
natural  respiration  is  completely  re-established. 

XIII.  A small  dose  of  morphia  may  be  injected  sub- 
cutaneously before  chloroform  inhalation,  as  it  helps  to  keep 
the  patient  in  a state  of  ansesthe.sia  in  prolonged  operations. 
There  is  nothing  to  show  tliat  atropine  does  any  good  in 
connexion  with  the  administration  of  chloroform,  and  it 
may  do  a very  great  deal  of  harm. 

XIV.  Alcohol  may  be  given  with  advantage  before  opera" 
tions  under  chloroform,  provided  it  does  not  cause  excite- 
ment, and  merely  has  the  effect  of  giving  a patient  confidence 
and  steadying  the  circulation. 

'The  Commission  has  no  doubt  whatever  that,  if  the 
above  rules  be  followed,  chloroform  may  be  given  in  any 
case  requiring  an  operation  with  perfect  ease  and  absolute 
.safety  so  as  to  do  good  without  the  risk  of  evil. 

Edwahd  Lawrie  (President), 

T.  Lauder  Brunton,  1 
G.  Bomford,  [ Members. 

Rustomji  D.  Hakim,  J 
Edward  Lawrie,  Surgeon-Major. 

Hyderaliad,  December  18th,  1889. 

(True  copy.) 
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THE  REPORT  OE  THE  EIRST  HYDERABAD 
CHLOROEORM  COMMISSION. 


At  the  recommendation  of  Surgeon-Major  E.  Lawrie, 
M.B.,  Indian  Medical  Service,  Residency  Surgeon,  and 
Principal  of  the  Hyderabad  Medical  School,  his  Highness 
the  Nizam’s  Government  appointed  a Commission,  con- 
sisting of  a President  and  two  members,  to  make  a series 
of  investigations  in  connexion  with  the  effects  of  chloro- 
form on  dogs. 

The  following  report  by  the  Commission  embodies  the 
results  of  the  experiments  undertaken. 

The  experiments  were  commenced  on  Feb.  8th,  1888, 
and  conducted  from  11  A.M.  to  3 P.M.  daily  in  the  verandah 
of  the  private  ward  of  the  Residency  Hospital. 

In  this  report  the  Commission  have  incorporated  in 
detail  the  experiments  perfonned  upon  141  dogs  with 
chloroform  vapour  by  inhalation.  This  number,  however, 
does  not  embrace  all  the  experiments  carried  out,  for  many 
dogs  were  anassthetised  twice,  and  a few  three  or  more 
times. 

The  Commission  were  not  influenced  in  their  investiga- 
tions by  experiments  carried  out  previously  by  other 
observers. 

It  was  decided  to  ascertain  the  influence  of  chloroform 
vapour  on  the  circulation  and  respiration,  and  inquiries 
were  mainly  directed  to  the  discovery  of  the  exact  relation- 
sliip  that  exists  in  the  dog,  in  point  of  time  between  the 
cessation  of  the  respiration  and  of  the  heart’s  action. 

A further  object  was  to  find  out  to  what-  extent  the 
heart  is  affected,  primarily  or  secondarily,  in  poisoning  by 
the  inhalation  of  chloroform  vapour.  The  Commission  con- 
sider tliat  tlie  data  collected  definitely  settle  these  ques- 
tions. In  no  experiments  hitherto  performed,  as  far  as  can 
be  ascertained  from  such  English  medical  journals,  reports, 
and  text-books  as  are  accessible,  has  the  relation  of  tlie 
respiration  to  circulation  during  chloroform  amesthesia  of 
animals  been  specially  attended  to,  although  the  influence 
of  the  former  on  the  latter  is  casually  mentioned  in  several 
reports  and  medical  periodicals. 

The  experiments  were  divided  into  the  following  four 
series,  in  which  the  dogs  were  : — 

(I.)  Anaasthetised  until  death  took  place — eight  experi- 
ments recorded  ; 

(II.)  Chloroformed  with  large  doses  of  the  drug,  and  the 
effects  of  artificial  respiration  noted — in  this  series  seventy- 
five  experiments  are  recorded  ; 

(III.)  Gradually  anaesthetised  with  drachm  doses  of  chlo- 
roform, witli  and  without  artificial  respiration — seventeen 
experiments  recorded  ; and 

(IV.)  Poisoned  rapidly  witli  large  doses  of  concentrated 
chloroform  vapour  as  far  as  possible  without  admixture  with 
air — forty-one  experiments  recorded. 

In  each  .series  tlie  time  of  the  occurrence  of  the  follow- 
ing events  were  noted  : (a)  commencement  of  the  inhalation  ; 
(A)  when  fully  under  chloroform  ; (c)  when  respiration  ceased  ; 
(d)  when  the  pulse  stopped ; (e)  when  artificial  respiration 


was  begun  ; ( /)  when  the  pulse  returned  ; (y)  when  natural 
respiration  was  re-established  ; and  (//)  when  the  heart’s 
action  ceased. 

Of  the  three  observers,  one  confined  his  attention  to 
the  condition  of  the  femoral  artery,  the  second  observed  the 
state  of  the  heart’s  action,  and  the  third  watched  the  respira- 
tion and  recorded  the  time.  If  any  doubt  existed  as  to  the 
condition  of  the  pulse,  heart,  or  respiration  at  any  particular 
moment,  a .single  opinion  was  not  relied  on. 

Of  the  141  animals  experimented  on,  113  were  strong, 
full-grown,  healthy  pariah  dogs  and  sluts  ; 25  were  well- 
grown,  pariah  pups  about  eight  months  old  ; and  3 were 
healthy  mongrel  terriers. 

The  weight  and  size  of  the  dog  did  not  give  rise  to 
any  noteworthy  peculiarities  during  the  .administration  of 
chloroform  except  such  as  miglit  have  been  n.aturally  ex- 
pected ; the  larger  and  more  powerful  the  dog,  tlie  more 
pronounced  the  struggling  during  the  initial  stage  of  the 
administration ; the  smaller  the  dog,  the  smaller  the  quan- 
tity of  chloroform  required  to  produce  anassthesia.  The 
approximate  similarity  of  results  indicates  that  the  weight 
of  the  animal  is  not  an  element  that  demands  any  special 
consideration. 

The  chloroform  was  administered  from  a conical  c.ap 
made  of  two  folds  of  course  cotton  cloth  (dungaree),  .at  the 
bottom  of  which  some  cotton-wool  was  placed.  Free  ad- 
mixture of  the  chloroform  vapour  with  air  was  allowed  in  all 
but  those  cases  in  which  it  was  purposely  excluded  (fourth 
series),  .and  to  effect  this  latter  purpose  .a  layer  of  mackintosh 
was  tightly  stretched  outside  the  inhaler,  which  w.as  fixed 
as  to  exclude  the  air  almost  entirely. 

About  half  the  dogs  had  been  deprived  of  food  for 
twenty-four  hours  before  being  experimented  on.  The  con- 
dition of  the  stomach  as  to  fulness  or  otherwise  was  ap- 
parently of  no  consequence,  for  in  no  c.ase  did  actual  vomit- 
ing ensue,  although  attempts  at  retching  were  made  in 
several  instances. 

Before  commencing  the  administration  of  the  aiues- 
thetic,  the  .animals  were  muzzled  and  their  fore  and  hind 
legs  secured  to  the  table.  After  the  first  stage  of  the 
anaasthesia  was  induced,  directly  they  got  quiet,  the 
muzzle  and  leg  band  were  removed,  so  th.at  there  was 
nothing  to  interfere  with  the  movements  of  respiration  or 
the  circulation. 

The  animal  was  considered  to  be  comjfietely  under 
chloroform  when,  with  the  cessation  of  the  conjunctival 
reflex,  the  general  muscular  system  was  relaxed.  A very 
small  quantity  of  chloroform,  and  that  at  intervals,  was  then 
needed  to  keep  up  the  aiiicsthetic  effect. 

The  purity  of  the  chloroform  was  guaranteed  by  using 
that  made  by  Messrs.  Duncan  and  Flockart,  of  Edinburgh. 

We  have’  considered  it  better  to  place  the  groups  of 
experiments  separately  than  to  give  them  ctfilectively  ; and 
to  make  such  remarks  on  them  serintim  as  the  facts  con- 
nected with  e.ach  appear  to  warrant.  We  give  the  actual 
t.ables  in  the  form  of  appendices,  but  attach  to  each  scries 
an  abstract  showing  the  mean,  niaximum,  and  minimum  of 
time  that  elapsed  between  the  different  events  noted. 
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FIRST  SERIES. 

Dogs  Chlorofoemised  till  Death. 

This  collection  of  experiments  (p.  83)  was  undertaken  with 
the  view  to  ascertain  the  natural  sequence  of  phenomena  in 
the  dog  poisoned  by  chloroform  vapour. 

The  facts  registered  showed  us  what  was  to  be  ex- 
pected in  the  succeeding  series.  This  group  might  have 
been  extended,  but  the  comparative  uniformity  of  the 
results  made  it  unnecessary. 

Tlie  drug  was  given  the  same  way  as  it  is  administered 
to  patients  at  the  Residency  and  Afzul  Gunj  Hospitals — i.e., 
an  unmeasured  quantity  of  chloroform  was  poured  into  the 
cloth  inhaler,  and  free  admixture  with  air  allowed  during 
inhalation.  In  this  group  we  pushed  the  chloroform  beyond 
tlie  stage  of  complete  aiifesthesia,  and  stopped  the  adminis- 
tration only  when  respiration  had  entirely  ceased. 

The  sequence  of  events  was  then  noted. 

The  interval  of  time  tliat  elapsed  between  the  different 
incidents  registered  in  the  first  series  is  as  follows  : — 


Interval  of  time. 

No. 

Nature  of  observation. 

■> 

Mean. 

Maximum. 

Minimum. 

Min. 

Sec. 

Min. 

Sec. 

Min. 

Sec. 

I 

Between  cessation  of  re- 

spiration  and  stoppage 
of  heart's  action  

3 

27-5 

5-0 

1 

15-0 

2 

Between  cessation  of  re- 

spiration  and  stoppage 

• 

of  pulse  

I 

31-3 

3 

30-0 

100 

3 

Between  stoppage  of  pulse 

and  that  of  heart’s  action 

I 

56! 

3 

13  0 

50-0 

4 

Between  commencement 

of  inhalation  and  cessa- 
tion of  respiration 

7 

6-1 

16 

30-0 

1 

5-0 

These  events  are  in  what  is  considered  to  be  the  order  of 
their  practical  importiuice.  The  average  interval  of  time 
between  the  cessation  of  the  respiration  and  that  of  the 
heart’s  action  is,  however,  by  far  the  most  significant,  and 
amounted  to  nearly  three  minutes  and  a half. 

It  was  found  that  each  animal  passed  through  three 
stages  : 1.  A stage  of  excitement  during  which  there  was 
a temporary  exaltation  of  the  functions  of  the  cerebrum  and 
of  the  circulation ; in  powerful  animals  tliere  was  much 
struggling,  and  in  all  the  blood  pressure  was  raised. 
2.  These  phenomena  were  followed  by  a partial  relaxation 
of  the  voluntary  muscular  system,  and  a gradual  lowering 
of  the  force  and  decrease  in  the  volume  of  the  pulse.  The 
respirations  were  now  more  regular  and  tranquil.  3.  Tliis 
passe(l  rapidly  into  the  third  stage,  in  which  tliere  were 
cessation  of  reflex  action,  of  complete  muscular  relaxation, 
and  complete  anajsthesia. 

The  effects  of  chloroform  vapour  on  the  dog  appear 
to  be,  primarily,  those  of  a stimulant  on  the  cortical  part 
of  the  cerebrum,  bringing  about  a discharge  of  motor 
impulses  represented  by  struggling— partly  voluntary  and 
partly  involuntary.  As  the  blood  becomes  more  charged 
with  the  vapour  an  impairment  of  voluntary  muscular 
power  takes  place  ; the  functions  of  the  cells  of  the  motor 
centres  are  then  materially  impaired.  At  this  stage  reflex 
action  is  still  possible,  for  the  spinal  cord  has  not  been  to  a 
similar  degree  affected  by  the  chloroform.  The  cord  is 
eventually  involved,  and  then  the  only  remaining  mani- 
festations of  vitality  are  the  action  of  the  heart  and  of  the 
respiratory  muscles. 

It  was  exceedingly  interesting  to  observe  the  variations 
in  the  characters  of  the  pulse  and  heart’s  action  during  the 
several  stages  of  chloroform  administration. 

In  the  pulse  there  was  primarily  a slight  and  tem- 
porary increase  in  frequency  and  volume  immediately  after 
commencing  the  inhalation,  followed  by  a decrease  in 
volume  and  in  blood  pressure,  but  no  alteration  in  fre- 
quency. In  the  stage  of  complete  an.-csthe.sia  the  arteries 
relaxed,  and  the  number  of  beats  decre.ased.  In  the  .second 
group  of  experiments  (those  of  .slow  poi.soning)  the  pulse 
in  some  ca.ses  became  intermittent  shortly  after  the  cessa- 
tion of  respiration,  and  in  the  fourth  series  (rapid  poi.sonino- 
with  exclusion  of  air),  the  pulse  in  several  cases  returned  for 
a few  beats  after  being  absent  for  some  seconds. 

Although  a gradual  loss  of  ten.sion  in  the  arteries  took 
place  after  the  first  stage,  the  ratio  decrease  of  tension 
was  more  abrupt  when  the  resjiiration  became  affected. 


the  slowing  of  the  respiration  was  always  succeeded  by  <a 
sudden  increase  in  the  relaxation  in  the  coats  of  the  femoral 
artery  and  a fall  of  tension. 

With  regard  to  the  heart’s  action  it  was  observed  that 
a transient  stimulation  of  its  force  and  increase  of  its 
frequency  during  the  st.age  of  excitement  were  speedily  suc- 
ceeded by  a gradual  decrease  of  the  force  of  the  systolic  con- 
traction of  the  ventricles.  The  first  sound  now  appeared 
prolonged  (as  if  the  ventricles  took  a longer  period  to  con- 
tract), and  after  the  cessation  of  the  respiration  it  soon 
became  muffled.  'The  intervals  between  the  beats  became 
longer.  This  was  the  moment  chosen,  as  a rule,  for  artificial 
respiration  in  the  three  succeeding  groups  of  experiments. 

In  this  series,  just  as  the  heart  was  about  to  cea.se 
acting  its  frequency  would  become  markedly  increased  (so 
rapid,  indeed,  as  to  be  uncountable),  and  then  it  would  cease 
contracting.  In  a number  of  the  second  collection  of  experi- 
ments intermission  of  the  heart’s  action  took  place  after 
cessation  of  respiration. 

These  were  the  main  features  observed  in  connexion  with 
the  circulatory  apparatus.  Others  of  minor  importance 
were  exception.ally  manifested. 

In  some  of  the  eight  cases  of  this  group,  and  in  many 
of  those  in  the  following  series,  .so  rapidly. was  the  anses- 
thesia  induced  that  the  second  stage  was  absent  entirely, 
the  animal  appearing  to  pass  directly  from  struggling  to 
complete  anfesthe.sia. 

In  these  eight  cases,  and  in  most  of  those  of  the 
other  groups,  we  noticed  complete  dilatation  of  the  pupils 
during  the  last  stages  of  anesthesia.  'This  total  mydriasis 
is  an  indication  of  approaching  cessation  of  respiration,  and 
consequently  may  be  a point  deserving  of  some  attention 
during  the  chloroforming  of  dogs. 

Roughly,  we  found  the  succession  of  phenomena  to 
be  (1)  partial  loss  of  sensation  with  slightly  increased  rellex 
irritability,  followed  by  (2)  complete  loss  of  sensation  and 
of  reflex  action  ; (3)  cessation  of  respiration  ; (4)  absence 
of  pulse  of  femoral  artery  ; and  finally  (5)  stoppage  of  heart’s 
.action. 

Although  the  interv.-ils  of  time  between  the  occurrence 
of  these  events  varied  within  wide  limits  in  different  cases, 
in  no  instance  was  the  sequence  modified. 

'I’he  he.art’s  action  never  became  dangerously  affected  or 
stopped  until  after  cessation  of  respiration. 

SECOND  SERIES. 

Artificial  Respiration  after  Arrest  of  Complete 
An.esthesi.v. 

In  this  collection  of  experiments  (p.  83)  amesthesia  was 
brought  about  by  large  doses  of  chloroform.  Artificial  respira- 
tion was  tried  in  various  stages  of  the  aiucsthesia,  and  in 
.addition  to  the  events  given  in  the  preceding  cla.ss  of 
experiments,  the  length  of  time  it  took  to  produce  insen- 
sibility was  noted. 

'The  intervals  of  time  that  el.apsed  between  the  several 
events  are  as  follows  : — 


No. 


Nature  of  observation. 


Interval  of  time. 


Mean. 

Maximum. 

Minimum. 

Min. 

See. 

Min. 

Sec. 

Min. 

Sec. 

1 

Between  the  commence- 

ment  of  ttie  inhalation 
and  tlie  stage  of  com- 
plete amrsthesia. 

2 

5-5 

8 

40-0 

2 

Between  stoppage  of  respi- 
ration and  pulse. 

47-90 

6 

15-0 

5-0 

3 

Between  stage  of  complete 

anaesthesia  and  cessa- 
tion of  respiration. 

4 

45  3 

13 

10 

20-0 

4 

Between  stoppage  of  pulse 

and  heart. 

3 

0-5 

13 

26 

13 

5 

Between  cessation  of  re- 
spiration and  stoppage 
of  heart’s  action. 

3 

47-5 

13 

40-0 

45-0 

6 

Between  cessation  of  re- 

spiration  and  commence- 
ment of  artificial  respira- 

tion. 

1 

34-25 

9 

40 

5 

7 

Between  commencement 

of  artificial  respiration 
and  return  of  pulse. 

2 

12-3 

6 

10*0 

10-0 

In  the  above  abstract  the  points  deserving  of  special  atten- 
tion appear  to  be  ; — 

(1)  The  rapidity  with  which  dogs  are  completely  anais- 
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thetisecl  with  chloroform — an  average  of  a little  more  than 
two  minutes. 

(2)  The  fact  that  the  pulse  went  on  beating  for  about 
three-quarters  of  a minute  after  the  respiration  ceased,  and 
in  one  case  for  6i  minutes. 

(3)  That  the  heart  went  on  beating  for  three  (and  in  one 
case  for  13f^)  minutes  after  the  pulse  had  ceased  to  be  felt. 

(4)  That  the  heart  continued  to  act  for  (and  in  one 
case  for  13|^g)minutes  after  the  breathing  had  stopped. 

(5)  The  average  time  allowed  to  elapse  before  commencing 
artificial  respiration  (after  the  breathing  had  ceased)  was 
about  a minute  and  a half. 

In  thirty-seven  experiments  of  this  group  artificial  respira- 
tion was  commenced  on  an  average  fifty-two  seconds  after 
complete  cessation  of  respiration.  All  the  animals  were 
resuscitated. 

In  forty-six  experiments  artificial  respiration  was  begun 
immediately  after  the  pulse  could  no  longer  be  felt ; in 
twenty-nine  it  was  successful ; in  seventeen  it  failed. 

In  twenty-one  cases  artificial  respiration  was  commenced 
after  the  heart’s  action  had  ceased ; in  all  it  proved 
unsuccessful. 

It  is  generally  recognised  and  taught  that  in  the 
chloroforming  of  human  beings  the  greatest  danger  arises 
during  the  initial  stage  from  either  cardiac  syncope,  due  to 
the  drug  acting  on  the  inter-cardiac  nervous  ganglia,  from 
reflex  inhibition  of  the  heart’s  action  brought  about  by 
irritation  of  the  terminations  of  the  sensory  or  afferent 
nerves  in  some  part  of  the  respiratory  passages,  or  from 
“ shock  ” during  the  performance  of  some  operation.  The 
Commission  have  endeavoured  to  ascertain  how  far  these 
views  could  be  substantiated  in  the  chloroform  ansesthe.sia  of 
dogs. 

The  following  are  the  deductions  made  : — 

(1)  In  no  case  did  arrest  of  cardiac  action  from  syncope 
take  place  during  the  first  stage — nor  indeed  in  any  other 
stage. 

(2)  In  no  case  was  there  reflex  inhibition  of  the  heart’s 
action  in  this  or  in  any  other  stage. 

(3)  The  inhalation  of  chloroform  vapour,  no  matter  in 
what  doses  or  in  what  manner  carried  out,  cannot  kill  a 
dog  by  acting  directly  upon  its  heart.  We  must  invariably 
affect  the  nervous  mechanism  of  respiration  before  involving 
the  cardiac  centres  of  the  medulla  oblongata  or  affecting 
the  contractions  of  the  ventricles  and  auricles  to  any  extent. 

(4)  The  C'ommis.sion  further  consider  that  chloroform 
vapour  administered  to  dogs  never  kills  by  acting  on  the 
intra-cardiac  ganglia  either  primarily  or  secondary.  It  is 
impossible  to  produce  syncope  from  chloroform  in  dogs. 

One  noteworthy  fact  observed  in  this  series  is  that  in 
those  cases  in  which  the  respiratory  process  was  gradually 
extinguished  the  pulse  became  imperceptible  with  unusual 
rapidity  after  the  breathing  ceased,  and  in  such  cases  it 
required  more  prolonged  artificial  respiration  to  revive  the 
animal.  This  contrasts  with  what  was  found  to  be  the 
case  with  the  dogs  of  the  fourth  series,  in  which  it  was 
found  that  the  larger  the  dose  of  the  chloroform  adminis- 
tered, the  more  rapidly  is  the  ansesthesia  produced  ; the 
longer  the  pulse  was  felt  to  beat  after  cessation  of  respira- 
tion, and  the  less  the  difficulty  in  re-establishing  the  respira- 
tion by  artificial  means. 

In  some  instances,  so  gradual  was  tlie  cessation  of  the 
action  of  the  respiratory  muscles  that  it  was  not  ea.sy  to 
distinguish  the  precise  moment  at  which  respiration  stopped. 

In  this  group  of  experiments  the  influence  of  the 
respiratory  process  on  the  circulation  became  markedly 
apparent  when  the  former  ceased.  'The  failure  in  the  volume 
of  the  pulse  in  the  later  stages  of  slow  poisoning  was  almost 
in  exact  proportion  to  the  failure  of  the  respiratory  function. 

The  Commission  are  of  opinion  that  in  the  dog  the 
danger  to  life  from  chloroform  inhalation  arises  only  when 
the  cells  of  the  respiratory  centres  (both  respiratory  and 
expiratory)  of  the  medulla  oblongata  liave  their  functions 
interfered  with. 

So  long  as  respiration  is  going  on  uninterruptedly 
the  chloroform  vapour  is  rapidly  given  off  in  the  expired 
air.  Disturbance  of  this  eliminative  process,  as  manifested 
by  shallow,  jerky,  or  irregular  breathing,  forms  the  only 


dangerous  phenomenon  to  be  encountered  in  the  chloro- 
forniisation  of  dogs. 

The  main  practical  point  brought  out  by  this  series 
of  experiments  is  that  the  strictest  attention  must  be  paid 
to  the  respiration  throughout.  So  long  as  the  respination 
was  watched  and  advantage  taken  of  the  moment  it  ceased 
to  perform  artificial  respiration  no  danger  arose.  Further, 
alternate  chloroformisation  till  the  complete  stoppage  of 
respiration  and  re-establishment  of  respiration  by  artificial 
means  might  have  been  repeated  on  the  same  animal  as 
often  as  we  wished  without  the  least  risk  to  life. 

The  manner  in  which  the  animals  respired  during  the 
inhalation  affected,  to  some  degree,  the  rapidity  of  the 
onset  of  the  anfesthesia.  This  is  well  shown  in  the  differ- 
ence in  the  length  of  time  it  took  to  get  some  of  the  dogs 
(in  all  physical  conditions  identical)  completely  under  the 
influence  of  the  drug. 

It  was  observed  that  irregular  sighing,  or  shallow 
re.spiration,  was  in  this  series  an  indication  for  removal  of 
the  inhaler. 

Stertor  is  not  an  indication  of  incipient  respiratory 
difficulty  in  dogs. 

Mechanical  asphyxia  from  falling  back  of  the  tongue 
occurred  in  several  cases  during  complete  ansesthesia.  It 
was  readily  remedied  by  opening  the  dog’s  mouth  widely 
and  drawing  out  the  tongue. 

In  a number  of  cases  there  was  frothing  at  the  mouth. 

In  many  of  these  experiments  it  was  noticed  that  the 
return  to  consciousness  was  extremely  rapid.  Some  dogs 
became  sensible  within  two  minutes. 

This  appeal's  to  indicate  a speedy  elimination  of  the 
drug.  In  most  cases  in  which  return  to  consciousness  was 
permitted,  the  period  of  somnolence  was  very  brief.  It  may 
be  inferred  from  this  that  no  great  structural,  metabolic, 
or  chemical  change  can  occur  in  the  protoplasm  of  the  grey 
cells  of  the  central  cortex  during  the  ansesthesia.  Probably 
no  material,  or  at  least  appreciable,  alteration  does  occur. 
The  effects  of  chloroform  appear  to  be  such  as  would  bring 
about  a temporary  abrogation  of  the  physiological  functions 
of  the  cells  of  the  higher  nerve  centres. 

During  the  stage  of  excitement  in  many  cases  there 
was  relaxation  of  the  sphincters  of  the  bladder  and  anus, 
resulting  in  micturition  and  defecation.  More  rarely  there 
was  erection  of  the  penis  and  seminal  discharge. 

Towards  the  end  of  the  stage  of  struggling,  in  several 
instances  we  noticed  that  chronic  spasms  occurred  in  the 
extremities.  They  were  very  evanescent. 

When  any  animal  rigidity  of  the  abdominal  muscles 
appeared  (this  phenomenon  being  almost  exclusively  confined 
to  the  first  stage)  a few  sharp  slaps  with  the  open  hand  was 
sufficient  To  re-excite  respiration.  It  was  further  observed 
tliat  struggling  demanded  that  the  chloroform  be  pushed 
and  not  withlield. 

THIRD  SERIES. 

Dogs  ge.\dually  Ana;sthf,tised  with  Chloroform. 

In  the  seventeen  cases  (p.  85)  recorded  in  this  group  the 
anse.sthetic  was  used  in  drachm  doses.  As  will  be  seen  from 
the  figures  given  below,  it  took  longer  to  render  the  animals 
insensible  with  tliose  smaller  doses.  The  average  maxima 
and  nnnima  of  time  that  lapsed  between  the  several  events 
that  were  registered  are  as  follows : — 


Nature'  of  observation. 

Interval  of  time. 

No. 

Mean. 

Maximum. 

Minimum. 

Min. 

Sec. 

Min. 

Sec 

Min. 

Sec. 

1 

Between  the  commence- 

ment  of  inhalation  and 
complete  ana'sthesia  ... 

2 

34-25 

5 

10-0 

37  0 

2 

Between  complete  ana's- 

thesia  and  stoppage  of 
respiration  

6 

5912 

13 

27-0 

1 

5 

3 

Between  cessation  of  re- 

spi  ration  and  stoppage 
of  pulse  

47-5 

3 

21-0 

8 0 

4 

Between  stoppage  of  pulse 

16-5 

48 

35 

and  heating  of  lieart  ... 

2 

4 

These  residts  are.  on  the  whole,  identical  with  those 
given  in  the  preceding  groups  of  experiments.  Ihe  only 
noteworthy  difference  is  in  the  rapidity  with  which  the 
heart  ceases  to  beat  in  veiy  slow  chloroformisation  (two 
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minutes  and  a fuiartcr)  as  compared  with  aiiicstliesia  more 


rapidly  induced. 

Artificial  respiration  was  tried  in  five  of  these  experi- 
ments when  the  heart’s  sounds  were  barely  audible,  and  had 
almost  stopped.  In  one  case  the  animal  revived. 

In  this  series  when  the  breathing  had  become  shallow 
and  less  frequent  a few  whiffs  of  the  chloroform  were 
sufticient  to  cause  its  entire  ces.sation. 

FOURTH  SERIES. 

Dogs  r.vpidly  Ax^esthetiskd  with  Chloroform 
Vapour  without  Admixture  with  Air. 

In  the  41  cases  enumerated  in.  Appendix  IV.  (p.  86)  the 
animals  were  poisoned  with  large  doses  of  chloroform,  while 
special  precautions  were  taken  to  prevent  admixture  of  the 
vapour  with  air. 

The  intervals  of  time  between  the  different  events  noted 
were  as  under  ; — 


Interval  of  time. 

No. 

Nature  of  observation. 

1 ^ 

Mean. 

Maximum. 

Minimum. 

Min. 

Sec. 

Min. 

Sec. 

Min. 

Sec. 

1 

Between  commencement 

of  inhalation  and  com- 

plete  ana'sthesia  

1 

15-8 

2 

57 

26 

2 

Between  complete  anas- 

tliesia  and  cessation  of 

respiration  

2 

11-33 

9 

28 

10 

3 

Between  stoppage  of  re- 

spiration  and  pulse 

1 

0-6 

7 

52 

5 

4 

Between  stoppage  of  pulse 

and  heart’s  action 

2 

33-6 

7 

1 

53 

The  points  deserving  of  notice  here  are  : — (1)  the  rapidity 
with  which  anaesthesia  is  produced  with  large  doses  of 
chloroform,  the  average  time  being  one  minute  and  a 
quarter,  and  (2)  the  fact  that  the  cardiac  action  is  less 
hampered  than  in  anaesthesia  produced  gradually. 

Artificial  respiration  was  tried  in  one  of  these  cases, 
and  proved  successful,  when  the  pulse  had  ceased  for 
twenty-eight  seconds. 

In  sixteen  cases,  before  the  inhalation  was  begun, 
one  drachm  to  two  drachms  of  rum  were  administered.  The 
stimulant  produced  no  appreciable  result. 

In  three  cases  after  respiration  had  ceased,  faradic 
electricity  was  used  to  re-establish  respiration.  It  proved 
successful  in  all. 

Tlie  experiments  recorded  lead  the  Commission  to 
consiiler  that  dogs  are  very  susceptible  to  anaisthesia  by 
chloroform  vapour.  Insensibility  is  rapidly  induced,  and 
these  animals  are  easily  killed  by  chloroform.  The  sus- 


ceptibility varied  somewhat  with  the  size  of  the  animal. 
In  .strong  and  healthy  dogs,  however,  the  results  were  com- 
paratively uniform,  although  the  differences  between  the 
maxima  and  minima  of  certain  events  might  lead  to  the 
opposite  conclusion. 

The  main  point  in  the  chloroforming  of  dogs  is  to  watch 
the  breathing.  In  all  cases  where  artificial  respinition  was 
begun  immediately  the  natural  respiration  ceased  the  animal 
recovered. 

Artificial  re.spiration  is  useless  in  the  vast  majority  of 
cases  if  respiration  has  cea.sed  for  more  than  fifty  seconds, 
and  even  after  fifty  seconds  it  is  not  invariably  successful. 

The  animals  could  be  revived  in  almost  every  case  if  not 
more  than  thirty  seconds  had  elapsed  after  ces.sation  of 
natural  breathing. 

In  no  case  w’as  artificial  respiration  of  use  after  the  heart 
had  ceased  to  beat,  and  in  only  one  case  was  it  successful 
when  tlie  heart’s  sounds  W'ere  barely  audible. 

Rapid  induction  of  anaisthesia  is  succeeded  by  rapid 
elimination  of  the  chloroform. 

] 'There  is  very  little  tendency  to  a cumulative  effect  of  the 
i chloroform  as  long  as  the  process  of  respiration  is  not 
interfered  with  Such  an  effect  is,  however,  distinctly 
marked  when  the  quantity  of  air  leaving  the  lungs  is 
materially  decreased. 

The  more  concentrated  the  vapour  the  more  rapid  the 
anesthesia,  and  (unless  an  over-dose  be  given,  which  would 
interfere  with  the  functions  of  the  re.spiratory  centre,  and 
therefore  with  the  elimination  of  the  chloroform)  the  more 
rapidly  is  the  return  to  consciousness  re-established.  In 
! no  case  did  the  heart  cease  acting  before  the  respiratory 
muscles.  In  no  case  during  the  anaesthesia  did  the  irrita- 
tion of  the  vapour  on  the  terminal  fibres  of  the  afferent 
nerves  of  the  nasal,  [fiiaryngeal,  laryngeal,  or  pulmonary 
mucous  surfaces  or  impulses  from  any  other  afferent  nerves 
produce  anything  simulating  reflex  inhibition  of  the  heart’s 
! action. 

In  no  case  did  cardie  .syncope  occur.  The  Commission 
consider  that  it  is  impossible  for  chloroform  vapour  to  kill 
a dog  by  acting  primarily  on  the  heart,  and  this  holds  good 
no  matter  in  what  doses  or  in  what  manner  the  poi.soning 
is  induced. 

I It  is  the  opinion  of  the  Commission  that  death  from 
1 chloroform  narcosis  in  dogs  is  absolutely  avoidable,  and 
I ought  never  to  occur  from  surcharging  of  the  blood  with 
chloroform.  Once  amesthesia  is  iinluced,  so  long  as  tlie 
! re.spiration  is  kept  up,  there  is  no  fear  of  a cumulative 
effect — the  drug  is  I’apidly  eliminated.  Interference  with 
this  elimination  brings  about  changes  in  the  respiratory 
i mechanism  which  ought  to  arouse  suspicion  and  prepare  us 
for  artificial  respiration. 

For  convenience  of  reference  we  give  the  subjoined  fable 
[ of  the  intervals  of  time  that  elapsed  between  the  principal 
I events  noted  ; — 


Comhined  Table  of  Intervals  of  Time  between  the  different  events  reffstered  in  all  four  Series. 


Intervals  of  time. 

k. 

3 

Nature  of  observation. 

1st  Series. 

CHCL3  administered  in 
ordinary  way. 

2nd  Series. 
Slow  poisoning. 

3rd  Series. 

Slow  poisoning  with  drachm 
doses. 

4th  Series. 
Rapid  poisoning. 

Mean. 

Maxi- 

mum. 

Mini- 

mum. 

Mean. 

Maxi- 

mum. 

•N 

Mini- 

mum. 

Mean. 

Maxi- 

mum. 

Mini- 

mum. 

Mean. 

Maxi- 

mum. 

Mini- 

mum. 

1 

Between  the  commence- 
ment of  the  inhalation 
and  the  stage  of  com- 

M. 

s. 

M. 

s. 

M. 

s. 

M. 

8. 

M. 

s. 

.M. 

s. 

M. 

s. 

M. 

s. 

.M. 

s. 

M. 

8. 

M. 

s. 

-M. 

s. 

plete  anaesthesia 

Between  stoppage  of  re- 

31  3 

2 

55 

8 

40-0 

2 

34-25 

5 

10-0 

37-0 

1 

15-8 

2 

57 

26 

3 

spiration  and  of  pulse... 
Between  stage  of  com- 
plete anaesthesia  and 

1 

3 

30-0 

100 

47-9 

6 

15 

50 

47-5 

3 

21-0 

8-0 

1 

0.6 

7 

52 

5-0 

4 

cessation  of  respiration. 
Between  stoppage  of  pulse 

1 

56-1 

13-0 

4 

45-3 

13 

10-0 

20  0 

6 

59-12 

13 

27-0 

1 

5-0 

2 

11-33 

9 

28 

10  0 

5 

and  of  heart  

Between  cessation  of  re- 
spiration and  stoppage 

of  heart’s  action  

Between  cessation  of  re- 
spiration and  commence- 
ment of  artificial  respi- 

3 

50-0 

3 

0-5 

13 

26 

13 

2 

16-5 

4 

48 

35 

2 

33-6 

7 

1 

6 

3 

27-5 

5'0 

1 

15-0 

3 

47-5 

13 

400 

450 

7 

ration 

Between  commencement 
of  artificial  respiration 

1 

34  25 

9 

40 

6 

8 

and  return  of  pulse 
Between  commencement 
of  inhalation  and  cessa- 

2 

12-3 

6 

10-0 

100 

... 

tion  of  respiration 

7 

61 

16 

30  0 

1 

5 0 

... 

... 

... 

G 
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In  conclusion,  tlie  Connnission  would  state  that  many 
other  interesting:  phenomena  might  liave  been  brought  out 
on  these  experiments.  Additional  observations  could  have 
been  made,  but  they  would  have  tended  to  lessen  the  value 
of  the  special  investigations  in  hand.  Any  supplementary 
notes  taken  at  the  time  would  have  prevented  that  concen- 
tration of  attention  which  the  facts  herein  accumulated 
demanded.  The  nature  of  the  data  collected  attest  that 
the  keenest  watchfulness  was  indispensable  throughout ; 
the  loss  of  a few  seconds  in  any  particular  case  would 


have  vitiated  the  experiment.  The  Commission  would 
sugge.st  the  continuation  of  the  experiments  on  dogs,  but 
with  such  modifications  as  to  permit  of  a more  complete 
comparison  between  the  phenomena  of  chloroformisation 
in  the  dog  and  in  the  human  being,  so  that  the  points 
of  contrast  and  agreement  might  be  rendered  more  de- 
monstrable. 

Patku;k  Hehir.  M.D.,  F.R.C.S.  Ed. 

Arthur  Chamarette,  L.M.S. 

J.  A.  Kellv,  L.M.S. 


The  First  Hyderabad  Chloroform  Commission 
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SERIES  I.— (8  ExPIfiHIUls^TS  ) 

Appendix  No.  I. — Diuj&  “ chlorn/ormed’'  till  death  occurred. 


No.  of 
experiment. 

Description 
of  dog. 

Inhala- 
tion com- 
menced. 

Fully 

under 

cliloro- 

form. 

Respira- 

tion 

ceased. 

Pulse 

stopped. 

Artihcial 
respiia- 
tion  eom- 
ineuced. 

Pulse 

re- 

turned. 

Natural 
respira- 
tion 1 e- 
estab- 
llshed. 

Heart 

ceased 

heating. 

Remarks. 

1 

Full-grown, 

H.  M. 

s. 

U.  M .S. 

*«.  M.  S 

U.  M.  S 

2 

power  fill 
pariah  dog. 
Pariah  pup,  slid. 

11  30 

0 

No 

record 

taken. 

11  46  30 

11  50  0 

Not 

tried. 

... 

11  51  30 

3 

six  montbs  old 
Pariali  pup,  fairly 

12  5 

0 

Do. 

12  8 45 

12  9 10 

Do. 

12  10  0 



nourished,  six 
months  old. 

12  20 

0 

Do. 

12  21  5 

12  22  5 

Do. 

12  25  18 

4 

Full-grown,  well- 
nourished  pariah 
dog. 

12  38 

0 

Do. 

12  41  45 

12  41  55 

Do. 

12  44  17 

& 

Pariah  pup,  live 
months  old. 

12  56 

0 

Do. 

1 0 30 

1 3 15 

Do. 

1 0 10 

— 

6 

Powerful  Binjari 
dog,  full-grown. 

1 14 

0 

Do. 

1 24  0 

1 24  10 

Do. 

1 27  4 

7 

Full-grown 
terrier  slut. 

2 27 

0 

Do. 

2 37  6 

2 38  45 

Do. 

2 40  0 

— 

S 

Pull-grow'n,  well- 
nourished  terrier 
slut. 

2 45 

0 

Do. 

2 52  8 

2 54  40 

Do. 

2 56  10 

SERIES  I .—  (,75  flxpiiKiMENTa  ) 

Appendix  No.  IL— Artificial  respiratim  tried  after  large  doses  of  cither  of orm. 


i No.  of 

experiment. 

Description 
of  dog. 

Inhala- 
tion com- 
menced. 

Fully 

under 

chloro- 

form. 

Ilespira- 

tion 

ceased. 

Pulse 

stopped 

Artificial 
respira- 
tion com- 
menced. 

' 

Pulse 

re- 

turned. 

Natural 
respira- 
tion re- 
estab- 
lished. 

Heart 

ceased 

heating. 

Remarks. 

H.  M.  S. 

H.  M.  s. 

II.  M.  S. 

Fl.  M.  s. 

H.  M.  » 

H.  M.  s. 

H.  M.  s. 

H.  M.  S. 

Artitiuial  respiration  successful 
fifty  seconds  after  stoppage  ol 
pulse. 

1 

Well-nourished, 
full-grown 
pariah  dog. 

12  30  0 

No 

record 

taken. 

12  18  30 

12  19  10 

12  20  0 

12  21  0 

12  21  39 

2 

Pariali  pup,  one 
year  old. 

12  45  0 

Do. 

12  50  0 

12  51  10 

12  51  10 

12  52  20 

Artificial  respiration  iiiisiiceess- 
ful  immediately  after  stoiipage 
of  pulse. 

3 

Well-nourished, 
powerful 
Binjari  slut. 

1 2 0 

Do. 

1 5 40 

1 6 1 

1 6 4 

... 

1 16  0 

.Vitificial  respiration  unsuceess- 
iiil  three  seconds  after  stoppage 
of  pulse. 

4 

Full-grown 
pariah  dog. 

1 28  0 

Do. 

1 31  30 

1 32  0 

1 32  2 

1 35  0 

Artificial  respiration  unsuccess- 
ful two  seconds  after  stoppage 
of  pulse. 

6 

Healthy  pariah 
pup,  five  months 
old. 

2 14  0 

Do. 

2 30  30 

2 30  45 

2 30  45 

2 32  0 

2 35  40 

... 

Artificial  respiration  successful 
immediately  ou  stoppage  of 
pulse. 

6 

Well-nourished, 
full-grown 
pariah  dog. 

12  17  0 

Do. 

12  34  40 

12  36  40 

12  35  40 

12  37  0 

Artifieiid  respiration  immediately 
after  stoppage  of  pulse  ; un- 
successful. 

7 

Ditto. 

12  48  15 

12  51  0 

12  52  50 

12  53  15 

12  53  16 

12  56  30 

12  56  45 

A tificial  respiration  one  second 
after  stoppage  of  pulse  ; suc- 
cessful. 

8 

Ditto. 

12  0 

1 3 40 

1 7 30 

1 8 30 

1 8 30 

1 9 45 

1 10  10 

Ai-tificial  respiration  after  stop- 
page of  pulse;  successful. 

9 

1 12  30 

No 

record 

taken. 

1 15  55 

1 16  30 

1 IS  30 

1 18  25 

Artificial  respiration  alter  stop- 
page of  heait ; unsuccessful. 

10 

Well  fed,  old 
pariah  dog. 

1 33  0 

1 41  0 

1 45  5 

1 45  50 

1 45  50 

1 47  8 

Artificial  respiration  after  stop- 
page of  pulse;  unsuccessful. 

11 

Full-grown, 
healthy 
pariah  slut. 

2 10  0 

2 12  30 

2 19  50 

2 20  45 

2 20  45 

2 30  40 

2 25  30 

Artificial  respiration  after  stop- 
page of  pulse;  successful. 

12 

2 26  0 

No 

record. 

2 34  55 

2 35  10 

2 37  40 

2 37  35 

Artificial  respiration  after  .stop- 
page of  heart.;  iiiisucce.ssf ul. 

13 

Well-fed,  full- 
erown  pariah  doe. 

2 45  0 

2 47  15 

2 55  10 

2 53  0 

2 56  0 

2 56  15 

2 57  20 

Artificial  respirafiim  after  stop- 
page of  pulse ; successful. 

14 

— 

2 58  30 

No 

record. 

3 4 15 

3 5 10 

3 7 60 

3 7 CO 

Artificial  respiration  alter  stop- 
page of  heart;  unsuccessful. 

15 

Healthy,  full- 
erow  11  pariah  dog. 

3 15  0 

3 17  30 

3 23  30 

3 24  10 

3 24  10 

3 25  0 

Artifi  ial  respiration  after  cessa- 
tion of  pulse;  successful. 

16 

Small-sized 
pariah  dog. 

3 33  0 

3 40  10 

3 48  45 

3 49  30 

3 49  30 

3 53  20 

3 64  0 

Do.  do. 

17 

— 

3 55  0 

No 

record. 

3 55  40 

3 57  0 

3 59  10 

... 

3 59  0 

.Vitificial  respiration  after  stop- 
page of  heart;  unsiiecessful. 

18 

Well-nourished, 
full-grown 
pariah  dog. 

12  6 0 

12  10  45 

' 

12  20  0 

12  20  45 

12  20  45 

12  22  10 

12  25  30 

.Vrtifieial  resiiiration  after  stop- 
page of  pulse;  successful. 

19 

— 

12  26  30 

No 

record. 

12  40  55 

12  43  30 

12  46  0 

12  45  50 

Artifi<‘ial  respiration  after  stop 
page  of  hea»t;  nnsnccessful. 
Artificial  respiration  alter  slop- 
pag<‘ of  pulse;  successful. 

20 

Full-grown 
pariah  dog. 

12  51  30 

12  53  30 

1 6 0 

1 6 15 

1 6 35 

1 7 10 

1 8 10 

21 

— 

1 10  0 

No 

record. 

1 16  30 

1 16  48 

1 19  0 

1 

1 19  0 

Artili-  ial  respiration  after  stop- 
1 t«ige  of  heart  ; unsuccessful. 

22 

1 40  0 

1 41  10 

1 44  55 

1 47  35 

1 48  0 

1 49  40 

1 1 50  0 

i 

: Artificial  respiration  after  stop- 
page of  pulse;  successful 

23 

1 52  0 

No 

record. 

1 53  0 

1 53  32 

1 

1 63  0 

1 

! ■■■ 

1 53  45 

Artifii'ial  respiration  alter  stop* 
jiagc  of  heart  ; unsuccessl  ul. 

0 
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1 No.  of 

experiment 

Description  of 

dog- 

Inhala- 
tion com- 
menced. 

* Fully 
uiuler 
chloro- 
form. 

Kespira- 

tion 

ceased. 

Pulse 

stopped. 

Artifi(*ial 
respira- 
tion com- 
menced. 

l*ulse 

retained. 

Natural 
respira- 
tion re- 
estab- 
lished. 

Heart 

ceased 

beating. 

24 

Healthy,  full- 

H.  M.  s. 

2 19  30 

H.  M.  s. 

2 22  10 

H.  M.  s. 

2 31  30 

H.  M.  S. 

2 32  0 

H.  M.  s. 
2 32  10 

H.  M.  s. 
2 34  30 

H.  M.  S. 

2 35  0 

H.  M.  S. 

25 

grown  pariali  dog. 

2 37  40 

No 

2 44  20 

2 46  20 

2 49  40 

2 49  40 

26 

Full-grown 

2 56  57 

record. 
6 59  0 

3 0 30 

3 0 45 

3 0 48 

3 1 20 

3 5 20 

27 

pariah  slut. 
Well-nourished 

3 14  20 

3 15  40 

3 21  0 

3 22  45 

3 22  50 

3 28  30 

28 

pariah  pup,  four 
months  old. 
Pariah  pup,  three 

3 31  0 

3 32  0 

3 35  20 

3 36  0 

3 37  0 

3 37  10 

3 40  45 

29 

months  old. 

3 41  0 

No 

3 46  10 

3 46  45 

3 50  0 

3 49  55 

30 

Fairly  nourished 

12  15  30 

record. 
12  18  30 

12  27  45 

12  27  48 

12  27  50 

12  32  15 

12  34  55 

31 

pariah  pup  four 
months  old. 

12  37  30 

No 

12  40  30 

12  40  45 

12  43  50 

12  43  45 

32 

Pariah  pup,  fairly 

12  50  0 

record. 
12  51  15 

12  52  45 

12  53  0 

12  53  6 

12  54  45 

33 

nourished,  four 
months  old. 
Healthy,  full- 

18  0 

1 11  0 

1 14  10 

1 14  20 

1 16  10 

34 

grown  pariah  slut. 

1 17  0 

No 

1 21  45 

No 

1 23  35 

1 23  30 

35 

Powerful,  full- 

1 25  0 

record. 
1 26  20 

1 39  30 

record. 
1 40  30 

1 40  35 

1 42  10 

1 45  50 

36 

grown  pariah  dog. 

1 48  30 

No 

1 54  30 

2 0 45 

2 4 10 

2 4 8 

37 

Full-grown,  power- 

1 4 0 

record. 
15  0 

1 5 45 

1 5 55 

1 6 10 

1 10  43 

1 13  33 

38 

ful  pariah  dog. 

1 14  30 

No 

1 23  12 

1 23  18 

1 25  45 

1 25  42 

39 

Full-grown,  fairly 

1 38  0 

record. 
1 39  58 

1 52  30 

1 54  13 

1 54  15 

1 58  30 

40 

nourished  pariah 
dog. 

Pariah  pup,  six 

2 36  0 

2 38  22 

2 41  8 

2 41  20 

2 41  30 

2 44  10 

2 45  48 

41 

months  old. 

2 47  0 

No 

2 53  43 

2 54  10 

2 56  10 

2 56  10 

42 

Pariah  pun.  eight 

3 5 30 

record. 
3 8 12 

3 21  0 

3 21  5 

3 23  8 

43 

months  old. 

3 24  0 

No 

3 26  12 

3 26  18 

3 29  0 

3 28  18 

44 

Full-grown  pariah 

11  40  0 

record. 
11  42  55 

11  46  25 

11  47  33 

11  47  35 

11  48  12 

11  50  10 

45 

slut.well-nourished 

11  53  45 

No 

11  57  18 

11  57  25 

12  1 10 

12  1 8 

46 

Powerful,  full- 

12  22  0 

record. 
12  23  40 

12  24  0 

12  24  50 

12  24  50 

12  28  0 

12  28  35 

47 

grown  pariah  dog. 

12  33  17 

12  34  45 

12  40  38 

12  40  47 

12  42  55 

12  44  20 

48 

Pariah  slut,  full 

1 10  30 

1 12  0 

1 19  15 

1 19  40 

1 19  50 

1 23  25 

1 25  0 

49 

grown. 

Powerful,  full- 

1 35  0 

1 39  45 

1 40  10 

1 40  20 

1 43  20 

50 

grown  pariah  dog. 

1 50  45 

1 52  35 

2 4 30 

2 6 45 

2 6 45 

2 9 30 

2 11  10 

51 

Healthy,  full- 

2 25  0 

2 26  8 

2 29  7 

2 29  30 

2 29  45 

2 31  25 

2 33  55 

52 

grown  pariah  slut. 

2 37  41 

2 38  40 

2 38  55 

53 

Full-grown,  power- 

11  29  0 

11  30  48 

11  33  20 

11  33  40 

11  37  40 

54 

ful  pariah  dog. 
Healthy  pariah 

11  41  0 

11  42  30 

11  64  5 

11  54  20 

11  54  20 

11  55  10 

55 

pup,  six  months 
old. 

12  4 39 

12  6 46 

12  7 5 

No 

12  8 45 

12  8 40 

56 

Strong  pup,  nearly 

12  16  44 

12  18  46 

12  19  45 

record. 
12  20  25 

12  20  35 

12  26  0 

? 

67 

full  grown. 
Healthy,  full- 

12  39  23 

12  41  46 

12  43  0 

12  43  20 

12  43  40 

Flicker’d 
and  then 
stopped 
entirely. 
12  44  40 

12  45  0 

58 

grown  slut. 
Healthy,  full- 

12  59  0 

1 1 15 

1 4 26 

1 4 30 

1 7 25 

69 

grown  pariah  slut. 

1 9 30 

1 10  40 

1 13  0 

1 13  6 

1 16  15 

? 

60 

Healthy  pariah 

1 27  30 

1 28  10 

1 29  30 

1 29  40 

1 29  45 

? 

61 

pup,  three  months 
old. 

Lean,  but  full- 

1 47  0 

1 49  5 

1 54  30 

1 55  0 

1 65  6 

1 55  55 

1 59  45 

62 

grown  pariah  dog. 

2 2 0 

2 3 40 

2 12  10 

2 13  6 

2 16  32 

2 15  30 

63 

Strong,  full-grown 

2 25  0 

2 27  35 

2 30  30 

2 31  40 

2 31  55 

2 32  26 

2 34  30 

64 

pariah  slut. 

2 36  60 

2 36  65 

2 41  15 

2 42  0 

1 

2 43  0 

j 2 47  45 

1 

2 48  0 

Hemarks. 


Artificial  respiration  after  stop- 
page of  pulse ; successful. 

Artificial  respiration  after  stop- 
page of  heart;  unsuccessful. 

Artificial  respiration  after  cessa- 
tion of  pulse;  successful. 

Artificial  respiration  after  cessa- 
tion of  pulse;  unsuccessful. 

Artificial  respiration  after  cessa- 
tion of  pulse;  successful. 

Artificial  respiration  after  stop- 
page of  heart ; unsuccessful. 

Artificial  respiration  after  stop- 
page of  pulse;  successful. 

Artificial  respiration  after  stop- 
page of  heart;  unsuccessful. 

Artificial  respiration  after  stop- 
page of  pulse;  unsuccessful. 

Artificial  respiration  after  stop- 
page of  respiration ; successful. 

Artilicial  respiration  after  stop- 
page of  heart;  unsuccessful. 

Artificial  respiration  after  stop- 
page of  pulse;  successful. 

Artificial  respiration  after  stop- 
page of  heart;  unsuccessful. 

Artificial  respiration  after  stop- 
page of  pulse;  successful. 

Artificial  respiration  after  stop- 
page of  heart ; unsuccessful. 

Artificial  respiration  after  stop- 
page of  pulse;  unsuccessful. 

Artificial  respiration  after  stop- 
page of  pulse ; successful. 

Artificial  respiration  after  stop- 
page of  heart ; unsuccessful. 

Artificial  respiration  after  stop- 
page of  respiration;  successful. 

Artificial  respiration  after  stop- 
page of  heart;  unsuccessful. 

Artificial  respiration  after  stop- 
page of  pulse;  successful. 

Artificial  respiration  after  stop- 
page of  heart ; unsuccessful. 

Artificial  respiration  after  stop- 
page of  pulse ; successful. 

Ditto  Ditto 

Natural  respiration  was 
thought  to  have  been  re-esta- 
blished, as  the  dog  breathed 
for  a minute  after  stoppage  of 
artificial  respiration ; but  the 
respiration  suddenly  ceased 
again,  pulse  again  stopped,  and 
could  not  be  restored.  Arti- 
ficial respiration  after  stoppage 
of  pulse;  unsuccessful. 

Artificial  respiration  after  stop- 
page of  respiration ; successfiil. 

Artificial  respiration  after  stop- 
pa;^  of  pulse;  successful. 

Ditto  ditto 

Artificial  respiration  after  stop- 
page of  heart;  no  effect. 

Artificial  respiration  after  stop- 
page of  respiration ; successful. 

Artificial  respiration  after  stop- 
page of  pulse  ; unsuccessful. 

Artificial  respiration  after  stop- 
page of  heart  ; unsuccessful. 

Aititicial  respiration  after  stop- 
page of  pulse;  unsuccessful. 


Artificial  respiration  after  cessa- 
tion of  pulse ; successful. 

Artificial  respiration  after  stop- 
page of  respiration ; successful. 

Artificial  respiration  after  stop- 
page of  pulse;  unsuccessful. 

Artificial  respiration  after  stop- 
page of  pulse ; unsuccessful. 

Artificial  respiration  after  stop- 
page of  pulse  ; successful. 

Artificial  respiration  after  stop- 
page of  heart ; unsuccessful. 

Art  ificial  respiration  after  cessa- 
tion of  pulse ; successful. 

Artificial  respiration  coiuiuenced 
on  heait  being  barely  audible, 
stethoscope  ; successful. 
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No.  of 

1 experiment. 

Description 
of  dog. 

Inhala- 
tion com- 
menced. 

Fully 

under 

chloro- 

form. 

Uespira- 

tion 

ceased. 

Pulse 

stopped. 

Artificial 

respira- 

tion 

com- 

menced. 

Pulse 

returned. 

Natural 
respira- 
tion re- 
estab- 
lished. 

Heart 

ceased 

beating. 

Remarks. 

H.  M.  s. 

H.  M.  s. 

H.  M.  8. 

H.  M.  S. 

H.  M.  s. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

65 

Powerful,  full- 
erown  pariah  doe. 

11  35  30 

11  37  10 

11  40  50 

11  41  8 

11  41  15 

11  46  30 

11  47  12 

Artificial  respiration  after  stop- 
page of  pulse;  successful. 

66 

— 

11  47  30 

11  50  0 

11  51  15 

11  51  30 

11  51  45 

11  53  30 

Artificial  re.‘;piration  after  cessa- 
tion of  pulse;  unsuccessful. 

67 

Strong,  full-grown 
pariah  slut. 

12  12  30 

12  14  25 

12  16  10 

12  16  38 

12  17  0 

12  17  45 

12  18  53 

Artificial  re.spiration  after  stop- 
page of  pulse ; successful. 

68 

— 

12  23  0 

12  25  5 

12  29  0 

12  29  45 

12  30  8 

12  31  5 

12  32  40 

Ditto  Ditto 

69 

Powerful,  full- 
grown  pariah  dog. 

12  46  30 

12  49  6 

12  50  10 

12  50  24 

12  51  0 

A few 
spasmo- 
dic con- 
tractions 
of  abdo- 
minal 
muscles 

1 3 50 

Artificial  respiration  after  pulse 
stopped;  unsuccessful. 

70 

Healthy,  full- 
grown  pariah  dog. 

1 11  15 

1 13  7 

1 18  55 

1 19  10 

1 19  45 

1 35  55 

1 38  20 

Artificial  respiration  after  pulse 
stopped  ; successful.  Extra- 
ordinary case.  Hot  water 
thrown  over  chest. 

71 

Healthy,  full- 
grown  pariah  slut. 

1 49  16 

1 51  11 

1 52  5 

1 54  16 

1 54  17 

I 57  2 

1 58  5 

Artificial  respiration  after  pulse 
stopped ; successful. 

72 

2 0 45 

2 1 50 

2 3 30 

2 4 0 

Artihcial 

respira- 

tion 

not  tried. 

2 8 5 

73 

Full-grown, 
powerful 
pariah  dog. 

2 37  20 

2 38  25 

2 40  15 

2 40  38 

2 42  17 

... 

... 

No 

record ; 
died. 

Artificial  respiration  after  pulse 
stopped ; no  effect. 

74 

Full-grown, 
healthy 
pariah  dog. 

2 50  10 

2 51  45 

2 52  50 

2 54  56 

2 54  25 

2 55  40 

2 55  50 

Artificial  respiration  after  cessa- 
tion of  respiration ; successful. 

75 

2 58  0 

5 59  40 

3 6 0 

3 6 30 

Artificial 

respira- 

tion 

not  tried. 

3 8 30 

SERIES  III.— (17  Experiments.) 


Appendix  No.  III. — Bogs  chloroformised  very  gradually  with  2-dr.  doses 


No.  of  1 

experiment.  | 

Description  of 
dog. 

Inhala- 
tion com- 
menced. 

Fully 

under 

chloro- 

form. 

Respira- 

tion 

ceased. 

Pulse 

stopped. 

Artificial 
respira- 
tion com- 
menced. 

Pulse  re- 
turned. 

Natural 
respira- 
tion re- 
estab- 
lished. 

Heart 

stopped. 

Remarks. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  S. 

H.  M.  s. 

H.  M.  S. 

H.  M.  s. 

H.  M.  s. 

1 

Full-grown, 
healthy 
pariah  dog. 

12  30  0 

12  33  20 

12  48  50 

12  49  20 

12  51  40 

loz.  of  CHCI3  used. 

2 

Ditto. 

12  53  0 

12  53  50 

12  65  0 

Spontaneou.sly  breathed  again 
after  inlialalion  was  stopped 
and  allowed  to  revive. 

3 

— 

12  57  0 

No 

record. 

12  57  40 

12  57  50 

12  58  45 

... 

12  58  25 

Artificial  respiration  after  heart 
stopped  ; unsuccessful. 

4 

Full-grown, 
healthy 
pariah  dog. 

1 8 0 

1 11 10 

1 17  10 

1 17  20 

... 

1 19  42 

3 drs.  of  CHCI3  used. 

5 

strong,  full-grown 
pariah  dog. 

1 26  45 

1 27  30 

1 35  38 

1 35  48 

1 37  45 

i oz.  of  ditto  used. 

6 

Ditto. 

1 51  45 

1 53  35 

2 7 2 

2 7 15 

2 9 40 

3 drs.  of  ditto  used. 

7 

Strong,  healthy 
pariah  slut. 

2 19  30 

2 24  40 

2 33  50 

2 34  28 

2 36  10 

i oz.  of  ditto  used. 

8 

Full-grown,  large- 
sized  pariah  dog. 

11  50  30 

11  54  22 

12  0 43 

12  1 0 

12  2 0 

12  1 59 

Z'i  drs.  of  chloroform.  Artificial 
respiration  after  stoppage  of 
heart ; no  effect. 

9 

Ditto. 

12  10  6 

12  1.1  57 

12  17  50 

12  17  58 

12  21  35 

2A  drs.  of  chloroform. 

10 

Ditto. 

12  30  5 

12  31  50 

12  39  39 

12  43  0 

12  44  0 

12  43  54 

3 drs.  of  chloroform.  Artificial 
respiration  after  heart  stopped ; 
no  effect. 

11 

Powerful,  full- 
grown  pariah  dog 

1 52  45 

1 55  34 

1 57  55 

1 58  42 

1 59  20 

3 drs.  of  chloroform  with  stetho- 
scope. Artificial  respiration 
commenced  when  heart’s  heat 
about  to  stop  and  barely 
audible. 

12 

Ditto. 

2 7 35 

2 8 12 

2 12  15 

2 12  35 

2 13  45 

2 14  10 

3drs.  of  chloroform  used.  Arti- 
ficial respiration ; no  effect 
after  pulse  stopped,  and  heart 
barely  audible. 

13 

Lean,  full-grown 
pariaii  dog. 

2 22  30 

2 25  0 

2 28  55 

2 29  10 

3 31  45 

2 33  15 

3 drs.  of  cliloroform  used.  Arti- 
ficial respirat  ion ; no  effect  aft  er 
pulse  stopiied,  and  heart  barely 
audible. 

14 

Lean  pup,  eight 
months  old. 

U 54  0 

11  55  12 

12  7 40 

12  8 32 

12  9 20 

Returned 
at  12-10-50 
for  a few 
seconds 
and 

stopped 

entirely. 

Gasped 

thrice. 

12  12  25 

2^  drs.  of  cliloroform.  Artificial 
rcspiratioii ; no  effect  after 
pidsc  stopped,  and  heart  barely 
audible. 

15 

Powerful,  full- 
grown  pariah  dog. 

12  25  30 

12  29  24 

12  32  28 

12  32  36 

12  36  0 

12  38  ‘2 

12  39  20 

... 

3 drs.  of  chloroform.  Artificial 
respiration  successful  after 
pulse  stopped, and  heart  barely 
audible. 

2-i  drs.  of  chloroform. 

3 drs.  of  ehlorofonn  used.  Artl- 

16 

17 

Pariah  slut,  nearly 

12  42  0 

12  44  2 

12  55  18 

12  56  27 

12  58  45 

full  grown. 

1 6 0 

1 8 45 

1 11  51 

1 12  32 

1 12  15 

1 17  20 

ficial  resi)iration ; no  effect 
after  pulse  stopped,  and  heart 
barelj’  audible. 
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SERIES  IV.— (ai  ExrERiJUEN’js  ) 


Aitendix  No  IV. — Rop'd  poisoning  of  dogs  with  large  d >ses  tf  chloroform  ; no  oir  alio  red. 


a) 

Description 
of  dog. 

Inhala- 
tion com- 
menced. 

Fully 

under 

chloro- 

form. 

Hespira- 

tion 

ceased. 

Pulse 

stopped. 

Artificial 
respira- 
tion com- 
menced. 

Pulse  re- 
turned. 

Natura. 
respira- 
tion re- 
estab- 
lished. 

Heart 

stopped. 

Eemarks 

H.  :m.  s. 

H.  M s. 

H.  M.  S. 

H.  M.  s. 

H.  M.  8. 

H.  M.  s. 

H.  M.  s. 

H.  M.  S. 

1 

Large-sized, 
healthy  pariah  dog. 

1 43  30 

1 44  24 

1 46  22 

1 46  48 

1 50  30 

2 oz.  of  chloroform. 

2 

Large-sized,  full- 
grown,  healthy 
pariah  dog 

11  44  0 

11  46  20 

11  48  20 

11  48  45 

U 52  8 

31  oz.  of  chloroform. 

3 

Healthy,  full-grown 
pariah  dog. 

12  7 0 

12  8 5 

12  8 40 

2 9 14 

For  a few 
seconds 
(10)  the 
pulse  re- 
turned 
and  then 
ceased  al- 
together. 

Spasmo- 
dic action 
of  abd. 
muscles 
took 
pla»-e  at 
12-10-50. 

12  12  10 

oz.  of  chloroform  fnearlv 
after  stoppage  of  respiration 

4 

Large-sized, 
healthy,  full-grown 
pariah  slut. 

12  21  30 

12  22  32 

12  23  45 

12  24  48 

12  27  50 

6 drs.  used  in  one  dose 

5 

Full-grown, 
healthy  pariah  dog. 

1 54  45 

1 55  53 

1 56  30 

1 57  48 

... 

1 59  30 

6 drs.  ditto 

6 

Old,  but  healthy, 
pariah  slut. 

2 5 30 

2 6 40 

2 7 47 

2 7 55 

... 

2 11  12 

6 drs.  ditto 

7 

Small-sized,  but 
full-grow'n,  pariah 
slut. 

2 16  45 

? 17  52 

2 19  35 

2 19  40 

Pulse 
returned 
feebly  at 
2-21-40 
for  a few 
seconds. 

Spasmo- 
dic action 
of  abd. 
and 

thoracic 

muscles 

occurred 

2 24  10 

6 drs.  ditto 

8 

Ditto  ditto  ^ 

3 0 0 

3 1 20 

3 5 15 

3 6 25 

... 

3 9 42 

6 drs.  ditto. 

9 

Healthy  pup, 
eight  months  old. 

12  27  23 

1?  28  9 

12  29  0 

12  29  15 

12  31  0 

6 drs.  of  chloroform. 

10 

Lean  pup,  eight 
mouths  old. 

12  42  45 

12  43  20 

12  44  20 

12  44  25 

12  46  20 

6 drs.  of  chloroform. 

n 

Full-grown, 
healthy  pariah 
dog. 

12  50  18 

12  51  11 

12  54  55 

12  65  30 

12  55  50 

12  59  25 

1 0 20 

Artificial  respiration  after  stop 
page  of  pulse  ; successful. 

12 

1 3 55 

: 5 3 

1 5 13 

1 6 40 

1 8 7 

6 drs.  of  chloroform. 

13 

Full-grown 
pariah  dog. 

1 13  0 

1 14  30 

1 15  40 

1 15  59 

... 

1 17  17 

oz.  of  chloroform  used. 

14 

Healthy  pariah, 
eight  mouths  old. 

1 27  18 

1 27  48 

1 28  50 

Xo  record 
taken  ; 
died. 

Galvanism  tried  from  the  time 
respiration  ceased  till  1-33-0; 
no  effect ; 6 drs.  of  chloroform 
used. 

15 

Ditto  ditto 

1 35  11 

1 35  37 

1 36  38 

1 36  53 

Do. 

Galvanism  tried  from  1-36-33  for 
five  minutes;  no  effect;  6 drs. 
of  chloroform. 

16 

Healthy,  full  sized 
panah  dog. 

1 43  30 

1 44  0 

1 44  50 

1 45  7 

Do. 

Galvanism  tried  for  five  minutes  j 
no  effect;  6 drs.  of  chloroform 
used. 

17 

Healthy  pariah 

1 49  8 

1 49  39 

1 50  40 

1 50  50 

1 52  9 

1 oz.  of  chloroform. 

18 

pup. 

Ditto  ditto 

1 52  45 

1 53  20 

1 54  32 

1 54  58 

1 56  6 

5 drs.  of  chloroform. 

19 

Full-grown, 
healthy  pariah 
dog. 

1 2 10 

1 4 8 

1 5 45 

1 6 30 

1 9 10 

1 oz.  «f  rum  and  1 oz  of  water 
given,  10,  before  inhalation  ; 
6 drs.  of  chh)roform. 

20 

f.arge-sized,  full- 
grown  pariah  dog. 

1 31  30 

1 33  17 

1 36  4 

1 38  5 

1 45  6 

Same  quantity  of  rum  and  J oz. 
of  chloroform  used. 

21 

Old,  hut  healthy 
pariah  slut. 

2 5 15 

2 6 28 

2 11  36 

2 12  4 

2 14  33 

Same  quantity  of  rum,  A oz.  of 
chloroform. 

22 

Powerful,  full- 
grown 
Binjari  dog. 

2 29  10 

2 31  22 

lst2  34  2t 
Iiihalat 
now  btoj 
the  dog 
again.  Cl 
was  rent 
respiiaMn 
again  at  t 

2 42  12 
on  was 
)ped,  but 
breathed 
b'roform 
wed  till 
n ceased 
L41-30. 

2 45  12 

Same  quantity  of  rum,  li  oz.  of 
chlorofonu. 

23 

Healthy  pariah 
pup,  five  months 
old 

2 47  40 

2 48  28 

2 49  20 

2 49  25 

2 52  6 

No  rum  given  ; 2 drs  of  chloro- 
form. 

24 

Healthy  pariah 
pup,  five  months 
old. 

2 53  20 

2 53  52 

2 55  2 

2 55  18 

2 67  48 

No  rum  ; 2 drs.  of  chloroform. 

25 

Healthy  full- 
grown  pariah  slut. 

12  49  14 

12  50  30 

12  52  5 

12  53  51 

12  56  30 

1 OZ.  of  rum  given  with  water ; 
6 drs.  ot  chloroform. 

26 

Large-sized 
Bin]ari  dog. 

1 12  0 

1 13  42 

1 23  10 

1 24  5 

1 25  42 

Same  quantity  of  rum  ; 1 oz.  of 
chloroform  in  1 dr.  doses. 

27 

Full-grown,  healthy 
pariah  df)g. 

1 40  9 

1 42  40 

1 46  30 

1 49  3 

1 62  9 

Same  ((uantity  of  rum;  5 drs.  of 
chloroform. 

28 

Large-sized,  healthy 
pariah  dog. 

2 11  0 

2 13  30 

2 15  30 

2 17  52 

... 

2 18  45 

J oz.  of  rum  given ; 7 drs.  of 
chloroform. 

29 

Healthy,  full- 
grown  pariah  slut. 

2 24  15 

2 25  10 

2 27  0 

2 28  45 

2 30  15 

2 drs.  of  rum  given;  6 drs.  of 
chloroform. 

30 

Ditto  ditto 

2 41  50 

No  record 
taken. 

2 51  20 

2 52  65 

2 54  48 

\ oz.  of  rum,  1 oz.  of  chloroform. 

31 

Healthy,  nearly 
full-grown  pariah 
dog. 

11  52  45 

11  53  32 

11  56  37 

11  57  12 

11  53  35 

2 drs.  of  rum,  2^  drs.  of  chloro- 
form. 

32 

Ilealtliy,  large- 
sized  pariah  slut. 

12  15  10 

12  16  30 

12  21  48 

12  22  15 

12  25  40 

ioz.  of  rum,  7 drs.  of  chloroform. 

33 

Powerful  full- 
grown  pariah  <Iog. 

12  47  0 

12  48  18 

12  42  40 

12  50  16 

12  51  15 

i oz.  of  nim,  i oz.  of  chloroform. 

34 

Old  large-sized 
pariah  dug. 

1 5 36 

1 7 22 

1 10  0 

1 10  40 

1 12  33 

2 drs.  of  rum,  6 drs,  of  chloro- 
form. 

No  of 
experiiruMii 
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«7 


Description 
of  dog. 


35  Lean,  full-grown 

pariah  dog. 

36  Full-grown, 
healthy  pariah 

dog. 


37 

38 

39 

40 

41 


Full-grown,  power- 
ful pariah  dog. 
Ditto  ditto 
Lean,  small-sized 
pariah  dog. 
Healthy,  small- 
sized  pariah  slut. 

FuU-growm, 
healthy  pariah  dog. 


Inhala- 
tion com- 
menced. 

Fully 

under 

chloro- 

form. 

Kespira- 

tion 

ceased. 

Pulse 

etopped. 

Artificial 

rrspira- 

tion 

com- 

menced. 

Pulse 

returned. 

Natural 
respira- 
tion re- 
estalv 
lished. 

Heart 

stopped. 

KeniarKs 

H.  M.  s. 

H.  M.  s. 

n.  M.  s. 

ir.  M.  s. 

H.  M.  s. 

H.  M.  s. 

H.  M.  s. 

H.  M.  S. 

11  23  0 

11  24  6 

11  26  40 

11  47  15 

11  28  45 

3 drs.  of  rum,  3^  drs.  of  chloro- 
form. 

11  52  10 

11  55  7 

11  55  17 

11  55  54 

11  59  45 

3 drs.  of  rum,  3 drs.  of  ehlo»’o- 
form.  Artificial  respiratit/ii 
after  stoppage  of  respiration  ; 
successful;  6 drs.  of  chloro- 
form used. 

12  5 19 

12  6 34 

12  7 28 

12  8 8 

12  10  23 

— 

12  20  10 

12  21  30 

12  ’4  6 

12  24  38 

12  28  10 

3 drs.  of  chloroform  used. 

12  32  40 

12  34  18 

12  37  40 

12  39  19 

12  41  6 

A oz.  of  chloroform  us*^d. 

12  45  45 

12  46  22 

12  49  2 

12  49  55 

12  51  10 

3^  drs.  of  chloroform  used. 

12  55  8 

12  56  50 

1 0 34 

1 1 17 

... 

1 

1 

1 3 2 

i oz.  of  chloroform  used. 

REPORT 


OF 

THE  LANCET  COMMISSION 

APPOINTED  TO  INVESTIGATE  THE  SUBJECT  OF  THE 

ADMINISTRATION  OF  CHLOROFORM  AND  OTHER  AN/ESTHETICS 

FROM  A CLINICAL  STANDPOINT. 

INTRODUCTORY. 


To  see  how  far  these  facts  arrived  at  by  direct  experiment-  [ 
ation  were  true  of  human  beings  The  Lancet  Chloroform 
Commission  was  undertaken.  It  is  proposed,  as  far  as  is 
possible,  to  bring  the  results  arrived  at  from  its  records  into  ' 
line  with  those  given  above.  In  the  Clinical  Report,  however, 
various  other  questions  intruded  themselves,  and  an  attempt 
was  made  to  find  satisfactory  answers  to  them.  Thus  it  was  j 
recognised  that  the  higher  we  travel  in  the  scale  of  organised  | 
beings  the  more  complex  does  the  Chloroform  problem  | 
become.  A very  simple  cause  will  produce  a corre- 
spondingly simple  result  in  simply  organised  animals,  but 
will  give  ri.se  to  complex  results  in  complex  beings.  It 
was  further  thought  that  among  human  beings  many 
mental  states  might  produce  deaths  attributed  to  an 
anaesthetic,  or  if  not  producing  might  act  adjuvantly 
to  the  effect  of  the  ansesthetic.  Again,  an  attempt 

was  made  to  classify  the  cases  of  fatalities.  Those  j 
which  appeared  after  careful  consideration  to  have  been  due  ; 
to  the  anaestbetic  directly  formed  one  category,  while  those 
due  only  in  some  degree  to  the  ana3sthetic  were  placed  in  a 
class  termed  “remotely  due  to  the  anajsthetic.”  Many  cases 
came  under  the  notice  of  the  Commission  which  did  not 
resiilt  in  death,  but  in  which  very  dangerous  complications 
arose  from  the  use  of  the  anajsthetic,  and  these  were  classed 
as  untoward  cases. 

In  the  report  of  the  experiments  made  upon  the  lower 
animals  the  conditions  of  the  experiments  were  determined 
by  the  experimenters,  were  carefully  preplanned,  watched, 
and  noted  on  revolving  cylinders  by  mechanism,  uninfluenced 
by  bias,  fear,  or  hurry.  In  thc.se  cases  no  liability  to  alter 
or  forget  facts  occurred.  In  the  ca.ses  dealt  with  by  the 
Commissioner  in  the  Clinical  Report  the  actual  conditions 
of  any  given  case  were  not  always  easily  recognised  ; the 
facts,  as  stated,  were  in  some  instances  contradictory  ; and 
the  conclusions  drawn  by  the  narrators  of  the  cases  appeared 
in  .some  cases  hardly  compatible  with  the  facts  they  reported, 
and  tinctured  rather  by  habitual  beliefs  than  by  a calm  review 
of  their  report. 

Tlie  Report  aimed  at  being  in  part  statistical,  as  no 
attempt  had  been  made  jjrcviously  to  ascertain  the  numlx'r 
of  times  the  various  anaesthetic  agents  had  been  employed, 
and  it  was  deemed  mo.st  inqxulant  tliat  when  stating  that  so 
many  deaths  or  accidents  had  occurred  under  any  one 
ana?stlietic,  while  .so  many  had  followed  tlie  use  of  any  other, 
that  some  basis  of  compari.son  should  be  given  by  ascertain- 
ing how  many  times  the  one  agent  was  administered,  and 
bow  many  times  the  second  was,  in  order  tliat  the  jx'opor- 
tion  should  be  ascertained  between  the  deaths  or  accidents 
happening  in  tlie.se  two  cases.  If,  for  example,  one  death 
under  an  anjcsthctic  A,  occurred  to  five  deaths  under  an 
anaesthetic  B it  was  cs.sential  to  di.scover  whether  B 
anai.sthetic  was  given  five  times  as  frequently  as  anic.sthetic 
A,  for  in  that  ca.se  the  mortality  under  these  agents  would 
in  fact,  be  equal,  although  apparently  in  the  iiroportion 
of  five  to  one. 


The  Report  on  the  clinical  aspect  of  the  question  dealt 
with  answers  obtained  in  response  to  a form  of  enquiry 
issued  to  the  members  of  the  profession. 

The  form  desired  information  on  the  following  points  ; — 

What  anassthetic  do  you  usually  employ,  and  how  ? (Appa- 
ratus 7)  Average  number  of  times  a year  7 Do  you  keep  an 
accurate  register  7 What  class  of  cases  (operation,  midwifery, 
&c.)  7 Can  you  give  particulars  of  any  deaths  7 Agents  used  7 
Apparatus  7 Nature  of  operation  7 Age,  sex,  and  peculiarities 
of  patient  7 Posture  7 How  long  under  7 Did  heart  or 
respiration  stop  first  7 If  a post-mortem,  particulars  7 Can 
you  give  particulars  of  any  dangerous  cases  and  means 
used  for  resuscitation  7 Please  give  particulars  as  above. 
Signed  ( ).  Address  ( ).  Qualifications  and 

school  ( ). 

A form  of  larger  size  was  in  addition  sent  with  a like 
request  to  each  hospital  of  the  Lhiited  Kingdom  containing 
more  than  ten  beds.  Further,  this  form,  accompanied  by  a 
circular  letter  couched  in  the  language  of  the  country  to 
which  it  was  sent,  was  despatched  to  all  the  larger  hospitals 
of  the  Continent,  as  well  as  to  India,  America,  and  the 
Colonies. 

This  form  asked  for  information  in  the  following  way  : — 

Name  of  institution.  Apj)roximate  number  of  times  anes- 
thetics have  been  given  during  the  j>a.st  ten  (7)  years. 
Chloroform  used  and  for  what  c.ases.  Relative  frequency  : 
(rt)  ether  and  for  what  cases  ; and  (h)  mixtures  (name)  and  for 
what  cases.  Other  anesthetics.  Deaths  under  anestlietic, 
how  many,  and  under  what  anesthetic.  Particulars  of  death  ; 
sex  ; age  of  patient  ; oj)eration  ; liowniuch  anesthetic  used  ; 
duration  of  administration,  &c.;  by  whom  given.  Otlier  par- 
ticulars as  to  experience  of  institution  as  to  relative  dangers 
of  anesthetics  : (1)  at  operation  ; and  (2)  after  operation, 
and  facts  bearing  on  this  question. 

As,  however,  the  records  received  in  reply  to  these  circidars 
(iSeries  C)  for  the  most  jiart  bore  reference  to  recent  cases, 
these  sources  of  information  were  supplemented  by  a careful 
•search  for  particulars  concerning  daTigerous  and  fatal  ca.ses 
iinder  anicsthetics  reported  in  the  current  profe.ssional  and 
I lay  papers  (Series  B).  iiie  reports  thus  obtained  were 
1 thoroughly  sifted  by  collation  of  the  various  accounts,  and. 

' when  po.ssiblc,  by  reference  to  the  reports  tendered  to  us  by 
medical  men.  As  to  the  value  of  such  narratives  being 
le.s.sened  for  want  of  the  iier.sonal  guarantee  of  accuracy 
of  the  details  by  the  administrator,  it  should  be  borne  in 
mind  that  in  by  far  the  largest  number  of  cases  the  particu- 
lars were  usually  given  on  oath  before  a coroner’s  court,  and. 
further,  at  any  rate  in  the  ca.se  of  medical  journals,  were 
conveyed  to  the  press  not  through  newspaper  clippings,  but 
directly  from  the  responsible  administrator  or  surgeon. 
When  this  was  not  the  ciise  particulars  were  usually  asked 
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for  and,  wlien  possible  obtained  from  the  medical  man 
interested  in  the  case. 

In  order  to  arrive  at  a continuous  series  of  cases  from  1847 
(the  date  of  the  first  employment  of  chloroform  as  an  anaes- 
thetic), not  only  were  the  above  sources  of  information  used, 
but  the  records  of  Snow ' — a mo.st  valuable  and  carefully 
kept  sequence — and  those  collected  by  the  committee  of  the 
Royal  Medical  and  Chirurgical  Society,  published  in  their 
Transactions  in  1864  (vol.  xlvii.),  were  laid  under  contribu- 
tion and  again  collated  with  the  records  derived  from  the 
other  sources  (Series  A). 

The  authorities  of  some  of  the  large  hospitals  (Series 
C)  very  courteously  permitted  our  Commissioner  to 
inspect  their  case-books  and  to  extract  cases  from  them 
which  had  not  appeared  in  the  circulated  forms  or  in  any 
published  works.  Further  information  was  in  this  way  also 
obtained  concerning  cases  already  recorded.  The  records 
supplied  by  the  Registrar-General  of  Deaths  further  gave 
additional  information  of  casualties  under  aniesthetics.  It 
seems  from  reference  to  these  tables  that  more  deatlis  from 
anesthetics  are  recorded  by  the  Registrar-General  than  are 
to  be  found  in  any  other  published  records  or  in  the  private 
records  kept  by  some  of  the  hospitals. 

As  regards  Scotland,  the  present  condition  of  the  law  as 
to  inquiries  into  the  circuiiLstances  of  deatlis  under  ames- 
thetics  greatly  interferes  with  accurate  information  being 
obtained  upon  this  matter. 

t'LASSIFICATIOX  OF  CASES. 

In  arranging  the  report  we  have  found  it  necessary  to  deal 
with  chloroform,  ether,  mixtures  of  amcsthetics,  the  less 
common  forms  of  anaesthetics,  such  as  bromide  of  ethyl  and 
nitrous  oxide.  The  reports  of  cases  have  been  divided  into 
the  following  classes  : (1)  deaths  under  and  ajiparently  due 
to  an  anajsthetic  ; (2)  ileaths  under  and  remotely  due  to  an 
anaisthetic  ; and  (3)  untoward  cases — i.e.,  cases  in  which 
some  mishap  occurred  which  was  not  followed  by  fatal 
results,  but  which  was  directly  or  remotely  due  to  the  anaes- 
thetics employed.  To  lllu.strate  our  meaning  we  may  cite 
some  illustrative  cases. 

1.  A patient,  after  inhaling  chloroform  for  five  minutes 
and  just  before  the  beginning  of  the  operation,  suddenly 
turns  pale,  his  re.spiration  stops,  and  in  spite  of  all  restora- 
tive measures  he  dies.  Here,  if  the  patient  is  completely 
under  the  anaisthetic,  and  if  other  causes  of  asphyxia  are 
absent,  the  death  may  fairly  be  ascribed  as  due  to  the 
anaisthetic,  and  would  be  cla.ssed  in  the  first  of  the  above 
categories. 

2.  If  a patient  passes  through  the  narcosis  and  operation 
.satisfactorily,  but  after  resuming  consciousness  dies  as  a 
result  of  some  intercurrent  complication,  such  ;is  severe  vomit- 
ing, bronchial  or  ])uhnonory  catarrh  or  inflammation,  tlie  deatli 
is  classed  among  “ remote  deaths  ” in  o\ir  second  category, 
and  that  even  although  such  deaths  arc  frcfiucntly  attrilmtc(l 
to  the  anaesthetic.  It  is  clear  the  result  can  only  be  remotely 
due  to  the  agent  employed.  For  a parity  of  reasoning  deatlis 
from  tlie  administration  of  ether  after  some  days,  and  due  to 
renal  complications,  are  clas.sed  as  remotely  due  to  the 
amestlietic. 

3.  It,  while  under  an  anaesthetic,  the  patient  suddenly 
becomes  faint  or  aspliyxiated.  or  in  .some  otlier  way  jiasses  inf  o a 
dangerous  conditioin  and  tlihs  is  brought  about  directly  by 
the  anaesthetic,  the  case  is,  should  tlie  patient  eventually 
recover,  put  into  the  category  of  “untoward  cases.” 

When,  however,  the  dangerous  condition  is  due  in  part 
only  to  the  amestlietic,  and  in  )iart  to  other  circumstances, 
the  ca.se  is  then  classified  under  the  head  of  “ untoward 
ca.ses  remotely  due  to  the  ana’sthetic.”  'I’hc  conditions 
affecting  hospital  patients  and  persons  operated  on  out  of 
hospitals  being  often  very  different,  an  attempt  has  been 
made  to  compare  these  two  clas.ses  of  persons,  and  so  reveal- 
ing similarities  or  dissimilarities  they  evinced  under  the 
influence  of  anassthetics. 

A further  question  necessarily  not  arising  in  the  Report  of 
experiments  is  how  far  do  vlimate  and  rave  and  ijvoiiraphwal 
r/isfriTiFfm/t  affect  the  deaths  under  anesthetics.  Are  some 
peoples  immune  or  loss  liable  to  deaths  under  anesthetics 
than  others  ? Do  the  thermometer  and  barometiic  curves  in 
any  way  give  data  bearing  on  our  inquiry  ? 

iS’ea;  and  a<je,  again,  are  conditions  which  have  by  many 
been  placed  as  having  very  great  imiiortance  in  the  estinia- 
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tion  of  risk  under  anesthetics.  It  was  assumed  at  one  time 
that  young  children,  aged  persons,  and  parturient  women 
were  immune  from  chloroform  poisoning. 

Predis2)osin{i  causes  for  deaths  have  also  been  asserted  to 
exist  in  cancer,  in  alcoholism,  and  emphysema,  and  these 
allegations  have  been  studied  in  this  connexion. 

The  determiiiinfi  causes  for  death  under  amcsthetics  as 
assumed  to  exist  by  different  schools  of  thought — e.g.. 
paralysis  of  respiration,  primary  cardiac  .syncojie,  over- 
dosage and  vomiting  occurring  during  the  administra- 
tion of  the  anassthetic — have  all  been  carefully  dealt  with 
ami  the  results  tabulated. 

A very  considerable  degree  of  importance  in  the  case  of 
chloroform  is  attached  in  the  experimental  inquiry  as  to 
whether  the  respiration  or  the  circulation  failed  together  or 
one  before  the  other,  and,  as  we  have  pointed  out  aliove.  the 
result  arrived  at  in  the  ca.se  of  the  lower  animals  in  the 
experiments  performed  at  Hyderabad  was  that  respiration 
failed  before  circulation.  In  view  of  this,  great  care  was 
taken  to  consider  this  question  from  the  clinical  standpoint, 
and  the  facts  were  arranged  in  such  a way  as  to  make  “it 
ea.sy  to  arrive  at  the  results  given  by  the  clinical  inquiry.” 

It  was  at  one  time  assumed  that  deaths  under  chloroform 
were  ilue  to  an  “ idiosyncrasy,”  and  hence  it  was  believed 
that  if  a person  had  taken  chloroform  once  without  harm  he 
was  practically  .safe  upon  any  subsequent  occasion.  In  the 
Report,  therefore,  special  mention  is  made  of  all  cases  of 
deaths  occurring  in  persons  who  had  previously  lieen  chloro- 
formed. Of  course,  in  very  many  instances  the  notes  supplied 
to  the  Commission  do  not  supply  information  upon  this  point, 
so  that  while  the  cases  citeil  are  of  value,  it  cannot  be 
a.ssunied  that  the  preponderating  cases  in  which  chloroform 
is  not  mentioned  as  having  been  given  before  are  necessarily 
“ fir.st  cases”  of  chloroforniisation.  Considerable  inijiort- 
ance  is  justly  attached  to  the  methods  cnijiloyed  in  resuscita- 
ting those  in  danger  from  or  during  anfflsthetisation.  both  in 
the  experimental  and  in  the  clinical  jiart  of  the  jiresent 
rejiort.  In  the  experiments  on  the  lower  animals  it  was 
found  that  the  only  succe.ssful  plan  was  artificial  respiration, 
and  that  this  only  succeeded  within  certain  well-defined 
limits.  'When  the  chloroform  was  given  slowly  and  the 
respiration  was  complicated  by  hampered  air  exchange  the 
chances  of  recovery  were  less.  Artificial  respiration  was 
generally  succes.sful  if  commenced  within  thirty  seconds  - 
seldom  so  after  thirty  to  sixty  .seconds,  and  never  if  began 
after  the  lapse  of  sixty  .seconds.  Morphine,  if  injected 
before  the  chloroform  was  given,  lessened  the  chance  of 
resuscitating  by  artificial  re.spiration  the  animal  ovcnlosed 
with  chloroform. 

The  fact  tliat  only  respiratory  difliculties  were  met  witli  in 
the  exjieriments  upon  the  lower  animals  must  be  liornc  in 
mind  when  the  failure  of  inversion  (see  aliove  in  Hyderabad 
Report  ]i.  8)  (Xelaton's  method)  and  other  ]ilans  usually 
ado])ted  in  dealing  with  presumed  circulatory  (Upression  is 
considered. 

Shock  lias  liceii  very  carefully  considered  from  both  the 
experimental  and  the  clinical  asiiect.  While  the.  exjieri- 
ments  recorded  (p.  7)  showed  but  little  effects  in  the 
lower  animals  from  “surgical  shock,"  tlie  clinical  record  was 
considered  under  various  headings.  Thus  a full  tabulation  of 
o]ierations  was  made  to  ascertain  as  far  as  jio.ssible  whether 
those  procedures  usually  associated  with  severe  shock  gave 
evidence  of  increased  lialiility  to  death  from  amesthetics.  It 
was  recognised  in  the  course  of  the  rlrawing  up  of  the  Report 
that,  very  many  deaths  occurred  before  any  ojieration  was 
commenced,  and  the  likelihood  of  “fear  shock”  was  in 
these  cases  considered. 

In  many  ca.ses  a more  or  less  jirecise  account  of  the  post- 
mortem aiipearances  were  given,  and  these  liave  been  care- 
fully tatiiilated  for  reference.  They  serve  as  a valualile  com- 
mentary to  tlie  history  of  many  of  the  cases,  but  do  not  in 
every  case  corroborate  the  view  taken  by  the  recorder  of  the 
death.  In  drawing  up  these  tabulations  very  great  care  has 
been  taken  to  avoid  drawing  inferences  or  giving  facts  saMi 
such  as  arc  directly  the  statements  of  the  observers  who 
reported  the  cases.  The  amesthetics  are  considered  under 
their  separate  headings,  and  although  many  are  given  the 
main  intere.st  of  the  report  attaches  to  chloroform  and  ether. 
Chloroform  is  therefore  taken  first,  and  the  facts  about  it 
arranged  according  to  the  above  jilan  : ether  is  taken  next, 
and  finally  the  less  commonly  enqiloyed  mixtures  and  ames- 
thctics.  A comjiarison  of  these,  in  so  far  as  they  inqiinge, 
is  instituted,  and  such  conclusions  as  ajijiear  to  follow  from 
the  facts  as  recorded  complete  the  Report. 
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Age  and  Sex  as  Determining  Factors. 

Taking'  up  these  questions  as  tliey  arise,  we  now  jiroceed 
to  emleavoiir  to  discover,  by  means  of  our  carefully  collated 
figures  obtained  from  the  sources  which  we  have  mentioned, 
whether  age  and  sex  have  any  determining  influence  on  fatal 
cases  under  chloroform.  We  find  that  no  age  possesses 
immunity.  Taking  periods  of  five  years  between  birth  and 
the  age  of  seventy-five,  the  extremes  reached  by  the  statistics 
before  us,  we  see  the  proportion  between  the  sexes  to  be  as 
follows  : — 


Pruiwrtioii  of  Fatalities  of  Males  to  Females. 


Ages, 

1 to  5 Years,., 
5 to  10  “ ..  .. 

10  to  15  

15  to  20  

20  t o 25  

25  to  30  

30  to  35  ..  ... 

35  to  40  

40  to  45  

45  to  50  

50  to  55  

55  to  60  

60  to  65 

65  to  70  

70  to  75  


Proportion . 
Males.  Females. 

..  7 to  2 

..  19  to  5 
15  to  6 
..  equal. 

..  26  to  15 
..  22  to  6 
..  17  to  8 
..  17  to  7 
..  34  to  11 
..  34  to  9 
..  13  to  3 
..  24  to  7 
..  no  females. 

equal 
..  2 to  1 


According  to  these  figures,  the  greatest  number  of  deaths 
in  males  appears  to  take  place  lietween  the  ages  of  twenty- 
five  and  fifty,  a period  of  life  when  men  are  most  liable 
to  injuries  and  surgical  diseases.  The  fatalities  of  women 
are  most  frequent  between  the  ages  of  twenty-one  and  forty- 
five.  a period  which  includes  the  epoch  of  parturition  and 
the  age  at  which  operations  for  carcinoma  are  most 
commonly  performed.  In  drawing  any  conclusions  from  the 
above  figures  it  must  be  carefully  remeiubered  that  they  only 
represent  the  proportion  of  deaths  of  males  to  females  under 
chloroform,  as  reported  to  the  Commi.ssion.  and  do  not 
represent  a ])ioportion  of  deaths  in  an  equal  number  of 
inhalations  by  males  and  females.  Probably  many  more 
males  are  com])elled  to  take  chloi'oform  for  the  jierformance 
of  surgical  operations  arising  from  accidents  than  obtains  in 
the  case  of  women.  Unfortunately,  it  is  impossible  for  the 
Commission  to  do  more  than  suggest  this  ex))lanation  of  a 
seeming  partial  immunity  for  women,  as  until  all  cases  of 
iidialation  of  chloroform  are  recorded,  and  .some  thousands  of 
records,  including  an  equal  number  of  the  se.xcs,  are  com- 
])ai(!d  and  classified  as  above,  no  alrsolutely  reliable  statistics 
will  be  procurable.  At  the  .same  time  it  must  be  admitted 
that  even  if  the  ]iroportion  of  deaths  among  men  be  not  quite 
what  tlu!  above  ])ro]>ortion  is,  23  males  to  8 females  or  nearly 
3 to  1.  it  seems  higldy  probable  that  males  are  more  jirone  to 
fidality  than  females.  To  obtain  information  upon  this 
]-)oint  statistics  of  the  operations  performed  on  the  various 
London  general  hospitals  were  obtained,  and  it  was  found 
that  for  the  ages  given  above  a larger  number  of  males  than 
of  females  were  sidqected  to  ojieration. 


Geograph iCAi,  Distrirution  of  Cases. 

The  subjoined  table  shows  that  practically  no  region  is  I 
free  from  chloroform  deaths.  The  greatest  number  of  j 


fatalities  followed  no  law  of  temperature,  climate,  or 
telluric  influence,  but  was  in  almost  direct  propor- 
tion to  tlie  population.  This  statement,  however,  has 
to  be  modified  as  regards  India,  which,  while  returning 
records  of  a \ery  large  number  of  cases  of  operation, 
returns  very  few  deaths.  'I'he  Hyderabad  Chloroform 
Rejiort,*  Part  IX.  quotes  326  cases  of  chloroform  inhalation, 
and  gives  details  of  53  cases  and  no  fatality.  Further. 
Surgeon-Lieutenant-Colonel  Lawrie  has  never  met  with  a 
single  death  during  a long  clinical  e.xperience  in  India.  It 
is  felt  that  no  data  of  sufficient  breadth  at  present  exists  to 
settle  the  very  important  points  whether  social  traits,  climates, 
or  telluric  conditions  do  in  any  way  modify  the  effects 
of  anesthetics  upon  the  human  subject.  It  is  manife.st  that 
temperature  must  and  does  act  strongly  in  favour  of 
anesthetics.  In  the  Hyderabad  Report,  Section  45,  p.  30, 
attention  is  drawn  to  the  impossibility  of  obtaining  satis- 
factory anesthesia  by  ether  in  hot  climates- — e.g.,  India. 
Other  surgeons  have  pointed  this  out,  and  the  causes  which 
render  ether  too  rapidly  eliminated  from  the  system  to  pro- 
duce true  narcosis  would  tend  to  prevent  an  overdose  of 
chloroform  being  retained  if  it  obtained  entrance  to  the  lungs. 


AFRICA. 

Egypt  (Suez). 
Whittlesea  (Cape 
Colony), 

AMERICA. 

Canada. 

Ancaster  (Ontario). 
Duiiville  (Ontario). 
Halifax  (Nova Scotia). 
Hamilton  (Oi  tario) 
City. 

London  (Ontario). 

New  Brunswick. 
Quebec. 

St.  John's  (New 
Brunswick). 

Toronto. 

Toronto  General  Hos. 

Units.])  States. 
Atlanta  (Ga  ). 

Ballard  Co.  (Ken- 
tucky). 

Baltimore. 

Blackwell  Island. 
Bloominton  (111  ). 
Boston. 

Brunswick  (Maine). 
Buffalo. 

Canaan. 

Charlestown  (South 
Carolina'. 

Chicago. 

Chicago  County  Hos. 
Chicago  Electric  Col. 
Chicago  Presbyterian 
Hospital. 
Cincinnati. 

Cleveland  City  Hosp. 
Columbus  (Ohio). 
Cora  Cramford  Co. 
(Penn.). 

Cork  County  Hosp. 
Delhi  (N.Y.). 

Denver. 

Harts  Falls  (near 
Boston). 

Jersey  City. 


Kingston. 

Louisville. 

Madison  (eo.  Indiana). 
Manon  (Ohio). 
Maryland. 
Mechanicsville. 
Michigan. 

Middleport  (Ohio). 
Na,shville. 

New  Jersey. 

New  Orleans. 

New  York. 

Norfolk  (Virginia). 

( )lean  (N.  Y ) 

Omaha. 

Paducah  (Kentucky). 

Philadelphia. 

Pittshurg. 

Place,  not  named. 
Portland  (Maine). 

I Kahmay  (New  Jersey). 
I St.  Francisco. 

I St.  Louis. 

■Sardinia  (N.Y.). 

' Sheffield  (Mass.). 
Trenton  (New  Jersey). 
Tuscan. 

Virginia. 

ASIA. 

Bnrdwan. 

Burmah. 

Hyderabad. 

India. 

Japan,  Yokohama. 

AUSTRALIA. 

Adelaide. 

Brisbane. 

Burra. 

Dunedin. 

Hamilton. 

Melbourne. 

New  Zealand. 

Ovens  District. 
Provincial. 

Tasmania,  Hobart 
Town. 

Penti-idge. 

Sydney. 


EUROPE. 

Au-stria. 

Grat/. 

Vienna. 

Denmark. 

Franck. 

Boulogne. 

Bordeaux. 

Langres. 

Lille. 

Lyons. 

Orleans, 

Paris. 

St.  Malo. 

Germany. 

Berlin. 

Bonn. 

Munich 

Neustadt. 

Stra.shurg. 

Ulm. 

Portugal. 

Lisbon. 

Russia. 
Cracow,  Poland. 
Crimea. 

Odessa. 

BNGI.ANn  AM)  WaLE-S. 
Accrington. 

Aldershot. 

Barrow  in-Furness. 
Bath. 

B'riningham. 

Birkenhead. 

Blackburn. 

Bootle. 

Bradford. 

Bridgeford. 

Brighton. 

Bristol. 

Broadmoor. 

Camliridge. 

Canterl)ury. 

Cardiff. 


* Reference  is  here  made  to  the  Edition  published  in  Bombay  1891. 
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Carlisle. 

Maidstone. 

Taunton. 

Chelmsford. 

Malvern  Wells. 

Tavistock . 

Chester. 

Manchester. 

Thornbury  (Bristol). 

Chipping  Norton. 

Mildenhall. 

Towcester. 

Cirencester. 

Nelson. 

Tunbridge  Wells. 

Cornwall. 

New  Brighton. 

Turnstall  (Hanley.) 

Croydon. 

Newcastle. 

Twickenham. 

Cumberland. 

Normanton. 

Warley. 

Dawlish. 

Northampton. 

Whitfield  (Kent). 

Derby. 

Norwich. 

Whitehaven. 

Derbyshire. 

Nottingham. 

Wilmslow. 

Devonport. 

Oxford. 

Winlaton  (Newcastle). 

Doncaster. 

Peterborough. 

Wolverhampton. 

Dorking. 

Plympton. 

Woolwich. 

Dudley. 

Portsmouth. 

Wrexham. 

Epsom. 

Preston. 

York. 

Exeter. 

Quarry  Bank. 

Ireland. 

Exmouth. 

Kainham. 

Belfast. 

Gloucester. 

Reading 

Cavan. 

Giiidebridge. 

Richmond. 

Dublin. 

Guildford. 

Rhyl. 

Handsworth. 

St.  Helens. 

Scotland. 

Hartshill. 

Salisbury. 

Aberdeen. 

Hartlepool. 

Sheffield. 

Alloa. 

Huddersfield. 

Shrewsbury. 

Dundee. 

Hull. 

Smethwick. 

Edinburgh. 

Ipswich. 

Southampton. 

Girvan. 

Keightley. 

Stalybridge. 

Glasgow. 

Leeds. 

Stafford. 

Gowan. 

Leicester. 

Stockport. 

Inverness. 

Lincoln. 

Stoke-Clemsland 

Lasswade. 

Liverpool. 

(Cornwall) . 

Melrose. 

Llanelly. 

Stroud. 

Penicuick. 

Long  Eaton. 

ffimderland. 

London. 

Swansea. 

The  Mauritius. 

'I’he  cases  reconleil  as  having  occurred  in  the  above  coun- 
tries or  towns  have  not  only  occurred  in  hospitals,  but  the 
record  takes  account  also  of  cases  occurring  in  private 
practice.  In  attempting  to  deduce  any  conclusions  from  the 
above  table  of  localities  from  which  deaths  were  reporte<l 
the  same  difficulties  have  arisen  as  were  mentioned  in 
dealing  with  the  subject  of  the  influence  of  age  and 
sex  on  mortality  under  chloroform.  The  extent  of 
po])ulation,  hospital  accommodation,  and  the  proportion 
of  medical  men  and  their  facilities  for  ojjerations  enter 
largely  as  disturbing  factors  into  -statistics  of  this  kind. 
Again,  it  must  be  assumed  that  the  records  of  fatalities 
or  dangerous  cases  would  be  more  accurately  kept  and 
be  more  accessible  in  the  larger  European  or  American 
towns  than,  for  example,  in  African  or  in  small  outlying 
Canadian  towns.  The  readiness  with  which  chloroform  is 
given  in  a London  hospital  is  in  marked  contrast  to  what 
obtains  in  smaller  towns,  even  in  England,  and  still  more  so 
in  remote  handets  elsewhere.  Another  disturbing  factor  is 
the  unwillingness  of  some  per.sons  to  record  fatalities  under 
chloroform.  We  have  above  also  noticed  the  fact  that  in 
Scotland,  where  chloroform  is  so  widely  and  extensively  eni- 
])loycd,  few  reliable  sources  of  information  exist  of  the 
deaths  which  result  from  its  exhibition.  It  has.  however, 
been  thought  advisable  to  introduce  into  the  Keport  the 
above  list  of  places  as  well  as  other  tables  and  lists,  in  the 
hope  that  they  may  afford  a guide  for  further  investigations 
both  in  the  way  of  directing  attention  to  stati.stics  desirable, 
but  at  present  inaccessible,  and  in  discountenancing  a loss 
of  tiTiie  over  equivocal  arguments  ba.sed  upon  unsatisfactory 
and  fallacious  jiremisses. 

In  further  reference  to  race,  and  the  influence  of  climate 
it  must  b(?  admitted  that  there  are  no  materials  ujsm  which 
to  base  any  conclusive  arguments.  The  only  satisfactory 
way  to  deal  with  this  question  would  be  to  compare,  not 
50,000  cases  occurring  in  the  practice  of  one  s\ngeon  in  one 
clime  with  an  (spiivalent  number  of  cases  of  another  surgeon 
in  a country  sufficiently  remote  to  ensure  differences  of  race, 
mode  of  life,  of  temperature  and  environment,  but  a 
sufficiently  large  nundier  of  cases  in  different  countries 
occurring  in  the  practice  of  a sufficient  number  of  persons 
to  eliminate  individual  failings  or  extra  care  in  the  ad- 
ministration of  the  ana’.stiietic.  If  would,  for  examj)le,  be 
Valueless  to  institute  a comparison  between  the  indixidual 
practices  of  two  surgeons,  one  of  whom  ojjerated  almo.st 
solely  on  cases  of  minor  surgery,  whilst  the  other  was 
Constantly  called  upon  to  deal  with  the  graver  and  more 
])rolonged  procedures  of  surgery  as  are  called  for  in  large  and 
])opulous  towns,  especially  those  in  which  machinery  acci- 
dents are  rife.  It  seems  more  than  jirobable  that  the  manner 
of  life,  the  individual  habits,  in  other  words,  the  resist irr 
forre  !.){  the  individual  ]ilays  a most  inq)ortant  ])arf  in  tlie 
qiu^stion.  This  factor  is  inlluenc.cd  not  only  by  race,  since 
racial  traits  determine  or  are  determined  by  (dimat eric  and 
telluric  environment,  but  also  the  way  in  whicli  life  is  pa.ssed, 
and  habits,  good  or  bad,  are  formed. 


Methods  employed  for  administering  Chloroform. 

One  point  which  appeared  to  our  Commi.ssioner  to  be  of 
manifest  importance  in  the  inquiry  was  whet  tier  any  relation 
could  be  shown  to  exist  between  parficidar  methods  of  giving 
chhjroform  and  accidents  under  its  use.  If.  for  example,  one 
method  could  be  shown  to  be  frequently  accomjianied  by  such 
accidents,  such  occurrences  might  be  taken  as  indicative  of 
a possible  fault  in  the  method.  On  the  other  hand,  it  was 
recognised  that  the  problem  was  complicated  by  the  fact  that 
the  methods  not  being  employed  with  equal  frequency,’  those 
most  generally  in  use  might,  by  showing  more  deaths  or  acci- 
dents, appear — and  of  course  fallacious!}' —to  be  tbe  more 
unsafe.  It  was  necessary  to  guard  against  this  form  of 
eiTor  and  to  make  allowance  for  it.  'I’lie  sequel  a})pears  to 
show  that  the  method  employed  has  really  little  influence  in 
determining  the  result.  The  methods  were  divided  into  the 
following  classes  : — 

1.  Those  in  which  no  specinl  form  of  inhaler  was  emplotjed 
Under  this  heading  the  following  modes  of  administration 
were  specified,  arranged  in  the  order  of  their  frequency. 

Chloroform  poured  on  a handkerchief. 

.,  lint. 

,.  ,.  ,.  a towel. 

,,  ,,  .,  a napkin. 

,,  .,  into  an  extemporised  cone. 

,,  ,,  ,,  a sponge. 

In  fewer  instances  the  process  is  described  as  having  been 
conducted  by  the  “open  method,”  or  chloroform  given  from 
a “ coil  of  paper,”  “cloths,”  “compress,”  and  so  on.  The 
recorded  deaths  resulting  from  chloroform  being  administered 
without  an  inhaler  are  rather  more  than  double  tliose  occurring 
when  an  inhaler  is  used ; but  from  inquiries  made  at  various 
hospitals  and  in  private  practice  there  is  no  doubt  that  the 
exhibition  of  chloroform  without  the  use  of  an  inhaler  is 
much  more  frequent  than  is  the  employment  of  a distinct 
mechanical  contrivance,  such  as  Clover’s  or  Junker’s 
apparatus. 

2.  Deaths  under  chloroform  when  a S2>ecijicd  apparatus  (in- 
haler) is  cm2>lo!/ed. — In  the  order  of  the  frequency  of  deaths 
during  their  use  the  following  inhalers  are  specified  : — 

“ Inhaler”  (kind  unspecified).  \ Clover’s  inhaler. 

Skinner’s  inhaler  (a  simple  1 Esmarch’s  ,. 

flannel  mask  stretched  on  a i Metal  cone. 

wire  frame).  i Guv’s  Hosjfital  iniialer. 

Junker’s  inhaler.  j Morton’s  ether  inhaler. 

Snow’s  ,,  I Weiss’s  ajiparatus. 

We  have,  however,  no  figures  to  show  the  numl'erof  times 
these  inhalers  are  used,  and  in  the  absence  of  tliese  theia^  is 
no  accurate  basis  for  comparison  in  regard  to  their  safety  or 
danger.  It  appears  that  in  some  instances  chloroform  iias, 
with  fatal  results,  lieen  given  from  an  ether  inhaler.  The 
frequency  of  use  of  the  above  inlialers  must  be  taken  into 
account.  Skinner’s  apparatus,  from  its  sinqilicity  and 
])ortability,  is  probalfly  used  very  much  more  frequently  than 
any  other.  Snow’s  and  Clover’s  inhalers  are  seldom,  if  e\cr. 
employed  at  the  pre.sent  time.  Skinner's,  .lunker’s  (in  one  of 
its  several  modifications),  or  some  form  of  cone  containing  a 
sponge  or  jiiece  of  lint.  ])robably  represent  the  inhalers  at 
present  in  vogue  in  the  order  of  their  frequency  of  emjilov- 
inent. 

It  is  a remarkable  fact  that  in  more  than  half  the  cases  of 
fatalities  reported  to  us  no  mention  is  made  of  the  metliod 
wliich  was  followed  in  giving  the  chloroform,  and  even  when 
the  ap])aratus  or  method  is  named  no  particulars  are  furnished 
indicating  the  manner  in  which  the  aiw-sthetic  was  exhibited. 
'I’liat  such  details  ai(^  essential  the  following  example  will 
indicate.  Ca.se  A : ''Open  method”;  chloroform  “poured” 
on  lint  “after  the  manner  of  Syme,”who  taught  that  jfienty 
of  the  drug  should  be  used.  Case  15:  “ Oiien  metliod”: 
chloroform  “dropped’’  on  lint  after  the  manner  advocated 
by  tlie  dosimetric,  .school,  who  teach  that  by  dropping  chloro- 
form literally on  lint  the  utmost  safety  is  ensured. 
Here  two  methods  diametrically  oiqiosed  in  princi|<le  arc 
describc'd  by  tlie  same  iilirase,  “open  metliod.”  Kacli  of  these 
scliools  would  hold  ttie  other  resiionsible  liy  Hie  fault  v 
character  of  their  method  for  any  mishai>  occurring  during 
the  chloroformisatiou. 
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Causes  assigned  for  Death. 


In  giving  the  causes  which  are  stated  by  tlie  original 
reporters  of  the  cases  to  have  occasioned  death,  care  lias 
been  taken  to  present  if  not  the  exact  words  at  least  the 
exact  sense  of  the  words  employed.  This  has  been  done  to 
avoid  any  bias  which  might  unconsciously  attribute  results 
following  upon  w'ell-defined  symptoms.  A careful  examina- 
tion of  the  cases,  both  in  the  following  abstracts  and  more 
especially  in  the  cases  given  at  length,  will  show  that  in 
most  instances  the  causes  assigned  are  very  complex,  and  no 
very  definite  single  cause  is  advanced  by  itself.  It  is  seldom 
that  any  single  issue,  such  as  failure  of  respiration  or  failure 
of  the  heart,  appears  to  have  arisen  in  the  minds  of  the 
reporters  of  the  cases.  In  some  few'  instances  the  causes 
alleged  do  not  appear  to  correspond  with  the  symptoms 
given,  but  even  here  strict  attention  has  been  paid  to  the 
narrator’s  view's,  whilst  notice  is  at  the  same  time  drawn  to 
the  di.screpancy  and  an  explanation  offered.  In  drawing  up 
this  summary  the  greatest  difficulty  has  arisen  in  many  cases 
from  the  looseness  and  inadequacy  of  the  published  records. 
It  lias  been  necessary  in  some  instances  to  place  apparently 
similar  cases  under  different  headings  when  the  causes 
assigned  for  death  have  been  different,  although  the  lesions 
have  been  similar.  Thus,  in  one  case  death  is  attributed  by 
the  narrator  to  .syncope,  although  it  is  stated  that  food  7vns 
found  in  the  windpipe,  which,  it  may  be  presumed,  cau.sed 
respiratory  trouble,  leading,  it  may  be,  to  syncope  as  an 
ultimate  result.  In  drawing  up  the  abstracts  from  the  reixirts 
of  cases  these  sources  of  error  have  been  eliminated,  as  far  as 
possible,  by  assigning  the  evident  and  immediate  cause  of 
death,  and  not  the  remote  one.  In  the  case  alluded  to  above 
no  one  would  accept  “ syncope  ” as  the  true  cause  of  death, 
except  in  the  sense  that  dissolution  must  always  be  eventually 
associated  with  cessation  of  the  heart’s  action.  The  causes 
of  death  further  seem  in  many  cases  to  be  capable  of  being 
clas.sified  under  the  heads — (1)  Predisposing,  and  (2)  Imme- 
diate. A person  who  presumably  would  pass  through  chloro- 
form without  danger  or  difficulty  may,  it  is  believed  by  many, 
be  so  predisposed  to  death  through  the  action  of  chloroform 
that  they  die  under  its  influence  even  when  but  a small 
quantity  is  given  and  no  complications  qua  the  anas.sthetic 
are  present. 

Predisposing  Causes  of  Death  under  Chloroform. 

Of  these,  alcoholic  abuse,  wasting  diseases,  emphysema  of 
the  lungs,  and  the  occurrence  of  vomiting  are  dealt  with 
here.  In  the  records  of  necrop.sies  (p.  96  et  scq.)  further 
reference  will  be  found  to  these  conditions. 

Tntemperance. — It  has  been  widely  recognised  that  persons 
addicted  to  excesses  in  alcoholic  liquors  take  amesthetics 
badly  and  run  j)eculiar  risks.  In  the  cases  reported  in  the 
jircss  we  find  a definite  record  of  intemperance  in  twenty- 
four  males  and  five  females  and  a doubtful  record  in  three 
males.  In  the  records  sent  to  us  from  medical  men  of  deaths 
occurring  in  private  practice  under  chloroform,  we  find  it 
existent  in  the  cases  of  one  male,  two  females,  and  in  the 
equivalent  list  from  hospital  j)ractice  in  three  males,  and  in 
the  records  obtained  from  the  private  stati.stics  kept  in 
hospitals  we  find  mention  of  one  male.  'This  gives  a total  of 
thirty-nine.  'The  (edematous  condition  of  the  ti.ssues,  their 
lowered  vitality,  and  the  large  doses  of  chloroform  commonly 
taken  by  alcoholics  before  “going  over ’’ are  possibly  some 
of  the  reasons  why  the.se  people  arc  .so  prone  to  chloroform 
death. 

Wastinf!  Diseases. — The  various  forms  of  wasting  diseases, 
it  is  assumed,  by  tending  to  lowered  vitality  would  predispose 
to  chloroform  death.  Comparatively  few  returns,  however, 
were  made  under  this  head.  Although  cancer  was  jn-c.sent  in 
many  cases,  only  in  nine  cases  it  is  mentioned  as  having  been 
a possibly  predi.sposing  cause  of  death.  And,  on  the  other 
hand,  it  is  matter  of  common  ob.scrvation  that  it  is  by  no 
means  the  old  and  feeble  or  tho.se  wasted  by  prolonged 
disease  who  fall  victims  to  chloroform. 

KmplnjKrma . existence  of  this  condition,  a pre- 
sumably dangerous  factor,  is  mentioned  in  twelve  cases. 
'I'he  impairment  of  respiration  and  presumable  danger  of 
accunndation  of  chloroform  vapour  in  the  lungs  through 
lessened  expiration  may,  it  is  believed  by  many,  predi.spose 
to  death  by  overdose. 


VoniitiMj. — Vomiting  during  the  operation  is  noted  as 
having  occurred  eighteen  times.  'There  are  several  points  of 
interest  about  this  statement.  First,  vomiting  shows  either 
loading  of  the  stomach  before  the  administration  of  the 
anfesthetic— a procedure  about  the  danger  of  which  there 
can  be  no  question,  both  from  general  shock  and  from  the 
danger  lest  the  vomit  be  sucked  back  into  the  air  passages  ; 
and,  secondly,  the  probability  that  an  insufficient  quantity 
of  the  aiiiesthetic  was  given,  and  that  the  patient  conse- 
quently suffered  from  the  shock  both  of  the  operation  and  of 
the  chloroform. 

Immediate  Causes  op  Death. 

In  preparing  the  following  summary  the  greatest  difficulty 
was  experienced.  Without  great  care  merely  supposititious 
causes  for  death  might  have  been  inserted.  'To  avoid  this  the 
statements  of  the  recorders  of  the  deaths  were  taken  as  the 
absolute  criterion  even  when  the  Commissioner  felt  that  the 
evidence  did  not  admit  of  the  conclusion  at  which  the 
original  recorder  had  arrived.  In  the  majority  of  cases,  how- 
ever, the  reports  are  clearly  given,  and  it  is  emphatically 
stated  that  a particular  cause  or  particular  causes  were 
directly  responsible  for  deaths. 

In  the  cases  collected  by  the  Royal  Medical  and  Chirurgical 
Society  and  supplemented  by  Dr.  Snow’s  records  the  results 
are  grouped  : (1)  under  failure  of  respiration  ; and  (2)  causes 
associated  with  cardiac  failure  ; and  contributing  causes  are 
added  in  brackets.  In  the  following  summary,  when  a note 
of  interrogation  is  added  it  means  that  the  cases,  although 
probably,  as  the  records  seem  to  indicate,  instances  of  the 
particular  lesion  mentioned,  yet,  as  the  account  shows,  some 
doubt  existed  in  the  mind  of  the  original  reporter.  Its 
meaning  may  be  taken  as  an  equivalent  to  the  words, 
“‘probably’  from  overdose,”  “‘probably’  from  .syncope,” 
&c.,  as  the  case  may  be. 

In  Series  A phenomena  assigned  as  causes  of  death  ; 

Failure  of  respiration  in  3 cases  ; ditto  probably  from 
overdose  in  3 cases  ; ditto  from  liolding  of  breath,  1 case  ; 
? of  failure  of  respiration,  20  cases  ; ? ditto  due  to  holding 
of  breath  and  '!  overdose,  2 cases  ; ? ditto  ? due  to  overdose. 
3 cases.  'Thus  giving  32  cases  of  probable  failure  of  resiiira- 
tion  as  cause  of  death. 

Syncope  (failure  of  circulation).  Shock  ? due  to  syncope 
in  prse-amesthetic  stage,  4 cases  ; ditto  shock  in  1 incomplete 
anaesthesia,  1 case  ; ? ditto  ? shock,  5 ca.ses  ; ? ditto  with  ? 
.shock  during  imperfect  anaesthesia,  5 cases  ; simple  .syncope 
in  3 cases  ; ? simple  syncope  in  28  cases  ; ditto  associated 
with  incomplete  anaesthesia,  2 cases  ; ditto  ? with  overdose. 
1 case.  'This  gives  a total  of  49  ca.ses  in  which  the  death  is 
assigned  to  some  form  of  cardiac  syncope. 

In  Series  B a far  wider  range  of  causes  is  a.ssigned.  'Thus  : 
air  in  blood  vessels,  ditto  in  veins,  alcoholic  coma,  severe 
anajmia,  each  1 case  ; apoplexy — cerebral,  2 cases,  ditto,  1 
confirmed  by  necropsy  ; “meningeal  apoplexy,”  2 ca.ses; 
asphyxia  in  11  cases — 1 from  respiratory  failure.  1 from 
pulmonary  ab.scess  associated  with  con.solidation  and  jfieural 
adhesions,  1 due  to  an  aneurysm  pressing  upon  the  trachea 
and  entrance  of  blood  into  the  air  passages,  2 to  congestion 
of  the  lungs,  1 from  emphy.sema  causing  rcsinratory  failure, 
1 from  epileptiform  convulsions  causing  fixation  of  the  che.st 
walls,  1 from  injury  to  the  larynx  with  air  entering  blood- 
vessels, 1 as.sociated  with  syncope  from  diseased  heart . 
1 from  thyroid  enlargement,  1 from  vomit  entering  air 
jiassages  ; respiratory  death  in  2 cases  due  to  convulsions 
(in  a lunatic)  associated  with  fatty  degeneration  of 
organs  ; and  1 case  due  to  emphysema  with  collapse  of 
lung ; failure  of  respiration  5 cases ; 2 from  muscular 
spasm  ; no  other  rea.son  assigned  in  2,  and  in  1 associated 
with  syncope.  Failure  of  re.spiration  and  of  heart  6 cases  ; 
1 in  which  aneurysm  of  the  innominate  arteiy  existed  ; one 
in  a drunkard  ; one  from  “fear”;  one  in  which  heart  was 
dilated  and  lungs  congested ; one  in  which  marked  em- 
physema exi.sted  ; and  1 from  fatty  embolism  in  an  in- 
temperate anasmic  person. 

The  following  55  ca.ses  arc  classed  under  Heart  Failure, 
1 case  of  cancer  of  the  myocardium  ; 1 heart  dilated  and 
flabby  ; 1 distended  heart  with  bronchitis  and  fatty 
kidneys;  5 “ heart  diseased”:  and  1 “heart  and  lung 
diseased  ” ; diseased  heart,  peri(!ardium  and  arteries,  also 
“insufficient  ana'sthesia.”  In  13  cases  “ fatty  degeneration  " 
is  given  alone,  and  31  of  fatty  degeneration  associated  with 
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“ death  due  to  aiuesthetic  ” (1  case)  ; hrunchocele,  food  in 
stomach,  alcoliolismus  ; dilated  heart ; feeble,  hut  no  organic 
disease  ; ilahhy  heart ; hypertrophied  ; malformed  ; over- 
distended with  violent  struggling ; paralysis  of  heart  ; 
diseased  heart ; emaciation  ; atheroma  of  coronary  vessels  ; 
enlarged  heart  with  emphysematous  lungs,  due  to  fear; 

‘ ‘ incomplete  ansethesia  ” ; reflex  inhibition  of  heart  ; peri- 
cardial adhesions  ; ‘ ‘ spastic  contraction  of  heart,  the  effect 
of  chloroform  in  ganglionic  nervous  system  ” ; “ spastic  con- 
traction of  heart  (weakened  by  loss  of  blood).” 

In  9 cases  ‘ ‘ Syncope  ” is  given  as  the  cause  of  <leath,  but 
no  mention  is  made  of  heart  disease.  The  following  addi- 
tional causes  are  added  : alcoholism  ; asphyxia  (very  anaemic)  ; 
atheroma  of  coronary  arteries  ; right  heart  thin ; dilated 
heart  ; emphysema  of  lungs,  brought  on  by  excitement ; 
epilepsy ; feeble  child  ; feeble  patient  ; fright  ; general 
feebleness. 

In  154  cases  “ Syncope  ” is  assigned  as  the  cause  of  death, 
but  it  occurred  in  persons  in  whom  cardiac  or  pulmonary  disease 
existed  and  presumably  were  adjuvant  in  bringing  about  the 
fatal  result  : degeneration  of  the  muscular  structure  of  the 
heart  muscle  ; mitral  and  aortic  valvular  disease  ; 

” valves  ” diseased  ; disease  of  heart  not  further  specified  (2 
cases)  ; diseased  coronary  arteries  ; diseased  heart  and  lungs  ; 
alcoholic,  struggling  ; distension  of  right  side  of  heart ; fatty 
degeneration  (20  cases)  ; alcoholic,  syphilitic  patient  ; ex- 
cessive fatty  degeneration  ; slight  fatty  degeneration  ; dilated 
heart  (38  cases)  ; dilated  heart  with  struggling  ; dilated 
heart.,  thin  atheromatous  valves  and  arteries  ; diseased  heart  ; 
kidneys  diseased,  drunkard  ; imperfect  anesthesia  (3  cases)  ; 
lungs  diseased ; lungs  cedematous  and  kidneys  granular  ; 
struggling  (21  cases)  ; thin  walls  of  heart  ; flabby  walls  of 
heart ; flabby  and  weak  ; malformation  of  heart,  kidney 
disease;  “paralysis  of  nerves  of  heart”;  thin  walls; 
tliin  walls,  lungs  tuberculous,  intemperate  ; kidneys 
diseased  ; lungs  diseased  ; ? operation  L'^a-riotomy)  due 
to  shock  (2  cases)  ; ? reflex  ; shock  (emptying  empyema)  ; 
sliock  from  brain  injury  ; ? sitting  up  (2  cases)  ; ? weakly 
(very),  alcoholic  ; arteries  disease  of  ; ? asphyxia  (valvular 
disease)  ; heart,  dilated  thin  walls  ; dilated  thin  walls,  only 
one  coronary  artery  ; diseased  walls  (4  cases)  ; diseased 
(aortic  valvular  disease)  and  dilated  heart ; diseased  heart 
and  kidneys  enlarged  ; ‘ ‘ fat  on  heart,  ” diseased  aorta  ; with 
emphysema,  bronchitis  ; heart  slightly  dilated  ; hypertrophied 
heart,  emphysema  ; intemperate  patient  ; kidney  disease  ; 
“soft  heart”  ; feeble,  “toostrongado.se”  ; flabby  heart  ; 
hypertrophied,  emphysema  ; thin  walls  ; thin  walls,  diseased 
arteries  ; dilated  aorta  ; malignant  disease  ; ? overdose  ; 
weakly  infant  (lungs  never  properly  inflated)  ; larynx,  spasm 
of.  Heart  diseased,  associated  with — lungs,  paralysis  of  (“fatty 
heart  ”)  ; lungs,  tuberculous  ; lungs  and  pleurae,  abscess  con- 
solidation ; respiration,  obstruction  to,  by  pharyngeal  growth  ; 
respiratory  centre,  paralysis  of  (2  cases)  ; respiratory  muscles, 
heart  dilated,  albuminuria. 

Five  cases  are  classed  as  death  due  to  brain  lesions — 
viz.,  “abnormal  state  of  brain  due  to  chloroform”;  direct 
poisoning  of  nerve  centres  ; effusion  of  blood  into  brain  caused 
by  vomiting  ; subarachnoid  liEemorrhage  (?)  from  struggling. 
Associated  with  brain  conditions — 1 from  congestion  of 
the  lungs  ; 1 due  to  convulsions  in  a patient  the  subject  of 
fatty  degeneration  ; 1 to  emphysema  and  collapse  of  the 
lung,  1 from  exhaustion  and  1 in  labour.  In  16  cases 
‘ ‘ shock  ” is  the  reputed  cause  of  death  associated  with 
hfemorrhage  in  1 case  ; with  a fatty  and  dilated  heart  in 
1 case  ; in  a very  feeble  patient ; not  completely  under  the 
influence  of  the  anaesthetic  in  2 cases  ; in  a leuchaemic  patient ; 
reflex  shock  in  1 case  ; a reputed  reflex  shock  in  another ; 
rupture  of  stomach  in  1 case  ; subarachnoid  haemorrhage  in 
1 case  ; tetanus  in  1 ; thrombosis  in  1 ; vomit  entering  air 
passages  in  2 cases  ; vomiting,  veins  in  pia  mater  and  viscera 
gorged ; ? valvular  disease,  heart  pale,  mitral  thickening, 
aortic  atheroma  in  1 case. 

Heart  Failure  and  Respiratory  Cessation. 

Owing  to  the  grouping  of  the  causes  assigned  with  subsidiary 
or  adjuvant  causes  of  death,  the  summary  just  given  is  less  clear 
to  a superficial  inspection  than  would  have  been  the  case  had 
one  leading  cause  been  assigned.  To  elucidate  the  point 
under  consideration — viz.,  the  cause  of  death — a further 
tabulation  is  offered  which  has  been  arrived  at  from  such 
figures  and  statements  as  we  have  had  at  our  disposal,  in 
which  tlie  relative  frequency  of  the  lieart  failure  and  respi- 
ratory cessation  is  compared. 
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Of  the  506  records  of  cases  which  have  come  under  our 
notice  in  tliis  connexion  tlie. pulse  is  stated  by  the  person  who 
reports  the  death  to  have  failed  first  in  143  instances,  while 
in  59  records  tlie  respiration  is  described  as  being  primarily 
stopped ; in  46  it  is  mentioned  that  the  respiration  and 
circulation  (as  judged  by  the  pulse)  ceased  simultaneously  ; 
whilst  in  26  the  pulse  probably,  it  is  asserted,  failed  first 
in  4 the  respiration  probably  failed  first,  and  in  12  they  pro 
bably  failed  simultaneously  ; in  211  cases  no  record  was 
given  as  to  which  failed  first.  The  word  “ probably  ” needs 
some  explanation,  lest  it  should  appear  that  an  unscientific 
nomenclature  had  been  adopted.  In  many  of  the  records  of 
cases  the  reporters  have  expressed  their  opinion,  more  or  less 
strongly,  that  either  the  pulse  or  respiration  ceased  first  or 
simultaneously.  In  those  cases  in  which  no  direct  and 
distinct  affirmation  was  offered  although  evidence  exists 
indicating  the  order  in  which  respiration  and  circulation 
failed,  we  have  used  the  qualifying  word  “pi'obably,” 
indicating  it  both  in  the  tables  juid  in  the  summary  by  the 
inserted  note  of  interrogation,  thus — (?). 

Of  the  cases  collected  by  the  Committee  of  the  Royal 
Medical  and  Chirurgical  Society  (Series  A),  out  of  83  cases 
26  are  given  in  which  tlie  pulse  failed  first,  4 in  which  respi- 
ration failed  first,  11  in  which  respiration  and  circulation 
failed  simultaneously,  9 in  which  the  pulse  probably  failed 
first,  2 in  which  the  respiration  probably  failed  first  and  7 in 
which  they  probably  failed  simultaneously,  while  24  cases 
had  no  record  of  these  points.  These  results  may  be  tabu- 
lated together  with  those  derived  from  the  records  collected 
from  the  press,  those  obtained  from  private  and  hospital 
.sources  in  response  to  The  Lancet  inquiry  form,  together 
with  those  derived  from  the  private  statistics  of  hospitals 
(Series  B and  C). 
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It  thus  appears  that  while  it  is  stated  that  in  183  cases  the 
pulse  failed  before  respiration  and  in  44  more  it  probably  did 
so — i.e.,  in  227  instances — in  73  for  certain  and  probably  in  7 
more,  in  80  instances,  respiration  flagged  first  and  became 
extinct,  while  the  heart  continued  to  beat.  In  58  cases  the 
action  of  the  heart  and  respiration  are  said  to  have  ceased 
simultaneously,  and  this  seemed  to  have  been  the  case  in  19 


other  cases,  Or  77  in  all. 

Cardiac  failure  

...  227  times 

Respiratory  failure  ... 

...  80  ,, 

Simultaneous  failure 

...  77  „ 

In  offering  these  figures  we  do  not  wish  to  be  supposed  to 
attach  too  much  weight  to  them.  They  would  seem  to  show 
that,  from  the  clinical  standpoint,  heart  failure  is  the  com- 
monest form  of  death  from  chloroform.  Whether  the 
evidence  taken  from  such  reports  is  in  all  instances  admis- 
sible or  reliable  cannot  be  here  considered,  but  the  opinion 
of  such  men  as  Syme,  Clover,  and  of  leading  hospital 
surgeons  possessed  of  large  experience,  that  in  some  cases 
death  occurs  through  primary  heart  failure,  cannot  be  ignored. 
It  was  pointed  out  in  a proceeding  section  that  in  some 
instances  cases  of  deaths  under  chloroform  are  recorded  as 
liaving  been  due  to  syncope,  when  from  the  symptoms  and 
phenomena  of  the  narcotism  describerl  there  was  a strong 
presumption  in  favour  of  the  view  that  the  death  was  really 
due  to  asphyxia.  However,  a very  careful  consideration  of 
I all  the  records  which  have  been  brought  under  our  notice 
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would  seem  to  favour  the  conclusion  that  in  the  large 
majority  of  cases  tlie  symptoms  and  phenomena  detailed 
bear  out  the  view  that  death  was  due  to  syncope  in  so  far  as 
the  climcnl  endence  could  decide  one  icat/  or  the  other. 

In  dealing  with  the  causes  of  death  it  will  be  remarked 
that  no  attempt  has  been  made  to  tabulate  information  as  to 
the  quantity  of  chloroform  used  or  its  quality.  These  ques- 
tions could  not  be  dealt  with  by  us,  as  little  or  no  informa- 
tion was  given  us  or  could  be  obtained  by  us  which  could  be 
employad  for  drawing  up  statistics. 

Repeated  Inhalation. 

Whether  the  fact  of  a person  having  once  taken  chloroform 
safely  makes  it  probable  that  he  will  take  it  again  with 
impunity  was  also  considered.  Of  the  cases  examined  11 
males  who  died  under  chloroform  had  taken  it  safely  once 
before  ; 11  females  and  13  males  more  than  once,  1 having 
taken  it  eight  times.  Jt  is  highly  probable  that  many  of  the 
persons  who  died  under  chloroform  had  taken  that  ansesthetic 
before  and  that  no  note  was  taken  of  that  circumstance.  The 
importance  of  this  question  is  evident  when  it  is  remembered 
that  it  is  asserted,  upon  the  one  hand,  that  if  chloroform 
kills  through  any  structural  change  in  the  heart  due  to 
inherent  heart  weakness  the  patient  should  have  succumbed 
on  the  first  administration  ; whilst,  upon  the  other,  certain 
observers  have  believed  that  chloroform,  if  given  repeatedly, 
may  induce  fatty  changes  in  the  tissues  akin  to,  although 
less  marked  than,  the  mineral  poisons. 

Resuscitation  op  Rehsons  apparently  dead 

PROM  CHLOROPORM. 

In  the  subjoined  table  particulars  arc  given  of  the  measures 
adopted  with  a view  to  restore  patients  apparently  dead  from 
the  influence  of  chloroform.  The  main  efforts  were  almost 
uniformly  directed  to  the  restoration  of  circulation  and  the 
re-establishment  of  respiration  ; but  a review  of  the  cases 
reveals  the  fact  that  the  classes  of  cases,  although  presenting 
very  varying  .symptoms,  were  treated  upon  similar,  if  not 
uniform,  lilies.  Where  all  measures  failed  to  resuscitate, 
no  one  method  can  be  accepted  as  having  been  of  more  use 
tlian  another.  We  shall  return  to  this  question  when  dealing 
with  the  treatment  of  the  “ untoward  cases.” 


Methods  op  Resuscitation  employed  in  Fatal  Cases. 
Death  under  Chloroporm. 


Artificial  Respiration  : 


In  Series  A the  Royal 
Report : — 


Medical  and  Chirurgical  Society’s 
Cases. 


No  specific  method  named 
By  compression  of  ribs 
, , , , chest 

Silvester’s  method  ... 


34 

1 

2 

1 


In  Series  B collected  by  The  Lancet  from  printed  and 


publislied  records  : — 

No  specific  method  named  147 

Bain’s  method  ...  ...  ...  ...  ...  1 

Marshall  Hall’s  method  ...  ...  ...  ...  12 

Sayre’s  method  1 

Silveister’s  method ...  28 

Chaussier’s  tube  used  ...  ...  ...  ...  1 

Catheter  passed  tlirough  glottis  and  air  forced 

tlirough  it 1 

Insufflation 1 

Inflation  ...  ...  ...  ...  ...  ...  1 

,,  by  bellows  ...  ...  ...  ...  2 

,,  mouth  to  mouth  ...  ...  ...  ...  2 

Sound  passed  into  larynx 1 


In  Series  C cases  recorded  in  the  liospital  books  : — 
Artificial  respiration  ...  ...  ...  ...  3 


Excitation  op  heart  : 


Electric  battery  

23 

Galvanism  

75 

Cautery  

1 

Faradaic  current 

14 

Stohrer’s  battery  

1 

Method  not  named  ... 

1 

Acupuncture... 

7 

Electro-puncture  

Inversion  : complete 
,,  partial  ... 

Shoulders  raised  on  pillow 

Head  lowered,  feet  raised 

Head  raised  ... 

Venesection  ... 

Stimulation  : 

Cold  to  chest  

Heat : hot  sponges,  hot  iron,  hot  wood  to  epi- 
gastrium, soles  of  feet.  &c. 

Friction  

Slapping  with  wet  towel  ... 

Stimulants  and  counter-irritants  ... 

Hoffman’s  ether  

Ammonia  to  chest  and  prajcordium 
Turpentine  stupes  to  heart 
Mustard  stupes  over  heart... 

Ammonia  to  nostrils  

Ammonia  intravenous  injection  ... 

Brandy  hypodermically 
Atropine  hypodermically  ... 

Ether  and  brandy  hypodermically 
Ammonia  and  brandy  hypodermicnlly 
Ether  hypodermically 
Strychnine  hypodermically 
Nitrite  of  amyl  to  nostrils 
Brandy  by  mouth  ... 

Brandy  by  rectum  ... 

Brandy  with  water  by  rectum 
Whisky  poured  down  throat 
Brandy  and  ammonia  by  rectum  ... 

Brandy  and  hot  water  by  rectum... 

Sherry  

Ice  in  rectum  

“ Stimulant  enema  ” 

Champagne  passed  by  tube  into  stomach 

Drawing  tongue  forwards  ... 

Tracheotomy  

Three  cases  are  quoted  in  the  Royal  Medical  and 
Chirurgical  Society’s  Report  as  having  had 
restorative  measures  employed,  but  these  are 

not  specified  

In  the  other  series  no  record  occurs  of  any 
measures  of  resuscitation  having  been 

adopted  in  

While  in  107  no  particulars  as  to  the  measures 

adopted  are  given  

In  240  no  mention  of  any  attempted  resuscita- 
tion is  made 
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12 
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240 


Nature  op  Operation. 


In  giving  the  following  tabulation  of  operations  wliich 
were  in  progress,  or  had  been  performed  when  the  patient 
died  under  chloroform,  some  comment  may  prove  useful. 
'The  following  operations  are  arranged  in  the  order  in  which 
they  stand  as  giving  most  deaths. 

E.xtraction  of  teeth,  56  deaths  ; reduction  of  dislocations, 
36 ; e.xcision  of  joints,  28  ; o])erations  of  bones,  28  ; ampu- 
tation of  finger.s',  21 ; of  leg,  15  ; for  fistula  in  ano,  20 ; 
operations  on  breast,  12 ; ablation  of  globe  of  eye. 
12;  for  hiEinorrhoids,  8;  parturition,  7.  It  would  thusajqiear 
that,  having  regard  to  the  fact  that,  e.xeluding  the  dental 
operations,  most  of  these  cases  occmred  in  hospital,  and  the 
number  of  deaths  bear  a direct  ratio  to  the  frequency  with 
which  the  operations  are  performed.  With  regard  to  the  56 
cases  of  tooth  extraction,  it  must  be  remembered  tliat  the  little 
operation  is  of  very  great  frequency  ; but,  on  tlie  other  h.ind, 
it  is  far  from  certain  that  chloroform  is  so  very  often  given 
in  such  cases.  'The  number  recorded  in  our  returns  is  a])])all- 
ingly  high  and  needs  careful  attention.  All  ob.servers  have 
noticed  that  “shock  ” is  pre.sent  in  tooth  extraction  to  a degree 
which  is  out  of  jiroportion  to  the  intrinsic  gravity  of  the 
operation.  It  is  commonly  the  case  that  tlie  amv.sthe.sia  is 
incomplete  or  too  transitory  wlien  brief  operations  are  in  pio- 
o-ress,  especially  in  those  about  the  mouth,  when  it  is  a little 
more  difficult  to  maintain  complete  anavsthesia  during  the  sur- 
gical jiroeedure.  A further  consideration  is  this.  In  thereeord.s 
The  deaths  which  occurreil  as  a direct  result  of  ••  shock  ” are 
not  mentioned.  The  16  cases  of  ••shock  ” given  above  were 
in  all  cases  associated  with  symiitoms  which  showed  that  the 
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chlorofortii  pliiyed  some  iJiirt  in  bringing  about  the  fatal 
issue.  In  tlie  case  of  tooth  extraction,  however,  the  sliock 
is  present,  ;ui(l  yet  tlie  c.ises  :ire  recorded,  as  though  due 
solely  tt)  chloroform.  It  seems  highly  probable  tluit  ;it 
least  nuiny  of  these  cases  the  death  ])robably  arose  its  a 
result  of  tile  shock  of  the  openition  associated  iis  it  was  with 
the  action  of  the  chloroform  on  the  lowered  vitality  of  the 
patient.  It  is  noteworthy  also  thiit  de:ith  occurred  in 
11  cases  of  removal  of  the  tongue,  oases  in  whicli  iiccnliar 
dangers  and  difficulties  are  liable  to  occur.  Among  the 
•'  untoward  cases,”  or  those  in  which  grave  danger  followed 
the  administration  of  the  tuimsthetic,  but  <i  fatal  event  was 
prevented  by  resuscitation,  three  dental  teases  figure  and  one 
tongue  case.  The  posture  in  most  of  the  dental  cases  was 
“.sitting  up.”  The  mode  of  death  is  in  23  cases  stated  to  be 
due  to  syncope,  and  clear  evidence  in  these  cases  (Series  A. 
2.  13,  16,'  24.  28.  54,  60,  77.  82  ; Series  B.  46,  50.  66,  81.  170, 
171.  229,  239,  276,  283,  438,  455,  459.  587)  points  to  the  fact 
that  circulatory  failure  occurred  without  any  initial  inter- 
ference with  respination.  In  Cases  2 and  13  tlie  fatal  result 
was  attributed  by  Snow  to  “ overdo.se."  On  the  other  hand, 
incomplete  amesthesia  is  recorded  in  case  8 (Series  A)  and 
in  case  46  (Series  B),  and  imperfect  anaesthesia,  was  clearly 
the  cause  of  death  in  cases  50.  66,  170,  171,  339.  349,  and 
probably  in  case  410.  These  cases  must  also  be  added  to 
those  cited  above  as  having  been  instances  of  .syncope. 
What  the  true  mechanism  is  of  these  deaths  is  still  un- 
certain. It  has  been  believed,  and  with  considerable  show 
of  probability,  that  when  a patient  is  partly  under  the 
inlluence  of  an  anaesthetic  the  nervous  elements  of  the  cord 
and  brain  are  so  affected  that  the  check  mechanism  usually 
imposed  upon  the  reflex  inliibitory  mechanism  are  in 
abeyance,  or  partially  so.  This  being  so,  a skin  or  visceral 
stimulus  would  during  semi-anaisthesia  lead  to  iidiibition  of 
the  medullary  centres  presiding  over  the  vital  processes  and 
death  result.  In  eases  110.  112.  161,  and  162  the  recorders 
were  of  ojflnion  that  tlie  death  was  directly  due  to  such  a con- 
veyance of  shock  to  the  nervous  centres  ; while  in  case  517, 
in  which  death  occurred  before  the  operation  was  com- 
menced, fear  seems  to  have  brought  about  a similar  fatal 
result  through  the  central  nervous  system.  In  this  place  it 
is  important  to  point  out  tliat  in  the  above  statistics  when 
it  is  said  that  death  resulted  from  respiratory  paralysis, 
nr  cardio-va.scular  paralysis,  what  is  really  meant  is  that 
death  resulted  from  either  drug  or  reflex  action  upon  those 
liarts  of  the  central  nervous  system  which  regulate  the 
mechanisms  of  respiration  and  circulation.  Another  cause 
of  death,  and  one  which  ought  not  to  have  occurred,  is 
mentioned  in  connexion  with  cases  2,  8,  and  273.  In  the 
first  two  the  chloroform  was  given  from  an  ether  inhaler, 
and  consequently  too  much  was  inhaled,  while  in  the  latter  the 
patient,  a healthy  lad,  was  sat  vqiright  in  a chair  and  given 
chloroform  immediately  after  a hearty  meal.  In  this  case 
further  it  appears  that  no  remedial  measures  were  adopted 
for  some  fifteen  minutes  .after  alarming  symptoms  manifested 
themselves. 

It  is  woi'thy  of  notice  that  if  we  e.xclude  removal  of  the 
eyeball  none  of  the  operations  which  are  supposed  to  be  of 
peculiar  danger  from  the  point  of  view  of  shock  are  men- 
tioned as  having  caused  deaths  in  any  considerable  number 
of  cases.  Thus  only  7 cases  of  death  during  hernia  operations 
are  recorded,  1 of  goitre,  1 of  amputation  through  the  hip, 
and  6 of  amputation  through  the  thigh,  6 of  castration,  one 
of  removal  of  the  lower  jaw,  3 of  paracentesis  thoracis,  and 
2 of  post-nasal  adenoid  growths.  Operations  about  the  penis 
and  genitals  or  rectum,  although  often  involving  shock, 
appe.ir  seldom  to  have  been  associated  with  deaths  under 
chloroform.  These  facts  make  it  possible  to  push  the 
theory  of  shock  too  far,  for  it  has  also  to  be  borne  in  mind 
that  in  a large  number  of  experiments  made  upon  the  lower 
animals  the  Hyderabad  Commission  [see  p.  11]  found  it  very 
difficult  to  produce  shock  in  these  creatures  even  when  the 
ansesthesi.a  was  most  incomplete.  It  is,  however,  a fact 
recognised  by  mo.st  observers  familiar  with  such  experiments 
that  animals  vary  very  much  both  in  their  liiibility  to  surgical 
shock  and  also  in  the  way  in  which  they  gave  evidence  of  such 
.shock.  The  more  highly  organised  the  animal,  the  greater, 
as  ,a  rule,  its  susceptibility  to  shock. 

The  large  number  of  deaths  occurring  under  chloroform 
when  dislocations  were  being  dealt  with  may  be  accounted 
jiartly  by  the  frequency  of  the  accident,  partly  by  the  fact 
that  the  chloroformist  not  infrequently  pushes  the  chloro- 
form to  a dangerous  extent— to  Snow’s  fourth  stage— in 
order  to  relax  the  re.straining  muscles,  and  jiartly  because 
tiiere  is  a tendency  to  give  chloroform  with  less  precision 


and  care  when  a "casualty”  is  being  seen  to  than  when 
a formal  and  dangerous  operation  is  in  progress.  The 
chloroformist  not  infrequently  "lends  a hand"  with  dis- 
locations and  forsakes  the  golden  rule  of  giving  uiulivided 
attention  to  the  chloroforming  of  his  jiatient.  Series  A 
t'.ase  42  the  operation  was  commenced  and  the  patient  clearly 
died  from  overdose.  In  74  the  same  cause  of  death  appears 
to  have  been  present. 

A veiw  remarkable  note  appears  in  some  of  those  cases 
which  is  so  uniform  as  to  enforce  attention,  since  the  cases 
occurred  in  very  different  places  at  various  times.  It  is  to 
the  effect  that  at  the  moment  of  the  reduction  of  the  disloca- 
tion the  pulse  stopped,  a fatal  syncope  having  occurred.  This 
is  stated  in  the  following  cases  ; Series  A.  Case  85  ; Series  B. 
Cases  108,  109.  166,  268.  468,  545.  and  probably  occurred  in 
343.  In  all  these  oases  sudden  death  occurred  with  the 
symptoms  of  cardiac  inhibition,  it  would  ajipear  as  if  all  were 
instances  of  a reflex  inhibition  during  an  amesthesia  not  jiro- 
found  enough  to  prevent  such  conveyance  of  peripheral  stinudi. 
Case  268  appears  to  countenance  this  view.  At  the  moment  of 
reduction  of  the  dislocation  the  patient  is  described  as  having  a 
"slight  shudder”  and  "general  tremor,"  followed  by  de,ath. 

In  tlu;  following  cases  an  overdose  seems  to  have  liccn 
given  probably,  as  exjilained  above,  to  promote  muscular  relaxa- 
tion : iSeries  A.  Cases  42,  160  ; Series  B,  232.  and  254.  In  the 
first  two  cases  the  overdose  ajipears  to  have  been  due  to  the 
fact  that  the  patient  in  struggling  took  in  more  chloroform 
than  wasintended.  It  must  be  borne  in  mind  that  the  full  effect 
of  the  chloroform  is  not  evident  until  sometime  (measured  by 
seconds  or  even  minutes)  after  the  dangerous  .symptoms 
appear.  In  other  words,  the  chloroform  in  the  lungs  becomes 
absoi'bed  into  the  blood  even  after  respiration  and  circulation 
are  hampered,  and  it  often  happens,  as  in  Series  A.  Case  67. 
and  Series  B,  Ca.se  134,  that  after  the  operation  is  completed 
the  patient  who  till  that  moment  was  to  superficial  observa- 
tion all  right,  becomes  suddenly  comatose  and  dies  from  over- 
dosage. Cases  285.  360.  369.  370.  375.  and  589  also  appear 
to  have  been  overdosing.  It  is  also  noticeable  that  in  by 
far  the  greater  number  of  these  cases  the  death  is  jmt  down 
to  heart  failure.  In  one  (Case  160)  the  coroner’s  jury  went 
so  far  as  to  say  that  the  chloroform  ajijieared  to  have  been 
given  reckles.sly  and  without  due  care.  review  of  these 
36  cases  is  of  great  interest  and  apjicars  to  show  that  there 
is  .some  e.siiecial  danger  or  dangers  connected  with  chloro- 
form given  for  the  purpo.ses  of  reducing  the  dislocation.  In 
the  list  of  ether  deaths  one  only  occurreil  during  the  reduc- 
tion of  dislocation,  and  that  in  a subject  who  was  only  semi- 
narcotised  and  suffered  from  bronchitis  and  emphysema.  In 
Ca.se  340  death  occurred  before  the  operation  was  commenced. 

Of  the  12  cases  of  abscission  of  the  eyeball  very  little  need  be 
•said.  In  Series  A,  Case  52,  the  patient  died  in  the  .stage  of  ex- 
citement, and  before  the  operation  was  commenced.  In  Series 
B,  Cases  264,  271.  and  331,  the  patients  died  from  syncope, 
but  as  no  mention  is  made  of  the  stage  of  the  operation,  or, 
indeed,  whether  it  had  been  commenced,  no  conclusions  can 
be  drawn.  In  the  other  cases  it  is  ipiite  impossible  to  trace 
any  causal  relation  between  the  operation  and  the  fatal  issue. 
Much  the  .same  applies  to  the  deaths  during  operations  ujion 
the  breast.  Little  if  any  direct  influence  of  the  oiieration 
can  be  traced.  In  Series  A,  Case  43  seems  to  have  been  due 
to  some  mismanagement,  'i’he  patient  was  forty  minutes 
inhaling  chloroform  without  any  anajsthesia  being  obtained, 
and  then  suddenly  became  comatose  and  the  heart  failed. 
Case  46  is  ]mt  down  as  sudden  heart  failure,  and  in  Series  B. 
Cases  218,  326,  and  346  are  ordinary  cases,  while  Case  351 
shows  clearly  that  an  overdose  was  given,  and  no  sjiecial  ojiera- 
tion  influence  occurred  in  any  of  them. 

More  interest,  however,  in  this  connexion  attaches  to  the 
20  cases  of  death  occurring  when  operation  for  the  relief  of 
fistula  in  ano  was  in  progre.ss.  In  Series  A in  case  30  the 
operation  was  not  begun,  and  in  case  80  syncope  followed 
within  eight  minutes  of  administration.  Series  B,  ('uses  25 
and  35  were  instances  in  which  death  followed  upon  \iolent 
struggling,  causing  intake  of  an  overdose.  Cases  43,  154 
317,  and  422  were  also  instances  of  overdo.se,  while  case 
154  is  a further  example  of  the  deepening  of  amesthesia 
occurring  from  absorption  of  chloroform  in  the  lungs  even 
after  the  inhaler  is  removed,  to  which  we  have  referred 
above.  Case  227  is  an  instance  of  shock- dilatation  of 
anus  — brought  about  by  incomplete  anmsthesia.  This 
a]iplies  also  to  cases  311  and  583  (a  ca.se  of  operation  for 
luemorrhoids).  In  Case  298  we  are  told  that  general 
muscular  spasm  was  jire.sent  leading  to  resjiiratory  failure. 
It  must,  therefore,  appear  that  there  is  an  especial  danger 
in  rectal  operations  arising  from  inc(mi])lete  amesthesia. 
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OPERATIONS. 


A tabulated  list  of  operations  is  now  appended  for  the  convenience  of  reference. 


Nature  of  Operation.  No. 

ibdom  en— 

Abscess  of  3 

Puncture  of  liver  . . . . 2 

Section  of  i 

Hernia,  radical  cure  for  ,,  2 

Herniotomy 3 

Taxis  ^or  recent  . . . . 1 

Strangulated 1 

Unclassed  2 

Ovariotomy  5 

Total 20 

Abscess,  opening  of  . . . . 9 

Alveolar ^ 

Aspiration  of 1 

In  neck 1 


Nature  of  OprR.aTiON.  No 
Dislocations— 

Shoulder 2 

Elbow ..20 

Thumb  ..  ..  „ ..I 

Total 29 

Excisions — 

Shoulder 1 

Elbow  4 

Finger  (?  joint) 1 

Total 6 

Forced  movements — 

Aim  1 

Fingers 1 


Total 


12 


Fractures— 
At  elbow  . 


1 


Amputations.  See  Extremities, 
operations  on. 

Aneurysm  of  aorta  . . .1 

Ankle,  operation  on.  See  Ex- 
tremities 

Arm,  operations.  See  Ex 
tremities. 


Artery,  ligature  of  . . . . 5 

Bone,  operations  on.  See  also 
Excision  of  joints  . . . . 28 

Breast,  operations  on  , , . . 12 

Abscess  of  2 

Removal  of  2 

„ for  tumour  . . . . 4 

Tumours  of  4 

Total  ..  „ ..24 

Bronchocele,  for 1 

Operations  on  bursie  ..  ..  1 

Cautery,  use  of 2 

Cheek,  epithelioma  of  . . 1 

„ sarcoma  of  ace  . . . . 1 

Dislocations  for  reduction  of  . 36 
Erysipelas,  Incisions  for  ..3 
Examination  under  chloroform  1 

Excision  of  joints 9 

Extraction  of  thorn  . . . . 1 

Total 56 


Injury- 

Elbow,  for  abscess,  about  . . 1 

Arm,  operations  on  . . 1 

„ ,,  slump  of  ..  1 

Hand  4 

„ thorn  in 2 

Contracted  Angers  . . . . 2 

Thumb 1 

Stiffness  at  wrist  . . . . 1 

Total  operations  on  upper  ex- 
tremity   85 


Lower  Extremities. 
Amputation- 

Hip  

Thigh  

Through  knee  . . 

Leg  

Foot  

Toes  


1 

6 

2 

15 

4 

8 


Total 


Dislocation — 
Hip 

* Thigh  (?  Hip) 

♦ Leg 

(«  Sic) 
Total 


36 


3 

1 

1 

5 


Eye — 

Operations  on  (not  speciAed)  6 


Ablation  of  globe  . . . . 12 

„ cyst  ..  ..3 

For  cataract 2 

„ entropion  . . . . 1 

„ glaucoma  . . . . 2 

„ iridectomy  . . 6 

„ ophthalmia  . . . . 1 

„ strabismus  . . . . 8 

Total 40 


Excisions— 

Hip  1 

Knee  1 

Ankle  1 

Total 3 

Forced  movements— 

Knee  . . ...  . . 5 

Deg  1 

Total 6 


Upper  Extremities. 
Amputation- 


Shoulder  0 

Arm  3 

Forearm 1 

Hand  4 

Thumb 5 

Fingers 21 


Total 34 


Fractures  at — 

Hip  1 

Thigh  3 

Patella 1 

Deg  7 

Ankle  2 

Total 14 

Hip,  exploration  of  . . . , 1 

Leg  “ splinting  " 1 


Nature  of  Operation.  No 

Foot  operations  on  . . . . 2 

Ankle  1 

Ankle  “ splinting  ' ..  ..  1 

Foot,  operation  on  . . . . 1 

Avulsion  of  toe  nail  ..  ..13 


Total  operations  on  lower  ex 
tremity  . . . . 84 

Fi.stula,  for.  See  Rectum  and 
Generative  Organs. 

Fractures  for  reduction  of  un- 
classed   20 


Generative  organs — 

Abscess  of  bladder  ..  ..  1 

Castration  6 

Catheterisa*  ion  . . . . 8 

Circumcision 4 

For  extravasation  of  111  ne  ..  1 

For  hydrocele 1 

l.ithotrity  2 

For  paraphimosis  . . 3 

Penis,  operation  on  . . 1 

Penis,  amputation  of  . . . , 1 

Penis,  cauterising  ..  ..1 

Perineal  Astula  . . . . 2 

Perineal  urethrotomy. . ..  3 

For  phimosis 4 

Prepuce,  removal  of  . . . . 1 

Sounding 2 

Testicle,  operation  on  . . 1 

Urethra,  operation  on. . ..  3 

Urethra,  for  tumour  of  . . 1 

Urethra,  stricture  of  . . ..  3 

Urethrotomy 2 

Vesicovaginal  Astula..  ..  1 

Total 52 


Hand,  injury  to.  See  Ex- 
tremities. 

Harelip,  operation  for.  See 
Jaws  and  Mouth. 

Hernia.  See  Abdomen. 

Jaws  and  operation  about 


irouth— 

Cleft  palate  1 

Epulis  3 

Epithelioma  of  lip  . . . . 1 

Tumour  of  lip 1 

Enchondroma  of  lip  ..  ..  1 

Fracture  of  2 

Harelip 4 

Tumours  of  2 

Lower  jaw,  removal  of  . . 1 

Teeth,  extraction  of  . . . . 56 

Lupoid  growth  on  lip  . . . . 1 

Tumour  of  lip 1 

Tongue,  removal  of  . . . . 1 1 

„ and  part  of  jaw  . . 1 

„ „ „ Aoor  of 

mouth  .' 1 

Total 87 

Joints.  See  Extremities. 
Examination  of  . . . . 2 

Forcible  movement  of . . . . 9 

Malformation,  remedy  of  . . 1 


Mania,  to  quiet  in  . . . . 2 

Delirium  tremens,  to  quiet  In  4 


Nature  of  Opera nox.  No. 

Neuralgia,  for  relief  of  ..  ..4 

Operation  (nature  not  stated)  . . 4 

,,  not  commenced  . . 40 

II  II  (probably)  ..  3 


Ovariotomy.  See  Abdomen. 

Naso  pharynx,  opeialions  about — 
Adenoid  growths,  re- 
moval of  tumour  in 
nasal  region  . . 


Parturition  „ . . 7 

Puerperal  convulsions  . 1 

Plastic  operations  (not 
classed)  . . . . 7 

Pyremia  . , 1 

Rectum- 

Abscess  of  ..  ..  ..  1 

Anus  ..  ...  ..  ..  1 

„ injury  to 1 

,,  Assure  of  ..  ..  1 

Fistula  in  ano  . . . . ..  2 ' 

For  hmnrmrrhoids  . . . . 8 

For  impacted  faeces  ..  . . 3 

Total 35 

Sores,  escharotics  to — 

Nitric  acid  to 2 

Ulcers,  nitric  acid  to  . . . . 2 

4 

Thoracentesis— 

For  pleuritic  effusion  . , ..  2 

Pyothorax  1 

Thorax- 

Caries  of  rib  1 

Total  of  operations  on 
thorax  4 

Tracheotomy  S 

Tumours- 

Unclassed  9 

Aspiration  l 

Axilla  ..  1 

Breast 4 

(?)  Cancer 4 

I?)  Cyst  . . 1 

Glands i 

Of  lip  1 

Lipoma 2 

Nasal  region  ..  ..  ..  l 

Neck  ..4 

Sternomastoid  ..  .,  1 

Throat  . . . . ..  „ 2 

Urethra i 

Total 33 

Uterus — 

Fissure  of  cervix  , . . , i 

Prolapse i 

Tumour  of  i 

Polypi,  removal  of  ..  ..  i 

Total *4 

Wounds — 

Dressing ..1 

Sphacelated  2 

Total 3 


Results  op  Necropsies. 

A careful  consideration  of  the  large  number  of  records  placed  before  ns  of  post -mortem  examination  of  persons 
dying  under  chloroform  showed  that  it  would  be  possible  to  group  .all  the  s.alient  points  of  such  reports  under  a few 
headings.  For  this  purpose  the  following  were  found  the  most  suitable  (1)  Heart  and  arteries  and  circulatory  system 
in  general;  (2)  the  lungs  and  air  passages;  (3)  the  brain  and  central  nervous  system;  (4)  the  kidneys  and  (5)  the 
blood. 
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KESUI.Tri  OF  I’OST-MORTEM  EXAMINATIONS. 


Ilea  t,  arteries  &c. 

Lungs  and  air.pas.°ages.  | 

Biaiii. 

1 

Kidneys.  j 

lllood. 

“ Cardiac  disease.” 

1 

Congestion  of  lungs.  i 

— 

— 

— 

Heart  fatty. 

Lungs  congested ; apoplectic 

— 

— 

— 

clot  1 ; (edematous.  j 

Heart  larpe  dabby,  soft ; ventricular  wall 

Lungs  engorged. 

— 

1 

Fluid. 

Urn  ; right  sided  ilistensioii. 

— 

Laryi  geal  Ibsues  infiltrated. 

— 

— 

— 

— 

Lungs  tubercular,  t ngorged. 

— 

— 

— 

Right  cavity  full  of  blood  fluid. 

— 

— 

Lett,  pvelo. 
nephiitis. 

— 

Fatty,  wall  thin,  degenerated. 

— 

— 

— 

Fluid. 

Enlarged,  fatty. 

— 

Congested. 

Congested. 

Fluid. 

Flabby,  fatly. 

Lungs  collapsed,  congested. 

* 

— 

— 

Extensively  diseased. 

Lungs  extensively  diseased. 

— 

— 

— 

Fatty  degene  ation. 

— 

— 

— 

— 

Fatty. 

— 

— 

— 

— 

Fatty. 

Lungs  “ unhealthy.” 

— 

— 

— 

Fatty,  flabby. 

— 

— 

— 

— 

Fatty. 

— 

— 

— 

— 

Fatty,  flabby,  deformed  ; left  ventricde 
hypertroph'ed. 

Lungs  small,  gorged  with  blood. 



— 

— 

displaced  upward  by  piessure 

and  large  liver. 

Fatty  degeneration. 

— 

— 

' 

— 

— 

Lungs  congested. 

— 

— 

— 

Slight  hypertrophy  of  left  ventiicle. 

— 

— 

— 

— 

Fatty. 

— 

— 

— 

— 

Right  distended  with  blood. 

Lungs  congested. 

— 

— 

— 

Fatty 



Effusion  between  dura 

Congested, 

— 

and  pia  mater  and 
between  the  latter  and 

degenerated. 

arachnoid. 

Fatty. 

Lungs  hypo'laticUly  congested. 

— 

Fatty. 

— 

Fat^  degeneration. 

Lui  gs  congested. 

Effusion  of  blood  on  dura 

Congest  ed. 

— 

— 



Pia  mater  congested. 

— 

Fluid. 

Fatty,  degenerated  (fatty  degeneration). 

— 

Tubercle  at  base  of  b'ain 

— 

— 

Right  ventricle  soft,  flaccid  ; left 

Lungs  congested. 



— 

— 

contracted. 



“ Very  diseased." 

— 

“Diseased.” 

— 



— 

— 

Venous  congestion. 

— 

— 

Enlarged  (slight). 
Enlarged,  thin  walls. 

Du  a adherent,  pia  inater 
and  aiachnoid  opaque. 

— 

— 

— 

■ 



Fatty. 

— 



“ Diseased.” 

— 

Enlarged,  flabby. 

Lungs  . mphysematous. 

Very  fatty. 

— 

Fatty  degeneration;  valvular  diseasi. 

Lungs  congested. 

Cungeyied. 

Enlarged,  hypertrophied,  granular 

Lut.gs  full  of  frothy  fluid. 

degeneration. 

Right  side  ( normously  distended  ; fatty 



Fluid. 

degeneration. 

— 

Valvular  di.sease  ; loaded  with  fat ; als.i 
degeneration. 

— 

— 

Albuminoid. 

— 

Fatty  ; valves  db  eased. 

Lungs  congested. 

Fatty  degeneration. 

— 

Flabby,  fatty. 

— 



Fatty  degeneration. 

Lungs,  patches  of  collapse. 



— 

Lungs  adherent,  emphysema. 

lobular  C(dlapse. 

■ 

Fatty. 

— 



Slightly  flaccid,  fatty. 

— 

Fatty. 

Thin  and 

Dilated. 

frothy. 

— 

Softened. 

Fatty. 



Right  yentriole  cimtaining  a notable 



quantity  of  air. 

— 

Fatty,  dilated. 

Engorged  lungs. 





Valvular  disease  of  mitral  and  aortic. 

— 



Hypertrophied  and  fatty. 

— 



Hypertrophied  and  fatty. 

Lungs  emphysematous. 





Degeneration 

— 

— 

— 

— 

H 
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Rksui.ts  of  Post-moktfm  Examinations  co/iiiniied. 


Heart,  arteries  &c 

Lungs  and  air-passage  i. 

Brain. 

Kidneys. 

Blood. 

“ Diseased.” 

Diseased. 

— 





“ Diseased.” 

“ Diseased.” 

— 

i 

— 

Fatty,  dilated ; coronary  artery 

Lungs  adherent,  emphysematous. 

— 

— 

— 

atheromatous. 

Engorged  with  blood. 

Lungs  tubercular. 

— 

— 

— 

Arteries  atheromatous. 

Lungs  congested. 

— 

— 

— 

Enlarged,  flabby. 

Lungs  infarctf  d. 

— 

— 

— 

Fatty. 

Lungs  congested. 

— 

— 

— 

Right  heart  distended  wi'h  blood  ; heart 

* 





- 

poorly  nourished. 

I.oaded  with  fat ; walls  thin ; aorta  dilated ; 

* 

— 





arteries  atheromatous. 

Very  flabby  and  fatty  (fatty  degeneration). 

— 

— 

— 

Black. 

— 

— 

— 

— 

Black  and 
fluid. 

“Diseased.” 

Lungs  “ diseased.” 

— 

— 

’ 

Lax  and  collapsed. 

Lungs,  adhesions. 

— 

— 

— 

Fatty ; aorta  atheromatous. 

— 

— 

Granular  disease. 

— 

Enlarged. 

— 

— 

— 

— 

“’other  disease.” 

— 

— 

— 

— 

“ Certain  disease  ” (?) 

— 

— 

— 

— 

— 

Lung:  pleuritic  adhesions  ; absces“ 
in  right  lung  ; partial  consolida- 
tion of  bases. 

Flabby. 

— 

— 

— 

— 

Fatty,  degenerated. 

Lungs  congested. 

Congested. 

Granular. 

— 

Fatty  degeneration 

— 

— 

— 

— 

Dilated  and  hypertrophied. 

Lungs  congested. 

Congested. 

— 

— 

Fatty  degeneration. 

Bronchocele  Involving  left  lobe 
of  thyroid. 

— 

— 

— 

Aneurysm  of  aorta. 

Larynx  flattened  and  dilated  ; 
wounded. 

— 



— 

Fatty  degeneration. 

— 

— 

— 

— 

— 

— 

Effusion  of  blood. 

— 

— 

Heart  dilated ; fatty. 

Lungs  congested. 

— 

— 

— 

Fatty  degeneration. 

— 

— 

— 

— 

Hypertrophied. 

— 

— 

— 

— 

Fatty  degeneration. 

— 

— 

— 

— 

Commencing  fatty  change. 

Lungs  emphysematous. 

Congested. 

Congested. 



Fatty. 

— 

— 

— 

— 

Fatty  degeneration. 

Lungs  congested. 

— 

— 

— 

— 

“ Lungs  never  properly  inflated.” 

— 

— 

— 

Bubitle’  of  air  said  to  bave  been  found 
in  vessels  of  heart. 

Bubbles  of  air  said  to  have  been 
found  in  vessels  of  lungs. 

Bubldes  of  air  saul  to 
have  been  found  in  the 
vessels  of  brain 

Extensive  adhesions  of  pericardium. 

• 

— 

— 

— 

— 

Lungs  congested  ; hepatised. 

— 

— 

— 

— 

j 

“ Brain  softer  than 
natural." 

— 

‘ 

Enlarged,  fatty. 

Lungs  emphysematous. 

— 

— 

— 

Hypertrophied. 

Extreme  emphysema. 

— 

Congested. 

— 

Fatty  degeneration. 

— 

— 

— 

— 

Fatty. 

Lungs  ur'dematous. 

— 

Granular. 

— 



— 

Arachnoid  very  opaque ; 
large  effusion  of  blood. 

— 

Flabby. 

— 

— 

— 

— 

“ Heart  diseavo.” 

— 

— 

— 

— 

Flabby. 

— 

— 

— 

— 

Fatty  change. 

Fibroid  lungs. 

— 

— 

— 

Fatty  degeneration. 

— 

— 

— 

— 

Tumour  of  thyroid  pressing  on 
trachea. 

— 

■ • 

— 

“ Pseudo  membranous  pleurisy.” 

— 

— 

« 

— 

l,ungs  congested. 

— 

— 

— 

Fatty  ilegeneration. 

— 

— 

— 



“ Exceedingly  fatty.” 

— 

— 

— 

Large,  flabby  ; atheroma  of  coronary 

— 



— 

■ 

arteries. 

Fatty  deg'iieration. 

— 

— 

— 

— 

Fatty  degoneration. 

— 

— 

The  Lancet  Clinical  Report 


99 


ItUSULTd  OK  PoaT-JIOIlTKM  EXAMINATIONS (/. 


Heart,  arteries  &c. 

Lungs  and  air-passages. 

Biuin. 

K'dn»  y**. 

Klijoii. 

— 

Laryna  injured  ; blood  in  trachea. 

— 

— 

— 

“ Cardiac  disease." 

— 

— 

— 



“ Had  disease  of  heart.” 

— 

• 

“ Had  disease  of 
kidneys.” 

— 

“ Heart  disease.” 

“Old  disease  of  ribs  and  pleura.” 

— 

Fatty  degeneration. 

— 

— 

— 

Overlaid  with  fat. 

— 

— 

— 

— 

Fatty  embolism. 

— 

— 

— 

- — 

— 

Food  in  trachea. 

— 

— 



Malformed. 



— 

— 

— 

Ddated. 

— 

— 

Granular. 

— 

Fatty  infiltration ; coronary  arteries 

Lungs  congested,  cedematous. 







atheromatous. 

Enlarged. 

— 

— 

— 

— 

Aneurysm  of  innominate. 

— 

— 

— 

— 

— 

Tubercular  lungs. 

— 

— 

— 

— 

Chronic  pneumonia. 

— 

Gumma  in 
kidneys. 

— 

Fatty  degeneration. 

— 

— 

— 

— 

Fatty  degeneration. 

— 

— 

— 

— 

Fatty  degeneration. 



— 

— 

— 

Fatty  heart. 

— 

— 

— 

— 

Fatty  heart ; aorta  sacculated. 

Emphysematous  lungs. 

— 

— 

— 

••  CEdema  of  pericardium”;  slight  mitral 

— 





— 

disease. 

Flabby,  tbin. 

— 

— 

— 

— 

— 

Lungs  emphysematous. 

— 

— 

— 

— 

Malignant  growth  in  back  of 
pharynx  impeding  respiration. 

— 

— 

Fatty  degeneration. 

— 

— 

— 

Fatty  degeneration. 

— 

— 

— 

— 

Right  hearc  dilated. 

— 

— 

— 

— 

Very  fiabby. 

— 

— 

— 

— 

— 

Adherent  pleura. 

— 

— 

— 

Malformed. 

— 

— 

“ Extensive  kidney 
disease." 

— 

Fatty  degeneration. 

— 

— 

Fatty  degenera- 
tion. 

— 

Fatty  degeneration. 

— 

— 

— 

— 

Fatty. 

— 

— 

— 

— 

Fatty  degeneration. 

— 

— 

— 

— 

— 

“ Disease  of  lungs.” 

— 

— 

— 

Thin. 

Lungs  tubercular. 

— 

— 

— 

Fatty  degeneration. 

— 

— 

— 

— 

— 

— 

— 

— 

Leukaemia 

— 

Adherent  pleura. 

— 

— 

— 

Advanced  fatty  infiltration. 

Right  empyema  ; lower  part  of 
lungs  gangrenous. 

— 

— 

— 

Overlaid  with  fat. 

Lungs  emphysematous. 

— 

— 

— 

Dilated,  thin  walls. 

— 

— 

— 

— 

Flabby,  fatty. 

— 

— 

Granular. 

— 

Fatty  ; left  ventricle  dilated. 

— 

— 

— 

— 

— 

Lungs,  double  pleurisy. 

— 

— 

— 

Mitral  and  aortic  incompetency. 

- — • 

— 

Cystic. 

— 

Fatty. 

Lungs  congested,  cedematous, 
bronchitic. 

— 

Fatty. 

— 

Thin  walls,  fatty. 

— 

— 

— 

— 

lOO 
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The  actual  cases  of  death  under  chloroform  are  given  below, 
and  the  stati.stics  already  given,  and  those  which  follow  are 
taken  entirely  from  these  records.  The  cases  are  tho.se  in 
which  death  has  occurred  when  chloroform  was  being  adminis- 
tered and  when  the  death  was  apparently  due  to  the  direct 
influence  of  the  drug  and  was  so  regarded  by  those  who  re- 
ported the  occurrence.  It  has  been  thought  advisable  to 
divide  these  cases  into  three  Series.  In  the  fir.st  series 
(Series  A)  the  deaths  include  those  which  occurred  between 
the  years  1848  and  1860.  This  series  corresponds*  with  the 
record  of  fatalities  reported  by  the  Special  Committee  of  the 
Royal  Medical  Chirurgical  Society,  published  in  vol.  xxix. 
of  the  Second  Series  of  their  Transactions  in  1864  (p.  323 
et  seq.).  It  was,  however,  found  necessary,  in  order  to 
render  this  series  more  complete,  to  examine  the  journals 
and  other  published  records  of  cases  and  to  collate  the  facts 
so  obtained  with  those  furnished  by  the  Royal  Medical  and 
Chirurgical  Society’s  Transactions.  Special  assistance  was 
obtained  by  the  examination  of  Dr.  Snow’s  volume,  which, 
besides  giving  very  full  records  of  cases,  furnished 
incisive  criticisms  and  comments  which  suggested  a further 
search  for  information.  In  this  first  series  of  cases,  which  we 
have  described  as  based  upon  the  list  drawn  up  by  the  com- 
mittee of  the  Royal  Medical  and  Chirurgical  Society,  many 
fresh  cases  appear,  so  that  our  list  must  not  be  taken  as  a 
mere  excerptum  of  the  Transactions  of  that  Society.  In  the 
cases  which  appear  in  the  Transactions  many  salient  facts 
were  not  given  in  the  very  condensed  accounts  which  the 
Society  published,  and  these  we  have  been  able  in  some  in- 
stances to  supplement  from  journals  or  other  published  records, 
thus  presenting  the  cases  in  a more  complete  form.  The 
second  (Series  B)  comprises  the  record  of  cases  obtained  from 
published  accounts  of  fatalities  which  occurred  between  1860 
and  1891.  The  sources  of  information  for  these  were  the 
current  medical  literature  and  records  afforded  us  in  the  shape 
of  answers  sent  in  to  us  in  reply  to  our  circular  by  medical 
practitioners  both  in  the  United  Kingdom  and  abroad.  The 
utmost  attention  has  been  paid  to  tabulating  the  records,  and 
in  most  instances  several  accounts  of  each  fatality  have  been 
consulted  and  the  essential  particulars  taken  from  them  so  as 
to  form  as  full  and  connected  a narrative  as  possible.  The 
amount  of  information  to  be  obtained  varies  very  considerably, 
it  being  full  to  redundancy  in  some  instances,  but  most 
meagre  in  others.  It  has,  however,  been  thought  advisable 
to  maintain  the  sequence  by  inserting  the  cases  even  when 
only  the  mere  fact  of  the  death  has  been  notified.  In  the 
instances  in  which  the  deaths  were  reported  to  us  by  prac- 
titioners we  have  regarded  the  communication  as  a private 
one,  in  accordance  with  the  terms  of  our  forms,  and  have 
omitted  from  our  publislied  report  the  name  of  the 
patient  and  that  of  the  medical  man.  In  the  third  series 
(Series  C)  are  included — (1)  the  cases  of  fatalities  which  had 
occurred  in  Hospital  practice  under  chloroform,  reported  on 
the  larger  form  sent  out  with  The  Lancet  inquiry  ; and 
(2)  similar  cases  supplied  by  medical  men  on  the  smaller 
form. 

The  first  column  in  the  tabular  abstracts  of  cases  contains 
a number  which  refers  to  the  original  lists,  thus  affording  a 
means  of  substantiating  the  authenticity  of  the  record. 
The  first  series  comprises  86  cases,  the  second  series  596,  and 
the  third  34.  The  headings  ‘ ‘ Age  ” in  the  second  and  *•  Sex  ” 
in  the  third  column  need  no  special  comment. 

In  the  fourth  column  the  nature  of  the  operation  and 
the  duration  of  the  period  of  administration  of  the  chloroform 
are  given.  We  have  already  pointed  out  the  importance  of 
affording  due  consideration  to  possible  factors  in  determining 
a fatal  result  to  chloroformisation,  instancing  the  assumed 
danger  of  some  operations  when  of  a nature  to  give  rise 
especially  to  shock.  The  importance  of  considering  the 
duration  of  the  narcosis  is  evident  when  we  remember  that 
cooling  of  the  patient’s  body,  after-effects  such  as  sickness, 
the  phenomena  which  many  authorities,  grouping  together 
under  the  term  “ shock,”  believed  to  be  tlie  direct  result  of 
the  action  of  the  anaesthetic,  are  proportional  to  the  time  the 
patient  is  exposed  to  the  influence  of  the  chloroform.  The 
duration  is  taken  as  representing  the  ])eriod  of  time  between 
the  commencement  of  the  inhalatio!i  until  the  death  of  the 
patient,  or,  perhaps  more  correctly,  until  the  commencement 
of  measures  adopted  with  a view  of  resuscitating  the  patient. 

We  have  been  unable  to  append  a column  containing  the 
name  of  the  administrator,  and  this  omission,  grave  as  it 
may  appear,  is  due  to  the  fact  that  in  a very  large  number  of 
instances  no  mention  at  all  is  made  of  the  actual  adminis- 
trator or  of  the  experience  lie  may  have  liad  in  administering 


the  drug.  In  some  cases  where  mention  is  made  of  the 
person  giving  the  chloroform  we  find  that  he  was  not  a 
medical  man  at  all  ; thus,  in  one  instance  the  master  of  a 
workhouse  is  de.scrihed  as  having  officiated.  In  several 
other  cases  dentists  not  holding  medical  diplomas  are 
reported  as  having  given  their  patients  chloroform.  We  hope 
to  allude  to  these  cases  subsequently.  A careful  examination 
of  them  is  peculiarly  instructive,  as  they  appear  to  support 
the  view  which  some  observers  have  advanced  that  there  is 
an  especial  danger  of  fatalities  occurring  when  the  patients 
are  only  partially  under  the  influence  of  chloroform.  Again, 
it  is  noted  in  most,  if  not  all.  of  these  cases  that  the  patient 
was  placed  in  a sitting  posture  in  a dentist’s  chair — a position 
which  some  hold  to  be  peculiarly  unsuitable  to  the  safe 
exhibition  of  chloroform.  Many  instances  occurred  in  which, 
whilst  comparatively  trifling  operations  were  being  per- 
formed, a fatal  accident  occurred  ; and  in  these,  again,  we 
find  mention  made,  or  the  narrative  seems  to  suggest,  that 
the  amount  .of  chloroform  inhaled  was  small — probably  ipiite 
insufficient  to  ensure  complete  anaesthesia.  The  possible 
occurrence  of  shock  under  these  conditions  requires  to  be 
considered.  In  one  case  a medical  man,  previously  to  a very 
minor  operation,  held  the  towel  saturated  with  chloroform 
over  his  face  with  his  own  hands — a proceeding,  we  need 
hardly  say,  fraught  with  the  utmost  danger,  especially  as  in 
this  instance  it  was  found  that  the  stomach  was  distended 
with  undigested  food.  A fact  worthy  of  notice  is  that  in 
comparatively  few  cases,  unless  occurring  witliin  the  precincts 
of  a hospital,  is  any  mention  made  of  a second  medical  man 
having  been  present  to  assist  in  the  administration  of  the 
anaesthetic  or  the  performance  of  the  operation.  This 
omi.ssion  no  doubt  in  some  instances  is  due  to  force  of 
circumstance,  but  can  hardly  be  so  in  all.  It  would  indeed 
seem  as  if  in  some  of  the  cases  but  few,  if  any,  precautions 
or  preparations  were  made  before  the  chloroform  was 
administered.  It  certainly  would  appear  that  a proportion 
of  these  deaths  was  preventable — that  is,  in  the  sense  that 
various  obvious  dangers  were  not  avoided  and  that  various 
conditions  tending  to  enhance  the  danger  incurred  were 
overlooked  or  ignored.  Amongst  the  most  conspicuous  are 
posture,  to  which  we  have  referred  above,  in  dealing  with 
the  dental  cases  and  the  above-cited  instance  with  others  of 
food  given  just  before  the  use  of  the  ansesthetic.  Yet 
another  reflection  occurs  when  we  deal  with  the  cliemical 
purity  of  the  chloroform  employed.  In  some  instances  actual 
published  statements  appeared  asserting  that  the  chloroform 
employed  was  impure  and  had  undergone  partial  decom- 
position, giving  rise  to  cough,  dyspnoea,  and  finally  to  suffoca- 
tion. It  is  well  known  that  such  changes  pretty  rapidly 
develop  when  chloroform  is  exposed  to  diffused  daylight, 
especially  if  kept  in  a warm  room . It  is  probable  that  most 
or  all  of  the  chloroform  sold  by  the  wholesale  makers  is 
sufficiently  pure  to  be  free  from  deleterious  matter,  and 
that  whatever  impurity  does  appear  does  so  after  the 
chloroform  has  passed  into  the  hands  of  the  person  who 
administers  it. 

The  next  column  is  occupied  with  information  concerning 
the  nature  of  the  anaesthetic  and  the  method  of  employing  it. 
Here  we  regret  to  have  to  draw  attention  to  the  loose  way  in 
which  the  “ method  ” employed  has  been,  as  a rule,  described. 
A detailed  and  exact  definition  of  the  method  employed 
in  every  case  of  death  under  chloroform  would  probably 
lead  to  valuable  criticism  from  those  constantly  engaged  in 
the  use  of  anaesthetics,  and  errors  or  slight  inaccuracies  of 
technique  might  be  pointed  out  which  would  possibly  save  a 
repetition  of  errors  sometimes  immediatelj’  responsible  for 
the  fatality. 

In  tlie  sixth  column  the  question  of  pulse  (P.)  and  respira- 
tion (R.)  is  considered  with  regard  to  which  failed  first. 
Thus,  when  the  reports  furnished  to  us  state  that  the  respira- 
tion failed  before  the  pulse,  this  is  notified  in  the  column  by 
the  letter  R.  When  the  pulse  is  said  to  have  ceased  before 
respiration  it  is  represented  by  P..  whil.st  when  respiration 
anel  pulse  are  reported  as  stopping  simultaneously  it  is 
explained  by  the  sign  R.  and  P.  When  doubt  existed  as  to 
which  failed  first  a note  of  interrogation  is  used  or  placed 
before  the  letter  P.  or  R.,  according  as  the  Report  said 
“probably”  the  pulse  or  the  respiration  failed  first.  Full 
allowance  has  l>een  made  for  the  difficulty  of  obtaining 
accurate  information  on  this  i>oint,  in  the  excitement  of  an 
impending  death  under  chloroform,  but  the  large  number  of 
cases  examined  po.ssibly  helps  to  eliminate  errors  of  observa- 
tion. Again,  the  liability  to  error  most  likely  fells  as  much 
against  one  set  of  observations  as  against  the  other. 
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In  the  column  (7)  clealinjr  with  the  .symptoms  occurriue 
under  the  antesthetic  as  full  but  succinct  an  account  of  the 
whole  case  is  given  as  the  material  at  hand  permitted. 

This  column,  when  considered  in  conjunction  with  Column 
6,  shows  that  in  a large  proportion  of  cases  some  note — at 
times  fairly  full — was  kept  of  the  state  of  respiration  and  of 
the  puLse.  It  would  seem  from  these  records  that  it  is  a 
common  practice  amongst  surgeons  to  devote  attention  to 
both  systems  and  to  a(lopt  resuscitative  measures  promptly 
on  the  appearance  of  aspliyxial  phenomena.  In  many  of  the 
cases  it  will  be  noted  that  mention  is  made  of  a renewal  of 
the  inhalation,  but  this  is  not  sufficiently  specifically  stated 
for  us  to  do  more  than  draw  attention  to  what  may  be  a clue 
towards  finding  an  explanation  of  some  of  the  deaths.  We 
shall  return  both  to  this  point  and  to  the  question  of  the 
observation  of  respiration  when  we  consider  the  cases  which 
we  have  classed  as  •'  untoward  cases.” 

In  the  eighth  column  the  assigned  cause  of  death  is 
recorded  and  an  attempt  made  to  inquire  into  the  indirect  or 
adjuvant  causes.  In  this  column,  also,  is  included  a very 
brief  account  of  the  post-mortem  appearances  when  a 
necropsy  took  place  and  was  reported  to  us.  Although  these 
notes  are  very  short  it  is  believed  that  they  include  all  the 
salient  points. 

A point  of  great  interest  occurs  in  connexion  with  the 
evidence  afforded  by  the  post-mortem  examinations.  We 
gave  above  descriptions  of  necropsies  in  a tabular  form,  and 
in  the  lists  which  we  are  now  reviewing  fuller  particulars  are 
presented  in  Column  8.  Unfortunately,  the  examinations  are 
of  little  value  as  a guide  to  what  changes,  if  any,  are 
actually  brought  about  by  the  chloroform  itself,  because  in 
by  far  the  majority  of  instances  they  were  not  made  until 
twenty-four  hours  or  even  longer  after  decease.  They,  how- 
ever, emphasise  the  frequency  of  the  association  of  certain 
lesions  with  fatalities  under  chloroform.  In  comparing 
Columns  8 and  9 discrepancies  will  be  detected  in  that, 
whilst  the  examination  of  the  patient’s  respiratory  and  cir- 
culatory organs  during  life  and  before  chloroform  was  given 
went  to  show  that  the  patient  was  organically  sound,  the 
necrop.sy  told  another  tale.  There  is  no  doubt  that  if  a pre- 
liminary physical  examination  of  a patient  is  made — and  as 
to  the  advisability  of  this  step  it  is  beside  our  present  purpose 
to  inquire — it  should  be  carried  out  as  thoroughly  and 
minutely  as  would  be  done  were  the  individual  to  submit 
himself  for  a diagnosis  upon  some  malady  from  which  he 
was  suffering.  In  not  a few  cases,  when  the  patient  was 
described  as  “ healthy.”  further  inquiry  elicited  the  fact  that 
organic  disease  existed,  but  the  general  appearance  of  the 
patient  was  healthy. 

In  the  ninth  column,  under  the  heading  of  “Remarks,”  are 
included  facts  which  bear  upon  the  general  state  of  health  of 
the  patient  at  the  time  of  the  administration  which  might 
indicate  a predisposing  cause  for  his  death  under  the  anaes- 
thetic. It  is  not  for  a moment  contended  that  these  records 
supply  sufficient  data  for  complete  answers  to  the  problems 
which  the  subject  presents,  but  it  is  hoped  that  they  may 
assist  in  obtaining  a more  thoroiigh  and  intimate  knowledge 
of  the  subject.  When  the  full  records  have  been  published, 
and  the  otlier  anaesthetics  have  been  considered  in  a similar 
way,  it  is  proposed  to  offer  some  further  remarks  in  wliich  the 
various  agents  employed  in  producing  antesthesia  and  their 
effects  will  be  compared. 

It  is  evidently  impossible  to  review  these  cases  except 
under  various  general  heads.  One  of  the  most  important  is 
to  ascertain  during  wliat  stage  of  anaesthesia  most  deaths 
occur.  C'hloroformisation  is  conveniently  divided  into  vari- 
ous stages,  each  of  which  presents  phenomena  i)eculiar  to 
itself.  Dr.  Snow  employed  a useful  clas.sification  of  these 
.stages  or  “degrees”  of  narcotism  under  chloroform,  which 
will  be  adhered  to  as  a matter  of  convenience  in  dealing  with 
the  ways  in  which  death  appears  to  occur.  The  first  degree 
covers  the  period  between  the  commencement  of  inhalation 
and  the  impairment  of  common  sensibility.  During  the 
second  degree  there  are  mental  confusion  and  violent  strug- 
gling, sensation  to  pain  being  blunted.  In  the  third  degree 
there  are  loss  of  voluntary  movements,  muscular  rigidity, 
muscular  spasms,  and  the  reflexes  are  in  abeyance,  and  at  its 
close  relaxation  of  the  mus<fics  tlie  stage  of  surgical  anaes- 
thesia. In  the  fourth  degree  stertorous  breathing,  dilatation  of 
pupils,  and  complete  muscular  relaxation  are  met  witli.  The 
fifth  degree  extends  from  respiratory  embarrassment  to  total 
cessation  of  respiration,  and  death  through  paralysis  of  the 
medullary  centre. 


Deaths  in,  Xurcosis  of  First  Deyree. — Illustrations  of  this 
may  be  found  in  various  ca.ses  under  Series  A.  For  instance, 
in  Case  28  the  patient,  after  four  or  five  inspirations, 
answered  a question  and  suddenly  died.  It  appears  from 
this  and  similar  cases  that  death  occurring  in  this  degree  of 
narcosis  is  the  result  of  heart  failure  ; but  it  is  difficult  to  be 
certain  whether  the  heart  failure  is  merely  in  coincidental  or 
in  cau.sal  relation  with  the  chloroform  inhalation.  Case  59  : 
“ Gasping  respiration  ” is  recorded — a peculiar  danger  of  this 
and  the  second  degree.  The  irregular  intake  of  the  vapour 
which  occurs  in  gasping  respiration,  associated  as  it  is  with 
imperfect  expiration,  is  peculiarly  liable  to  lead  to  an  over- 
dose. The  convulsive  movements  point,  with  the  other 
symptoms,  to  an  overdose.  Case  60  : An  instance  of  the 
“ shot-down  ” form  of  death,*  which  would  appear  to  result 
from  the  sudden  intake  of  a dose  which  for  the  particular 
individual  proved  lethal.  Case  73  and  many  others,  which 
will  readily  be  seen  by  .studying  the  abstracts,  exemplify  the 
common  mode  of  death  in  this  degree  of  narcosis.  When 
dealing  with  the  other  anesthetics,  especially  with  ether,  it 
will  be  seen  that  these  deaths,  which  take  place  at  the  very 
commencement  of  inhalation  and  which  are  assigned  by  some 
persons  as  examples  of  “death  from  fright,”  are  practically 
only  met  with  when  chloroform  or  an  agent  which  possesses 
similar  properties  is  used.  If  this  be  true,  and  the  evidence 
of  the  report  before  us  seems  to  substantiate  it,  it  would  point 
to  the  fact  that  some  agent  other  than  ‘ ‘ fear  ” is  accountable 
for  such  deaths.  Upon  the  other  hand,  a few  cases  of 
death  from  fright  upon  the  operating  table  are  on  record 
when  there  was  no  question  of  chloroform  or  any  other 
anaesthetic  having  been  employed.  Series  A,  Case  77  appears 
to  be  a further  instance  of  cardiac  failure. 

Deaths  in  Narcosis  of  fiecoiid  Deyree. — Series  A,  Case  11. 
The  stage  of  struggling  which  occurs  as  the  patient  passes 
from  the  second  into  tlie  third  degree  of  narcosis  is  one  of 
peculiar  danger,  as  all  violent  muscular  efforts  are  marked  by 
irregular  respirations,  frequently  with  powerful  inbreaths  of 
air,  which  if  chloroform  vapour  in  any  degree  of  potency  is 
inhaled  may  readily  lead  to  an  overdose.  A moment’s  con- 
sideration will  show  that  under  these  circumstances  a vapour 
well  within  the  5 per  cent,  strength  of  safety  (Clover)  may. 
by  the  patient  taking  a breath  of  double  the  ordinary  depth, 
become  a lethal  dose,  the  more  so  if.  as  is  commonly  the 
case,  the  chloroformed  air  be  incarcerated  by  the  expiration 
being  delayed  whilst  fresh  muscular  efforts  are  being  made. 
In  Case  11  of  Series  A the  patiep^.  “struggled  for  a moment  ” 
and  finally  died  “in  the  stage  of  excitement.”  In  Case  33 
the  patient  died  during  the  stage  of  excitement.  In  Case  34 
death  followed  “ a long  inspiration.”  In  Case  56  the  patient, 
by  “the  long,  deej)  breath,”  took  in  a lethal  dose.  Ha<l 
the  usual  rate  of  respiration  been  maintained  the  dose 
inhaled  might  have  been  well  within  the  safe  zone.  Case  61 
affords  a further  instance  of  the  perils  of  a prolonged  period 
of  muscular  excitement  causing  overdo.se  and  collap.se.  'J'he 
respirations  arc  in  this  condition  both  ])rolonged  and  deejier 
than  normal.  In  Series  B,  Cases  25,  35,  232.  254,  282,  and 
298  are  similar,  death  evidently  following  an  excessive  dose 
taken  while  the  patient  was  struggling.  In  this  last  case 
possibly  some  muscular  spasm  may  have  increased  the  danger 
by  fixing  the  thoracic  muscles.  See  also  Case  71  in  this 
series. 

Deaths  in  Narcosis  of  Third  Deyree. — During  the  third 
degree,  or  that  adopted  for  surgical  procedure,  deaths  arc 
commonly  reported  as  occurring  apjiarently  from  failure  of 
respiration  or  from  failure  of  the  heart's  action.  It  is 
important  to  note  that  although  by  some  it  is  asserted  tliat 
all  cases  are  really  due  to  rcspiratoiy  paralysis;  yet, 
on  the  other  hand,  we  find  careful  records  sent  us  of 
fatalities  which  the  reporters  believe  were  solely  due 
to  cardiac  failure.  In  Case  67,  Series  A.  an  initial  j)erio<l 
of  excitement  was  controlle<l  by  mon'  chloroform.  'I’he 
respiration  and  pulse  remained  regular  and  tlie  cqiera- 
tion  was  completed.  On  removal  of  chloroform,  whilst 
remarks  were  being  made  on  th«  ctise.  the  pulse  stojiped, 
but  respiration  continued.  This  illustrates  a case  of  ajqia- 
rent  heart  failure.  Case  70  was  also  assigned  as  one  of 
syncope.  As  has  been  pointed  out  above,  other  forms  of 
heart  failure  appear  to  oceur.  These  are.  for  lack  of  a better 


* See  Proceedings  of  Uoyal  Medico  Cliirurgical  Society  for  .Inly  3rd, 
1895,  in  whicli  the  death  from  Chloroform  is  referred  to  as  lieing  similai 
in  mechanism  to  that  resulting  from  gun-shot  wounds  of  the  brain. 
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name,  termed  “reflex”  in  tliis  Report,  and  several  of  them 
have  been  already  instanced  as  having  occurred  during 
rectal  operations  and  the  reduction  of  dislocations. 

Deaths  in  Narcosis  of  Fourth  Degree. — In  Series  A,  Case  50, 
the  stertorous  breathing  marked  the  passage  from  the  safe 
to  the  dangerous  degree  of  narcotism.  The  breathing  was 
restored  by  artificial  respiration  ; but  the  patient  shortly 
relapsed  into  feeble  respirations,  which  finally  ceased.  This 
is  a common  enough  history  and  seems  to  point  to  a graver 
state  of  affairs  than  the  mere  temporary  poisoning  of  the 
respiratory  centre  in  the  medulla  by  the  chloroform  in  the 
blood  stream.  (Series  B 203,  similar  case.) 

Deaths  in  Narco.si.s  of  Fifth  Degree. — Case  74.  The  delimit- 
ing line  between  the  fourth  and  fifth  degrees  of  narcosis  is 
one  not  easily  recognised  in  all  instances.  It  is  usual  to 
push  chloroform  to  the  fourth  degree  for  reduction  of  dis- 
locations or  other  surgical  procedures  when  complete 
muscular  relaxation  is  required.  As  a result  of  this  practice 
we  have  a large  number  of  deaths  where  this  particular  pro- 
cedure was  being  done  clearly  giving  rise  to  overdose,  the 
patient  passing  into  the  fifth  stage  and  never  recovering.  In 
every  instance  the  warning  stertor  is  not  present,  especially  if 
the  chin  be  held  up, ' and  then  the  medullary  centre  may  become 
poisoned,  and,  as  in  this  case,  the  respiration  fails — an  event 
followed  more  or  less  immediately  by  cessation  of  the  heart’s 
action  and  ghastly  pallor.  The  failure  of  respiration  in  these 
cases  is  gradual  and  death  is  due  to  overdose  or  interference 
with  the  elimination  of  the  drug.  The  above  appears  to 
represent  the  usually  accepted  opinion  upon  this  point  and 
expresses  Dr.  Snow’s  views. 

Modes  of  Death  under  Chloroform. — Various  ways  in  which 
patients  die  when  poisoned  by  chloroform  are  well  exemplified 
in  the  tabulated  cases  before  us.  1.  In  the  first  degree 
(vide  supra)  patients  die  suddenly  as  if  shot,  respiration  and 
cardiac  action  ceasing  simultaneously  and  suddenly  ; com- 
pare vSeries  A,  Cases  23,  28.  and  Series  B,  Ca.ses  9, ‘32.  34, 
63,  64,  95,  104,  116,  122,  126,  153,  158  (noticeable,  as  it  is 
expressly  mentioned  that  no  respiratory  difficulty  was  in 
evidence),  187,  253,  275,  and  others.  2.  Death  super- 
vening suddenly,  just  as  the  operation  was  commenced  ; this 
has  occurred  many  times  in  dental  operations  attempted 
under  chloroform,  also  in  reductions  of  dislocations.  It 
occurs  when  the  patient  is  supposed  to  be  in  the  third  degree 
of  narcotism,  but  it  is  probable  that  that  stage  in  many  of 
these  cases  was  never  reached  ; cf.  Series  A,  Cases  27,  41, 
65,  and  72  ; and  Series  B,  Cases  57,  75,  108,  110,  112,  166,  239, 
242,  and  others.  In  discussing  this  subject  when  dealing 
with  the  deaths  wliich  took  place  when  the  dislocations  were 
being  reduced  it  was  shown  that  the  mechanism  of  such 
fatalities  is  probably  of  the  nature  of  a “ reflex,  ” and  arises 
from  peripheral  stimuli  being  conveyed  along  nerve  channels 
which,  had  the  patient  been  completely  under  the  influence 
of  the  anajsthetic,  would  have  been  closed  as  far  as  the  pro- 
duction of  reflex  inhibitions  are  concerned.  3.  Death  during 
the  stage  of  excitement  and  struggling;  cf.  Series  A,  Cases 
11,  17, 19,  34,  and  61 ; and  Series  B,  Cases  19,  25, 195,  199,  244, 
247,  and  262,  is  referred  to  above  under  Deaths  during  the 
Second  Stage  of  Anifisthesia.  4.  Spasm  of  respiratory 
apparatus  occurs  in  many  cases,  such  as  Series  B,  Cases 
39  - in  which  the  muscles  concerned  in  respiration 
passed  into  spasm  and  the  patient  died  from  asphyxia 
— 299,  347,  398,  and  others.  This  may  occur  from  laryngeal 
spasm  due  to  irritation  of  pure  chloroform  or  an 
impurity  in  it.  Case  39,  Series  B,  should  be  compared 
with  Series  A,  Ca.se  62.  5.  'I'he  occurrence  of  vomiting,  even 

when  it  doe.s  not  load  to  sucking  in  of  the  vomit  into  the 
air  pa.s.sages,  as  in  Series  B,  Cases  73  and  188,  seems  in  many 
cases  to  have  coincided  witli  the  instant  of  death.  It  may  of 
course  bo  a phenomenon  of  dis.solution  just  as  ejection  of  the 
fajces  and  urination  often  are.  but  upon  the  other  hand  it  is 
to  be  remarked  tliat  wlien  vomiting  comes  on  in  ca.ses  where 
no  fatal  result  occurs  there  is  a marked  deterioration  of  the 
pul.se  and  fall  of  blood-pressure.  6.  Sudden  death  occurred 
just  as  “fresh  chloroform  was  given,”  no  doubt  due  to  an 
overdo.se  being  taken  in  ; cf.  Series  B,  Case  28,  as  a typical 
instance  of  this.  Many  ca.ses  -c.g..  Scries  B,  (’a.ses  28,  234, 
and  296  are  recorded  when  during  tlu;  operation  the  patient 


I Surgfon-Lieutenant-Colonel  Lawrie  lia»  drawn  attention  to  the 
danger  of  tins  prnetice  as  robbing  of  a most  vatual^lc  indication  that 
the  chloroform  has  been  pushed  far  enough. 


showed  signs  of  returning  consciousness,  in  some  instances 
even  sitting  up,  aitd  the  ansesthetist  at  once  reapplied  the 
chloroform,  'fhe  death  which  ensued  is  no  doubt  due  either 
to  overdose  or  reflex  shock.  Case  75,  Series  A,  illustrates 
another  ca\tse  tending  to  fatalities  under  chloroform.  Self- 
administration of  chloroform,  of  which  more  than  one 
instance  is  before  us,  means  grave  danger  and  often  death. 
No  words  can  be  too  strong  in  speaking  in  reprobation  of  this 
terrible  habit. 

Among  the  causes  of  death,  we  would  say  of  pirerentahle 
death,  shown  only  too  plainly  in  the  records,  is  the  employ- 
ment of  chloroform  by  persons  either  quite  unfamiliar  with 
its  dangers  and  the  necessary  precautions  to  be  adopted  to 
avoid  these  or  only  partly  versed  in  its  use.  Many  cases  of 
dentists  who  held  no  medical  qualification  and  of  persons 
wholly  untrained  in  medical  and  surgical  work  are  recorded 
as  having  given  the  chloroform,  and  therefore  been  largely  or 
wholly  responsible  for  the  fatal  result. 

Another  class  occurs  during  “incomplete  anaasthesia  ” — 
that  is.  before  the  patient  has  passed  beyond  what  Dr.  Snow 
termed  the  “.second  degree  of  narcosis.”  In  Series  A, 
Case  1 (the  sitting  posture),  the  distension  of  the  stomach 
with  food  and  dread  of  the  operation  seem  to  have  con- 
tributed to  the  fatal  result ; whilst  the  very  painful  nature 
of  the  operation — avulsion  of  the  nail — during  incomplete 
anajsthesia  probably  induced  the  attack  of  syncope  (Snow) 
to  which  the  patient  succumbed.  In  Series  A.  Case  3. 
incomplete  aniE.sthesia  was  noticed,  the  operation  being 
commenced  before  true  narcosis  was  arrived  at.  and  the 
attempt  to  force  the  chloroform  led  to  “overdose.”  Case  4 
is  another  instance  of  “incomplete  aniesthesia.”  Case  5. 
a further  instance  of  this,  is  interesting  as  having  occurred 
at  Hyderabad  (1848).  In  Case  30  fresh  chloroforn\  is 
reportW  to  have  caused  “ spluttering,”  an  expression  which 
would  appear  to  indicate  that  the  strength  of  the  vapour 
employed  set  up  considerable  interference  with  respiration, 
leaving  no  doubt  as  to  an  overdose.  In  the.se  cases  it  is 
important  to  remember  that  an  “overdose”  may  be  taken 
in  any  of  the  degrees  of  narcosis  and  may  kill  at  once. 
'I’hus  in  the  first  degree  the  sudden  intake  of  too 
concentrated  a vapour  will  determine  sudden  death, 
probably  by  immediate  poisoning  of  the  medullary  centres, 
'i’he  responsibility  incurred  by  the  operator  in  permitting 
chloroform  to  be  given  to  his  patient  is  greatly  influenced 
by  the  circumstances  of  the  case.  In  one  instance  the 
patient  (a  medical  man)  was  permitted  to  hold  the  towel 
saturated  with  chloroform  over  his  own  face  and  a fatality 
resulted.  The  symptoms  described  (Series  B,  Case  1)  point 
to  an  overdose.  In  another  instance  (Case  13)  the  patient, 
who  was  a medical  man,  is  again  mentioned  as  having  given 
himself  the  chloroform  ; he  was  seated  in  a chair  and  dis- 
played “great  agitation  as  soon  as  the  tooth  was  extracted.’ 
In  the  instance  already  cited  the  master  of  a workhouse 
appears  to  have  given  chloroform.  In  Series  A,  Case  2,  the 
persons  giving  the  chloroform  appear  to  have  been  dentists 
who  did  not  possess  a medical  diploma  and  who  do  not  seem 
to  have  had  adecpiate  knowledge  of  the  agent  they  were  iising. 
as  even  upon  the  on.set  of  alarming  symptoms  they  kept  the 
patient  in  the  sitting  posture,  and.  further,  they  attempted 
to  use  an  ether  inhaler  in  the  employment  of  chloroform — 
ignoring  the  fact  that  the  two  anesthetics,  chloroform  and 
ether,  should  be  administered  according  to  totally  different 
principles  and  by  most  diverse  methods.  'I’here  can  be  no 
doubt  that  unqiiidified  persons  are  legally  guilty  of  man- 
slaughter if  they  give  chloroform  and  the  patient  dies.  No 
“covering”  by  a medical  man  wlio  is  present  could  shirk  the 
responsibility  from  the  person  who  actually  administers  the 
chloroform. 

Case  63.  'I'he  patient’s  mother  was  given  the  chloroformed 
handkerchief  to  hold  whilst  the  operator  commenced  his 
examination  of  the  foot,  'there  can  be  little  <loubt  that  to 
relegate  such  a duty  to  unskilled  persons,  cspeciiilly  to  those 
who  would  certainly  watch  the  o])cration  rather  than  the 
patient’s  re.spiration,  is  increasing  the  risk  to  t he  patient  and 
assuming  the  re.sponsibility  of  the  I'atalily  so  liable  to  happen 
under  such  circumstances. 

t’ase  64.  'I’he  chloroform  was  administered  by  a druggist 
with  a view  to  tooth  extraction. 

Case  75.  A child  is  reported  to  have  held  the  cloth  from 
whicli  the  chloroform  was  inhaled.  Tlie  jiatient.  was  in  the 
liabit  of  ilosing  herself  for  the  relief  of  neuralgia. 

Ile-ad ministration  of  chloroform  during  an  operation. — It  is 
noticeable  that  in  a number  of  cases  the  patient  is  described 
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:is  having  either  partly  resumed  consciousness  or  some  sym- 
ptom is  mentioned  which  seems  to  justify  the  suspicion  that 
tlie  third  degree  was  not  maintained  and  that  either  the 
second  or  first  was  re-entered  ; then  more  chloroform  was  given 
and  the  patient  suddenly  died.  Thus  in  Series  A,  Case  7, 
the  breathing  after  being  “stertorous”  grew  feeble  and 
necessitated  the  employment  of  artificial  respiration  with  the 
desired  effect  of  restoring  consciousness.  Chloroform  was 
then  resumed  and  death  at  once  took  place.  In  this  case  it 
seems  probable  that,  besides  too  strong  a dose  being  given 
and  the  patient  being  carried  into  the  fourth  degree  of  nar- 
cosis, he  was  subjected  to  an  additional  and  lethal  dose  when 
his  resi)iratory  centre  again  began  to  act.  In  Series  A, 
Case  28,  to  ..avert  return  to  consciousness  fresh  chloroform 
was  given — presumably  a fairly  strong  dose,  as  we  are  told 
that  the  patient  “ held  his  breath.”  Snow’s  inhaler  was  used 
in  this  case,  which,  if  properly  managed,  is  believed  to  ensure 
an  even  and  safe  evaporation  of  the  chloroform.  The  danger 
of  breath-holding  consists  in  («)  incarcerating  what  chloro- 
form is  already  in  the  blood,  and  (h)  leading  subsequently  to 
an  abnormally  deep  in.spiration,  with  its  consequence — viz., 
increased  intake  of  chloroform. 

Series  A,  Case  86.  The  reapplication  of  chloroform  appears 
to  have  determined  the  fatal  syncope.  Several  similar  cases 
will  be  seen  in  Series  A and  B,  in  which  a like  cause  produced 
a like  result. 

Miscellaneous  Notes. — Series  A,  Case  13.  is  an  in.stance  of 
overdose.  In  Case  35  of  the  same  series  respiration  is  stated 
to  have  been  maintained  for  twenty  minutes  after  all  evidence 
of  heart  movements  had  been  lost.  Case  38  may  be  taken 
as  an  example  of  many  cases  to  be  seen  in  the  epitomes 
before  us  in  which  death  followed  the  induction  of  anes- 
thesia in  a person  the  subject  of  strangulated  hernia.  The 
death  however  in  this  case  seems  to  have  been  due  to 
respiratory  embarrassment  arising  from  overdose  taken 
in  during  the  stage  of  struggling.  'The  peculiar 
liability  to  fatalities  under  these  circumstances  appears 
to  obtain  alike  under  all  anesthetics.  It  would  carry 
us  beyond  our  present  purpose  to  discuss  whether  these 
deaths  were  due  primarily  to  the  anesthetic,  or  to  the 
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enfeebled  state  of  tlie  patient,  or  to  the  involvement  of  the 
large  sympathetic  plexuses  of  the  abdominal  cavity  ; but  one 
thing  is  certain,  that  no  class  of  cases  is  subject  to  graver 
risk  under  anesthetics  than  is  that  under  discussion.  See 
also  Series  B 73  ; 236  ; 288  ; 296  ; 373,  &c. 

Series  A,  Case  43.  Inhalation  of  chloroform  for  forty  minutes 
without  producing  complete  narcosis  certainly  reveals  a faulty 
method.  'The  extreme  slowness,  as  the  extreme  rapidity,  of 
induction  of  unconsciousness  is  not  free  from  daiiger.  In 
the  former  case  the  stage  of  struggling  and  excitement  is 
greatly  prolonged,  and,  besides  exhau.sting  the  patient, 
has  the  danger  of  forced  inbreaths  of  chloroform  referred 
to  under  the  heading,  “Deaths  in  narcosis  of  the  second 
degree.” 

Case  54  is  extremely  curious,  as  the  patient  is  distinctly 
stated  to  have  resumed  con.sciousness  before  death.  'The 
death  was  probabl.y  purely  .syncopal. 

Case  58  illustrates  the  danger  of  leaving  the  patient  un- 
watched as  he  is  resuming  consciousness.  'The  passage  from 
a higher  to  a lower  degree  of  narcotism  is  commonly  asso- 
ciated with  a diminution  of  blood  pressure,  a weakening  of 
the  pulse  and  .a  tendency  to  vomit,  and  the  utmost  vigilance 
should  be  displayed  in  the  case  of  persons  recovering  con- 
sciousness to  guard  against  these  dangers. 

Case  62.  'The  chloroform  employed  in  this  case  was  said  to 
have  been  of  a very  irritating  nature,  from  the  development 
in  it  of  impurities.  'There  can  be  no  question  that  the  presence 
of  hydrochloric  acid,  free  chlorine,  and  other  gross  impurities 
increases  the  danger  of  the  employment  of  the  drug.  It  is, 
however,  stated  by  manufacturers  of  repute  that  properly 
protected  chloroform  will  remain  pure,  except  for  a small 
and  unimportant  quantity  of  alcohol,  for  an  indefinite  time. 
'This  will  not  be  the  case  if  air  has  access  to  it.  'The  death 
in  the  case  under  review  appears  to  have  been  the  restdt  of 
spa.sm  of  the  larynx. 

Case  84  is  an  instance,  of  which  others  may  be  noticed,  in 
which  even  if  the  chloroform  was  the  determining  cause  of 
death  there  were  many  adjuvant  causes  so  powerful  in  their 
effects  as  to  make  it  doubtful  whether  they,  rather  than  the 
chloroform,  were  not  responsible  for  the  fatal  termination  of 
the  case. 
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Series  A. 

DEATHS  UNDER  CHLOROFORM. 

Cases  from  Royal  Medical  Chirurgical  Society's  Report  between  1848  and  1860. 


2 

3 

4 

6 

6 

7 

8 

» 

bo 

< 

Sex. 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.orR. 

Symptoms  occurring  under  ansesthetic. 

Assigned  cause  of 
death. 

Remarks. 

15 

F 

Removal  of  toe- 

Haiidkcrehief. 

Amesthesia  incomplete.  Became  blanched  ; 

P.M.  Stomach  was 

Snow  believed  indue- 

nail 

1 dr. 

spluttered  as  in  epilepsy ; never  rallied. 

clisleiuletl  with  food. 

tion  of  ana’sthesia 

minute). 

“ Syncope  ” (Snow.) 

was  in  tliis  case  too 
rapid. 

15 

F 

Extraction  of 

Dr.  Morton’s 

P. 

Operation  nearly  completed.  Arms  became 

Syncope. 

Remarks  as  in  pre- 

teeth 

Ether  Inhaler.* 

rigid.  P.  ceased  after  being  feeble ; K. 

P.M.  Nothing  very 

vious  case. 

(1  minute). 

Large  uuantity. 

ceased  about  same  time.  Beciime  livid. 

remarkable  save 

Death  in  3 minutes. 

fluidity  of  blood. 

.n 

Fistula  in  ano 

Towel  or  hand- 

P. 

Anaesthesia  incomplete  (?).  Showed  slight 

“Overdose”  in  way 

Had  had  chloroform 

(1  minute). 

kerchief. 

symptoms  of  feeling  pain.  The  P.,  which 

given  (Snow). 

before.  Was  j)laced 

i dr. 

was  full  and  natural,  sank.  Death  in  1 

I’.M.  Heart  enlarged. 

on  his  side. 

minute. 

pale  and  soft. 

F 

Opening  a sinus 

Handkerchief, 

Put  up  her  hand  and  said  ‘‘  I choke.’’  Face 

P.M.  Heart  pale  and 

Among  measures 

in  thigh. 

3 to  4 dr. 

immediately  became  pale  ; breathing  cm- 

friable. 

adopted  for  resuscita- 

barrassed.  Foamed  at  moutli.  Antesthe- 

tion,  was  forcible  in- 

sla  incomplete.  Death  in  1 minute,  probti- 

nation  of  lungs ; this 

bly  before  operation  commenced. 

caused  permanent 
distension  of  air 

cells. 

0 

F 

Amputation  of 

Handkerchief, 

P.&R. 

“ Coughed  a little ; then  gave  a few  convul- 

middle  finger. 

1 dr. 

sive  movements.”  Ana'sthesia  incomplete. 
Death  probably  before  operation  com- 
menced, probably  in  1 or  2 minutes. 

22 

M 

Cautery  to 
wrist. 

Amputation  at 

Apparatus. 

Death  in  5 miuutes. 

31 

M 

Apparatus. 

Breathing  became  stertorous  and  then  very 

hip  for  bullet 

feeble  ; countenance  livid ; eyes  turned 

wound. 

upwards ; P.  had  ceased.  Artificial  R. 
seemed  to  revive  him  and  P.  was  again 
felt  ; he  relapsed,  however,  and  died. 
Death  on  re-application  of  CHCI3,  when 
sensibility  was  returning. 

13 

M 

Extractioti  of 

In  other 

Hands  fell  down  and  head  fell  on  chest. 

teeth. 

apparatus. 

Artificial  R.  but  no  recovery.  Incomplete 

anaesthesia.  Operation  not  commenced. 

p 

.M 

Operation  on 

Operation  not  commenced. 

groat  toe. 

1 7 

.11 

Phimosis  and 

Napkin. 

P. 

Operation  completed.  Complete  iiiia:sthcsia. 

Syncope. 

Had  inlnaled  CHCI3 

for 

3 dr. 

Face  aud  neck  became  livid;  eyes  turned 

I’.M.  Heart  large  and 

before.  Some  of 

haemorrlioids. 

upwards  ; P.  imperceptible  at  wrist ; ami 

11abl)y ; lun|4‘8  a ;iood 

same  chloroform 

whole  body  relaxed.  After  2 or  3 gasjts 

deal  “ congested.” 

had  been  used  for 

he  ceased  to  breathe.  Death  in  10  minutes. 

siiiotlier  p.'itioMt  with- 
out had  ciVects. 

17 

M 

Amputation 

Drojipcd  on 

P. 

He  struggled  for  a moment,  then  after  :i 

Syncope  (Snow), 

Miow  thinks  an  over- 

of  finger, 

gauze  laid  on 

quarter  of  a minute  the  1’.  ceased  to  boat  ; 

I’.M.  Vena  Cava 

ilose  was  taken  when 

5 minutes. 

face,  2 dr. 

countenance  altered.  Action  of  heart  had 

overfull  of  black 

tiie  patient  Strug- 

ccaseil  and  the  sounds  could  not  be  heard. 
R.  still  continued,  but  became  irregular, 
weak  and  slow  ; and  at  length  ceased 
completely  in  space  of  ^ minute.  At- 
tempts made  to  restore  R.,  and  in  2 minutes 
again  commenced,  but  P.  did  not  return. 
Death  in  6 minutes,  during  stage  of  ex- 
citement. 

blood. 

gled. 

3 1) 

Amputation 

Handkercliief, 

Anaesthesia  complete.  At  close  of  operation 

P.M.  Some  venous  en- 

Death  probably  due 

of  toe. 

4 oz. 

no  blood  escaped  when  pressure  was  rc- 

gorgeinent  of  lungs. 

to  way  the  CHClj 

moved  from  arteries;  patient  was,  in  fact, 
dying,  and  in  a short  time  o.xi)ircd.  A 
few  inspinitions  were  noticed  after  1’.  had 
ceased  at  wrist. 

heart  flabby. 

was  given  (Snow). 
The  inspiration  at  the 

F 

Extraction  of 

Handkerchief. 

P. 

As  she  did  not  become  insensible  more 

“ Paralysis  of  heart 

tooth. 

CHCI3  was  placed  in  handkerchief.  She 

by  overdose.” 

uioment  the  fresh 

drew  one  deep  inspiration;  countenance 

su])i)ly  of  cliloroforn*. 

immediately  became  ])allid ; dilatation  of 

was  given  probably 

pupils,  convulsive  rolling  of  eyes,  no  P. 

induced  intaking  of 

could  be  felt. 

a lethal  dose  (Snow). 
Pt  was  sitting. 

4H 

II 

Removal  of 

Inhaler. 

l’.&  R. 

Anaesthesia  complete.  Continued  insensible 

Probably  asphyxia 

toe  nail. 

.\bont  i dr. 

after  oi)cration;  face  becoming  dark,  P. 
small,  quick ; R.  laborious.  After  strug- 
gling for  a minute  became  still.  R.  con- 
tinued a few  seconds  after  P.  ceased. 
Artificial  K.  produced  no  effect. 

(Snow). 

“ Vapour  not  snffl- 

I' 

Excision  of 

1’. 

Probably  fully  under.  Died  suddenly  during 

Syncope. 

eyeball. 

Sinull  dost*. 

openition. 

ciently  diluted” 

(Snow). 

• Consists  of  glass  globe  contnining  a sponge  on  whicli  the  cblorofonu  was  poured  to  saturation.  The  globe  was  4}  inches  acroM. 

ami  the  sponge  tilled  one-third  of  it. 
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DEATHS  UNDER  CHLOROi OKAI. 

Cases  from  Royal  Medical  Chirukgical  Society’s  Report  between  1848  and  1860  (continued). 


I 

2 

3 

4 

S 

6 

7 

8 

9 

Reference. 

tif 

< 

'% 

Operation  and 
duration  of 
administration 

Method  of 
administration. 

P.  or  R. 

Symptoms  occurring  under  ansesthetic. 

Aseit^ncil  pause  of 
death. 

Remarks. 

16 

•2U 

F 

Extraction  of 

Sponge  and 

? R. 

Died  suddenly,  stretching  herself  out  and 

Syncope. 

Operation  seems  to 

tooth. 

napkin. 

frothingat  tlie  mouth  at  moment  of  deatli. 

have  been  attempted 

countenance  at  same  time  becoming  livid. 

several  times  at  in- 
tervals nnsuecess- 
fnlly.  Died  wlicn 
inhaling  CHCU  for 
6th  time. 

17 

M 

Sponge. 

? K. 

During  stage  of  e.xeitement,  made  a ster- 

*•  Probably  syncope.  ’ 

1 dr. 

torous  inspiration  ; and  this  occurred 
several  times,  until  at  length  K.  ceased 
entirely  not.  (No  report  of  1’.)  Opera- 
tion prolialdy  not  eonimenctd. 

18 

24 

F 

Amputation  of 

Handkerchief. 

Operation  probably  compleicd.  After  CHCI3, 

.•Syncope.  P.M.showed 

fiii”or. 

1 dr. 

was  discontinued,  fiice  turned  pale,  and 

l*t.  to  be  emphysema- 

• 

P.  and  R.  cesiscd. 

tous. 

19 

30 

M 

On  testicle. 

Cotton  and 

P. 

Some  struggling  on  breathing  fresh  CHC’U 

Cardiac  syncope. 

folded  towel. 

Towel  removed,  but,  i)atient  not  being 

Breathing  returned 

About  2j  dr. 

insensible,  again  applied.  After  a few  in- 

for  a time  after  the 

s])irations  P.  ceased,  face  turned  pale, 

employment  of  arti 

breailiing  slow  and  gradually  ceased. 

ficial  respiration. 

Death  in  5 minutes.  Operation  not  com- 

P.M.  showed  old 

menced. 

standing  disease  of 
membranesof  brain. 

20 

7 

M 

Sounding  fur 

On  lint. 

t’. 

Insensible,  moaning.  Countenance  livid, 

1 Syncope. 

or 

stone. 

eye  vacant.  Heai't  pulsation  ceased.  Slade 

8 

one  deep  yus]),  and  was  to  all  appearance 
dead.  Artilicial  K.  no  result. 

1 

1 

21 

3 J 

.M 

Amputation 

Inhaler,  then 

r. 

During  operation  haeraorrhage  suddenly 

Syncope. 

See  Snow  p.  152. 

of  portion 

napkin. 

ceased,  and  he  ex])ired. 

I’.M.  lieari  tlabh.v. 

of  hand. 

1 

some  con^^estiou  of 
brain  membranes. 

22 

24 

Amputation 

Lint  and  towel. 

Slight  convulsive  movement  of  eyelid,  frolb 

■S)  ncope. — From  com 

Patient  greatly  de- 

below  knee  for 

with  sponge. 

at  mouth,  and  he  was  dead.  Oiier.alioii 

mencement  of  ad- 

bilitated. 

scrofnloiis  dis- 

I laid  on  face. 

not  commenced.  Deatli  in  about  1 minute. 

ministration  todeat  h 

*2  ! 

ease  of  ankle. 

About  li  dr. 

j 

only  one  minute 
elapsed. 

M 

On  penis. 

Chloroform, 

Died  suddenly. 

Syncope. 

1 dr. 

24 

3(. 

M 

E.xtractiou  of 

Handkerchief. 

After  e.xtraction  of  tome  teeth,  she  died  sud- 

Syncope — Pt.  was  em- 

Tlie  administrator  was 

25 

M 

teeth. 

deniy  in  less  than  1 minute  from  com- 
mencement of  the  inhalation. 

physematous. 

prosecuted  for  liomi- 
cido  but  acquitted. 

15 

Removal  of 

Linen  cloth. 

P &R. 

Fully  under  influence.  During  operation. 

? .Syncope  (Snow). 

testicle. 

About  li  dr. 

hsemorrhage  from  artery  suddeuly  ceased. 

P..'M.  Fulnessof  veins 

IL  ceased  almost  instantaneously  witl> 

— Hhrinmis  clot  in 

26 

F 

heart’s  action,  but  one  or  two  sigh-like  in- 
spirations followed.  With  artificial  R.  then 
were  several  atlcmiits  at  natural  R.  Death 
after  more  than  7 minutes. 

pulmonary  artery. 

;J7 

Removal  of  im- 

rridjably  hand 

On  comideting  o])eraiion  the  surgeon  found 

? Syncope. 

pacted  faices. 

ki^rcliief. 

iliat  she  had  ceased  to  breatlie.  She  was 

Symptoms  do  not 

(Cancer  of 

lOi  dr. 

fully  under  amesthetic.  Death  in  8 or 

appear  to  have  been 

27 

2:; 

uterus.) 

9 minutes. 

observed. 

I.igature  of 

Apparatus 

( iperation  commenced.  P.  suddenly  cea-sed 

Syncope. 

arteries,  ancu'- 

as  soon  as  skin  incision  was  made;  C11CI-, 

P.M.  Venous  en- 

ism  in  leg  by 

removed,  but  in  a lew  seconds  iiatient  had 

gorgement. 

28 

anastomosis. 

ceased  to  breathe.  With  artificial  R.  the 
act  of  R.  was  performed  several  times,  and 
the  CHTulation  was  thouglit  to  be  return- 
ing, but  this  was  only  due  to  appearance 
of  face  ; no  pulse  returned,  but  ho  quickly 
relapsed  and  died.  Death  in  5-10  minutes. 

32 

F 

E.xtraction  of 

Sponge  and 

Only  4 or  5 inspirations.  Operation  not 

Syncope. 

Was  ill  silting 

tooth. 

handkercliief. 

commenced.  On  being  asked  a iiuestion, 

puature. 

29 

26  drops. 

answered  in  a thick  and  trembling  voice. 
At  same  time  stretched  out  her  limbs; 
face  became  blui.sh;  eyes  luiggard  ; head 
and  arms  fell;  she  was  dead. 

73 

M 

Litliotrity. 

Snow’s  Inhaler. 

Operation  commenced.  Fullv  under.  Fresii 

30 

.11 

I'istula  in  ano. 

CHCI3  given  as  signs  of  returning  con- 
sciousness ai)peared.  Appeared  to  hold  his 
Itreath ; P.  bad  then  ceased,  the  heart 
sounds  were  still  heard  feebly.  Made  several 
further  inspirations  and  then  ceasial  to 
l)reathc.  Artificial  R.  produced  no  result. 

1 

Handkerchief. 

Not  fully  under  ; ojjeration  not  commenced. 

Syncope.  j 

About  1 dr. 

On  applying  fresh  CUCl.-)  he  s])luttered 
at  mouth.  CHClj  was  removed,  but  he 
suddeidy  expired.  Death  in  about  1 
minute. 

\ 

1 

i 
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SliRIES  A. 

DEATHS  UNDEK  CHLOKOFOKM. 

Cases  from  Royal  Medi  a),  Chirurgical  Society’s  Report  between  1848  a>d  ism  (cuntinued). 


1 1 

2 

3 

4 

& 

6 

1 

8 

8 

Reference. 

42 

>< 

fl 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.orB. 

Symptoms  occurring  under  ansesthetic. 

Assigned  cause  of 
death. 

Remarks. 

31 

VI 

Appliciition  of 

Fully  under.  When  nearly  completing  ope- 

I’robably  syncope. 

potassa  fibsa 

ration  a sort  of  catch  in  breathing  on 

to  ulcers. 

looking  at  him,  month  and  eyes  oi)cu  tind 
turned  upwards  ; breathing  irregular  ; face 
pale,  and  pupils  dilated.  Artiticial  R. 
had  no  effect.  “ In  a few  minutes  the 
uian  died.” 

32 

JI 

Removal  of 

Inhaler. 

Fully  under.  t'HCh)  aeted  slowly. 

I’robalily  syncoiie. 

inalif’nant 

Iliiring  operation  breathing  became  slow  ; 

tumour  of 

seemed  to  be  sinking  last,  gave  one  strong 

the  tlii”li  (12 

gasp,  and  then  died. 

miimtes). 

33 

2K 

F 

of 

Lint. 

Operation  not  commenced.  During  .stage 

Syncope. 

nitric  acid 

of  cxeitenieni,  a partial  relaxation  of  the 

to  slonyliing 

limbs  took  place,  became  insensible  and 

. 

ulcers. 

pulseless. 

34 

F 

Tumour  of 

Compress. 

Stage  of  excitement.  During  operation  had 

face. 

cough  ; made  a deep  inspiration,  then  a 
convulsive  movement  of  face  and  hand.  P. 

and  heart  had  ceased. 

3S 

M 

For  haiinor- 

Fully  under.  Operation  not  commenced. 

Patient  suffering  iron. 

rhuids. 

R.  became  cmbariasscil ; there  was  tris- 

:nieitt’isiu  of  the 

mils;  then  the  niovemeiits  of  heart  ceased. 
Witli  insufflation,  and  then  with  electricity 
he  breatlicd  irregularly  for  20  miimtes. 
Tliere  was,  however,  no  evidence  of  restored 
action  of  tlic  lieart.  Deatli  in  less  than  5 
minutes. 

aorta. 

36 

25 

.M 

Kemoval  of 

Sponge. 

Fully  iiiidcr.  Operation  commeneed.  Be- 

S)  iicope. 

tumour  near 

5 dr. 

came  pale,  1!.  suspended,  sank  into  state 

lip. 

of  complete  collapse.  Artilieial  R.  pro- 
duced no  etfeet.  Death  in  alioiit  4 minutes. 

37 

43 

M 

Perineal 

Handkerchief. 

r. 

E’ully  iimlei'.  Operation  not  commeneed. 

Syncope. 

section. 

About  1 oz. 

Had  sliglit  eonviilsion  ; rallied  and  con- 
tinued CHt'l;);  1’.  became  weak  and 
ceased,  lireatliing  did  not  cease  before 
P.  Artificial  R.  restored  a few  natural 

Rs,  Imt.  tills  did  not  continue. 

38 

40 

F 

Strangulated 

Lint,  Less 

Operation  not  eommeiiced.  Struggled  mucli  : 

“ Simiiltaneiins  dec]i 

hernia. 

than  2 dr. 

commenced  to  brcatlie  with  loud,  rougli 

cuiim  and  cardiac 

stertor  ; 1’.  was  gone,  gave  several  inspira- 
tions, tlieu  ceased.  VVitli  artificial  R.  and 
galvanism  gasped  .about  3 times.  After 
this  no  further  signs  of  life. 

siyucupc.*’ 

39 

22 

F 

Application  of 

Inhaler. 

Fully  under.  Operation  not  commenced.  1’. 

Syncope. 

actual  cautery 

.Vbout  2j  dr. 

heeanie  extremely  weak  and  fluttering; 

to  cancroid 

coiiiitciiauce  dusky ; R.  at  long  intervals 

sore. 

witli  slight  catcliing  clVorts.  All  efforts 
at  R.  ceased  about  2 minutes  after  1st 
indication  of  f.ailnrc  ; P.,  liowcvcr,  as  a 
very  let'lde  flutter,  was  felt  occasionally 
for  at  least  2 minutes  later. 

40 

ID 

M 

Extension  of 

Inhaler. 

Prolmlily  not  under  iiifliiencc.  Olieration 

Syncope. 

SlMCll\  loSL'd 

Chlorolorm 

not  commenced.  P.  became  feeble  and 

knee. 

1 dr. 

undiilatiug  ; trismus  occurred  : R.  became 
irregular,  face  livid  ; foamed  at  mouth. 
Only  once  made  fcelile  attempt  at  R. 
Di'ath  in  less  tlian  1 minute.* 

- 

41 

13 

F 

Lipoma  on 

1 dr. 

Fully  under.  Operation  commenced.  E'cll 

hack. 

suddenly  forward  on  chest.  Attempts 
made  to  restore  her  ; but  in  a few  minutes 

it  became  evident  tliat  she  was  dead. 

42 

50 

F 

Attempt  to 

Sponge. 

R. 

Resiiiratioii  became  stertorous,  and  imme- 

“ cnina  and 

reiluce  disloca- 

2 drs. 

diatcly  afterwards  the  pulse,  wliicli  had 

cardiac  syueoiie  ” 

tion  at 

hitherto  continued  pretty  firm,  became  im- 

shoulder. 

pereeptilile,  respiration  ceasing  at  same 
time.  “Galvanism”  applied;  some  con- 
vulsive efforts  of  respiratory  muscles,  but 
no  furtlier  sign  of  life : about  6 minutes. 
Not  commeneed. 

43 

45 

F 

Ki'iiioval  of 

r 

After  inhaling  with  little  effect  for  forty 

Cardiac  syncope. 

cancer  of 

minutes  the  chloroform  took  effect,  but  the 

breast. 

coiintcimnce  clmngcd  and  pulse  ceased ; 
after  a few  sliort  laboured  inspirations  life 
Ixrame  exlincl.  E'lilly  under.  More  Ilian 

40  minutes. 

44 

4( 

F 

Removal  of 

Lint. 

p. 

ITilsecciisedtobeat ; facewas  extremely  pale; 

Cardiac  syncope. 

uterine  jiolypus 

a slow  lespinitioii  still  coiiliiiued,  but  soon 
eea,sed.  Fully  under.  Time  not  staled. 

Reference*. 


The  Lancet  Clinical  Report. 


107 


Sekies  a. 

DEATHS  UNDER  CHLOROFORM. 

Cases  from  Royal  Medical  Chikuhoical  Society’s  Report  between  1848  and  18fi0  (contimird). 


2 

.3 

4 

5 

6 

7 

8 

9 

fct 

<5 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.orR. 

Symptoms  ocemri  ng  under  anfesthetio. 

Assigned  cause  of 
death. 

Remarks 

18 

M 

Operation  for 

(Not  covering 

P. 

Pulse  suddenly  failed,  became  imperceptible  ; 

Cardiac  syncope. 

phimosis. 

nostrils)  2 drs. 

countenance  assumed  a pale,  leaden  hue. 
Witli  stimulus  of  cold  water,  after  three  or 
four  minutes,  pulse  again  felt,  and  spon- 
taneous respiration  renewed.  This  im- 
provement continued  for  ten  minutes  j then 
pulse  and  respiration  ceased  together. 
Artificial  respiration  produced  no  effect, 
complete  insensibilitv.  About  6 minutes. 

39 

F 

Kemoval  of 

Rather  more 

Breatliing'  suddcnlv  ciased;  became  deadly 

tumour  of 

tlian  1 dr. 

pale.  No  pulse  could  be  felt;  there  were 

breast. 

then  two  sighing  efforts  at  respiration. 
Artificial  respiration  commenced  witliin 
one  raiinitc,  witliont  effect.  Commencing 
to  inhale.  One  minute  and  a half. 

• 

M 

Reduction  of 

A]iparatns 

P. 

Kiilso  censcil,  became  pale  ; the  respiration 

Syncope. 

dislocation  of 

(which  ini.xoil 

coutiimcd,  but  slow  and  irregular.  Frie- 

liip. 

air  with  I lie 

timi,  ammonia,  artiticial  respiration ; the 

chloroform). 

arms  wore  raised  and  some  pulsations  were 
again  Iclt.  Apiicarcd  to  answer  questions, 
but  then  fell  back  again  into  a state  of 
syncope.  Reduction  effected.  Complete 
aiimstlicsia.  A few  minutes. 

13 

M 

Cleft  palate. 

A compress, 

P. 

Pulse  ceased;  strange  expression  of  face. 

Syncope. 

held  two  cen- 

Witli  artificial  respiration  and  cautery 

: 

timetres  in 

there  were  two  or  three  clforts  at  respira- 

front  of  mouth. 

tion.  Fully  under  during  the  operation. 

6r> 

M 

Amputation 

Snow's  Inhaler. 

P.  &R. 

Pulse,  whicli  was  full  and  steady,  gave  a 

Syncope. 

in  tliinl'. 

3 drs. 

few  rapid,  irregular  beats,  then  ceased; 

13-1  1 111  He 

respinition  ceased  simultaneously ; face 
became  pallid  and  deathlike.  Artificial 
respiration  was  followed  by  slight  effort  at 
inspinition.  Stage  of  excitement  14 
minutes. 

39 

M 

Introduction 

Lint. 

R. 

Began  to  snore ; then  a long  interval ; 

“ Deep  coma,  iipnoea, 

of  catheter. 

breathing  became  feeble  and  was  ceasing  ; 
artificial  respiration  then  used,  and  after  a 

syncoiie.” 

• 

few  minutes  it  then  recovered,  hut  again 
ceased.  The  pulse  had  continued  to  heat 
some  little  time  after  these  symi)toms,  and 
;ifter  cessation  of  respiration.  Fully  under. 

50 

F 

Amputation 

Lint,  in  oil 

P. 

Pulse  suddenly  ce;ised  in  femoral  ; then 

Syncope. 

of  lo^jf. 

silk.  2 drs. 

several  respirations,  whicli  ceased,  but  were 

3 minutes. 

renewed  si  iglitly  witli  :irtifiei:il  respiration. 
Fully  under.  About  3 minutes. 

40 

M 

Excision  of 

Snow’s  Inhaler. 

P.&K 

Respiration  became  feeble  and  sighing.  With 

Syncope. 

eycliall. 

artificial  respiration  there  was  occasional 

5 minutes. 

breathing,  but  this  presently  ceased.  I’ulse, 
when  felt  for  after  spasm  subsided,  was 
absent.  Operation  not  commenced.  Death 
during  stage  of  excitement. 

29 

F 

For  relief  of 

An  Inhaler. 

ll;iving  inhaled  20  minims,  she  begged  for 

Syncope. 

Was  sitting  up,  had 

fiiclal 

i dr. 

more ; began  to  iuh;ile  eagerly ; gave  a 

inhaled  2 or  3 times 

ncnnilnia. 

sudden  start,  as  if  taken  in  some  kind  of  fit. 

before. 

•V  few  seconds. 

No  fnrtlier  sign  of  life.  Not  fully  under. 

30 

'I’ootli 

Handkerchief. 

P.&R. 

Spoke  and  said,  “ I am  not  over  yet,”  and 

Syncope. 

Sitting  posture.  Il.ad 

extracted  ? 

About  1 J dr. 

immediately  while  yet  speaking,  slie  gave  :i 

iiiiKileil  cliloniJ'orm 

A few  seconds. 

convulsive  start,  and,  witli  a stertorous  in- 
spiration and  with  the  eyes  and  mouth  open, 
sank  to  the  floor.  .Vrtiliciai  respiration 
was  employed,  and  after  ;i  sliort  time  tlierc 
were  a few  spontaneous  inspirations,  and  it 
Is  said  the  pulse  could  be  perceived  at  the 
wrist.  Quite  conscious.  Dc;ith  iii  about 
a minute.  Operation  not  commenced. 

4 tiuiea  previously 

30 

M 

,.•*  Kemoval  of 

Sponge  In  lint. 

Raised  hands  and  trembled,  kept  spitting  at 

Deep  coma  ami  car- 

Sitting  posture. 

iieiToseil  bone 

the  lint ; appeared  about  to  vomit.  Snd- 

diac  syncope. 

from  linger. 

deuly  he  was  violently  convulsed,  as  if  in  an 

3-4  minutes. 

epileptic  fit.  The  chloroform  was  at  once 
discontinued  and  ho  was  laid  in  a semi- 
horizontal  posture.  The  convulsion  lasted 
only  a few  seconds ; ho  began  to  breathe 

with  effort,  and  to  gasp  irregularly.  His 
pulse  was  almost  imperceptible  and  inter- 

mitteiit.  With  artificial  rcspinitiou  he 
rallied,  and  breathed  witlioiit  assi.stance. 

Ill  a few  seconds  lie  relap.sed,  and  could  not 
herecovered.  Not  fully  under.  Operation 
not  commenced. 

! Reference. 
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Series  A. 

DEATHS  UNDER  CHLOROl-OKM. 

Cases  from  Royal  Medical  Chirurgical  Society  s Report  between  1848  and  1860  (conti  ued) 


1 2 3 


56 


57  35 


59 


62 


4 

6 1 

7 

8 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P or  R. 

Symptoms  occurring  under  aussthetic. 

Assigned  cause  of 
death. 

Excision  of 

First  an  in- 

P. 

After  making  one  long,  deep  inspiration 

Syncope. 

scapula. 

haler,  then  lint. 

(from  lint)  appeared  to  pass  into  a deep 

A few  minutes. 

sleep.  A few  seconds  later,  pulse  began  to 
beat  very  quickly,  then  ceased  for  two  or 
three  seconds,  then  beat  rapidly  several 
times  and  ceased.  He  continued  to  breathe 
for  at  least  a minute  longer.  Respiration 
was  ceasing,  but  continued,  with  cold 
water,  &c.,  for  two  or  three  minutes. 
Brandy  poured  into  the  mouth  passed  into 
oesophagus,  but  no  effort  to  swallow.  Ar- 
tificial respiration  produced  some  efforts 
at  inspiration  ; but  he  did  not  rally. 
Under  influence.  Operation  not  com- 
menced. Death  in  a few  minutes. 

Amputation  of 

Lint,  not  a 

P. 

On  raising  eyelid  it  remained  retracted  ; eyes 

Sfyucupe. 

thigh. 

large  quantity. 

slightly  turned  up.  No  pulsation  in  tern- 

A few  minutes. 

poral  or  wrist.  The  respirations  had  almost 
ceased.  With  cold  water,  <fec.,  respiration 
became  better  ; in  about  2 minutes  a 

i 

i 

pulse  was  felt  at  the  wrist.  This  con- 
tinued, with  good  respirations,  2 or  3 
minutes.  The  pulse  then  failed,  and  then 
the  respirations.  Artificial  respiration 
produced  no  effect.  Fully  under.  Death 
in  a few  minutes,  10  minutes  from  the 

time  on  tabl^  till  death,  but  had  inhaled 
in  the  ward  3 or  4 minutes  before).  Opera- 

tioii  not  commenced. 

F Application  of 
• nitric  acid  to 
soree. 


49iM 


M 
23M 


32M 


63 


Excision  of 
elbow  joint. 
Two  minutes. 


Extraction  of 
tenth, 

I’lastic  opera- 
tion on  fore- 
head. 

Removal  of 
finger. 


Snow’s  inhaler, 
1 dr. 


Hollow  sponge 
About  I dr. 


Bemarks 


6 drs. 


About  2 drs.  | R. 
used,  given  in  i 
30  minim  doses. 


To  examine 
an  injury  of 
the  foot,  of 
some  weeks' 
standing. 


Cotton  hnnd- 
kercliief. 


The  operation  being  completed,  moved  as 
though  recovering,  and  was  left.  A few 
minutes  later,  being  noticed  to  be  pale,  was 
found  pulseless  and  dead.  Artificial  res- 
piration produced  no  effect.  Fully  under, 
tiperation  completed.  Death  in  few  minutes. 

Gasping  respiration  followed  by  “slow  con- 
vulsive movement  of  limbs.”  The  pupils 
became  dilated,  and  the  pulse  stopped. 
Not  under  influence.  Operation  not  com- 
menced. Death  in  about  2 minutes. 

“Died  suddenly.” 

Great  excitement,  with  tossing  about  of 
limbs,  followed  by  sudden  collapse.  Not 
fully  under  influence.  Operation  not  com- 
menced. 

The  chloroform  caused  a little  cough  at 
first,  which  soon  ceased,  and  the  stage  of 
excitement  set  in.  When  nearly  insensi- 
ble, he  did  not  breathe  freely,  and  there 
was  spasmodic  action  of  the  laryn.x,  as  it 
from  repeated  swallowing  of  saliva. 
Chloroform  was  discontinued,  and  respini- 
tion  had  entirely  ceased.  No  pulse  could 
be  felt.  Artificial  respiration  and  other 
means  i)rodnced  no  effect.  The  heart’s 
action  continued  for  some  time  after  the 
breathing  and  pulse  had  failed. 

Anxsthesia  nearly  complete.  Operation  not 
commenced. 


The  iHjy  was  much  frightened,  and  breathed 
irregularly  at  first.  Fresh  chloroform 
was  added,  and  after  6 or  8 inspirations 
he  became  insensible.  The  handkerchief 
was  given  to  the  mother  to  hold  and  the 
examination  of  the  foot  commenced.  Ster- 
tor  set  in,  and  the  chloroform  was  discon- 
tinued. Pulse  became  imperceptible ; lips 
livid.  Artificial  respiration  produced  a 
few  short  inspiratory  efforts.  No  return 
of  pulse.  Extreme  insensibility.  Death 
in  ten  minutes  from  the  commencement 
of  inhalation. 


’.syncope. 


? Syncope. 
? Syncope. 


Sitting  posture. 
Intem))erate. 


1 


? Asphyxia. 

P.  M.  Frothy  mucu- 
throughout  air-pas- 
sage.  I, tings  healthy. 
Heart-sn  bsta  ti  ce 
healthy  and  linn,  a 
little  fat  on  external 
surface  of  left  veil 
triclc  ;valves  natu- 
ral. 


? Overdose  leading 
to  paralysis  of  respi- 
ratory and  cardiac 
centres. 


I 


Refer'  nte. 
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SfiKIKS  A. 

DEATHS  UNDER  CHLOROFORM. 

Cases  from  Ruval  Medical  Chirurgical  Society’s  Report  between  1848  a.vd  18G'i  (cvntinued). 


1 

2 

3 

4 

5 

1 6 

8 

9 

V 

c 

tc 

C 

H 

V 

/2 

Operation  and 
duration  >f 
administration. 

Method  of 
administration. 

P irR. 

1 

1 

Symptoms  occurring  under  aneestbetin 

Assigned  cause  of 

II  aih. 

Rem  irks. 

F 

Extraction  of 

Handkerchief. 

“Seized  with  alarming  symptoms.”  Opera- 

Sitting  pos'urfc 

tooth. 

tion  completed. 

€5 

8 

51 

Operation  for 

Piece  of  lint. 

P. 

He  flinched  as  the  operation  was  commenced. 

? Syncope. 

atrabismus. 

About  H dr. 

More  cliloroform  poured  on  lint.  Face 

used  at  3 

instantly  became  pale,  and  pulse  ceased. 

applications. 

Up  till  tins  had  been  quite  regular,  80  per 
minute.  Iueoiu)>lete  anaesthesia. 

6(! 

45 

F 

Handkerchief. 

Death  ill  ten  minutes. 

67 

13 

,M 

For  reduction 

Piece  of  linen 

P. 

E.xcitement  followed  tlie  fresh  apiilicatioii 

? Syncope. 

of  subcMjracoi- 

rolled  into 

of  chloroform,  but  soon  passed  off.  Ope- 

! 

1 

dean  disloca- 

cone.  From 

r tion  comideted.  Pulse  and  rcspirai  iim 

1 

tion. 

4-5  drs.  used. 

reiiular  ; wlieii  jiulsc  suddenly  stojiped  : a 
few  rapid,  dec]i  ius])iratious  continued. 
Anaesthesia.  Chloroform  had  been  re- 

moved  and  remarks  were  being  made  by 
operator.  Reduction  ettected. 

68 

7i 

F 

Forcible 

Spong-e. 

P. 

Resisted  wlien  touched.  On  second  attempt 

? S)  ncope. 

straightening 

About  1 dr. 

crying  and  struggling  ceased  ; circulation 

of  hip-joint. 

had  slopped  ; lungs  continued  to  act  for  a 
few  respirations.  Incomplete  anaesthesia. 
Operation  not  commenced. 

C9 

is'f 

Operation  for 

I'icco  of  folded 

P. 

She  gave  a slirick  and  became  Insensible. 

? Res))iratory  para- 

strabismus. 

linen. 

Tile  operation  was  commenced.  Face  be- 
came livid  ; iKilse  could  not  be  felt;  slight 
inspiratory  elforts  at  intervals  for  a long 
time,  and  movement  of  nostrils,  for  at  least 
half  an  hour,  after  cessation  of  pulse. 
Complete  insensibility.  Operation  jus: 
commenced. 

lysis. 

70 

45'M 

To  make 

Inhaler. 

P. 

The  addition  of  lialf  a dram  of  chloroform 

■'  Syncope. 

inci>ions  for 

H drs.  used. 

produced  insensibility,  and  inlialer  re- 

e.\travasalii>n 

moved.  Fare  btranie  j)allid.  l*nlse  hut- 

of  m ine. 

tcred,  and  eetised  Ke.-pi ration  continued 

for  one  or  two  minutes.  Ana'stliesia. 
Operation  comi  letcd. 

71 

28  ,M 

Amputation  of 

Inhaler. 

P. 

When  about  lialf  a dram  had  been  taken 

Syncope. 

Had  been  fully  under 

foot  for  an  old 

1 dr.  used. 

imlse  suddenly  failed  ; face  pallid.  In- 

influence  for  an  liour 

injury. 

haler  removed.  Gave  a few  gasps,  passed 

uud  a lialf  for  a jire 

urine,  and  died.  Not  under  influence. 

vioiis  u)ierution. 

Operation  not  commenced. 

Intemperate. 

72 

■24 

•M 

To  ap))ly  nitric 

Cone  of  lint 

P.&R. 

Resisted  the  application  of  the  acid. 

arid  to 

covered  with 

Struggling  suddenly  ceased  ; face  pallid  ; 

syphilitic  sores. 

oiled  silk. 

pulse  and  breathing  stopped.  Artifleial 

About  2i  drs. 

respiration  produced  a tew  inspiratory 

given  at 

ell'ort.s.  Imperfect  antesthesia.  Applica- 

intervals. 

tion  commence  1.  Dead  in  twenty  minutes. 

73  i 

57 

M 

For  delirium 

Piece  of  lint.  i 

After  two  or  three  inspirations  the  rr  an 

? Syncope. 

Very  intemperate. 

trcinons,  follow- 

About  4 dr.  j 

“writhed”  and  fell  back  dead.  Not  under 

inti  a fracture 

influence. 

of  tibia  and 

1 

lilinia  involving 
the  knee-joint. 

j 

74 

50 

F 

To  nMlnce  did- 

“ A simple 

R. 

Reiiuction  effected.  Chloroform  removed. 

Kc'piratory  fuilnri* 

local  ion  of 

compress.”  | 

Face  became  congested.  Resiiiration  failed, 

uud  syiiiM>pe.  ; 

shoulder. 

1 

1 

1 

then  stuppCil.  Deathlike  pallor.  No 
pulse.  Artifleial  respiration  and  galvan- 
ism caused  insiiiralory  efforts,  hut  no 

! 

return  of  pulse.  Complete  insensibility. 
Operation  co.npleteU. 

1 

i 

76 

F 

To  relieve 

Upon  a cloth. 

The  last  dose  given  at  nine  o'clock;  found 

PAipbyxiu.  | 

1 

In  the  habit  of  tak 

neuraij'ic  pains. 

dead  at  ten.  Siippu.sed  to  be  asphyxiated. 

ing  cliloroform,  in 

Hud  tukeu  it  twice  to  insensibility  on  the 

tills  «av,  very  fre- 

76 

i 

I’crineal 

same  day. 

qiicntly,  and  iu 
tiuoniiouH  do8ea. 

55 

-\l 

Inhaler. 

P. 

Took  oldoroform  quietly ; breathing  natu- 

Very  intemperate. 

section  lor  old 

About  1 dr. 

ral.  Face  turned  pale,  auil  pulse  ceased. 

1 

Stricture  of 

A few  faint  inspiratory  efloits  aflerwanls. 

1 

urethra. 

None  followed  artifleial  respiial  ion.  Com- 
plete aiia-sthesia.  Operatt  ni  just  com- 

lll«  IlCi'il. 

i 

i 

Heference. 


no 
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Casks  feom  Royal  Medical  Chikuegical  Society’s  Eepobt  between  1848  and  I860  (^continued). 


Heference. 

2 

44 

to 

< 

3 

X 

CO 

i 

4 

Operation  and 
duration  of 
administration. 

5 

Method  of 
administration 

6 

?.  orE. 

7 

Symptoms  occurring  under  anssthetio. 

8 

Assigned  cause  of 
death. 

8 

Remarks. 

77 

29 

K 

K-Miiiction  of 
tootii. 

4 minutes. 

Handkerchief 
folded  in  a 
cone. 

About  1 dr. 

P. 

Forty  drops  sprinkled  on  the  handkerchief 
produced  excitement  after  1-|  minutes  to  2 
minutes’  inhalation.  Twenty  more  were 
added,  and  the  excitement  passed  away. 
Pulse  good  ; breathing  calm  ; eye  sensitive 
to  touch.  Suddenly  the  head  feU  to  one 
side,  face  became  pallid,  pupils  dilated, 
pulse  ceased ; she  gasped  a few  times  con- 
vulsively. Artificial  respiration  and  gal- 
vanism produced  a few  inspiratory  efforts, 
but  no  return  of  pulse.  Partially  under 
influence.  operation  not  commenced. 
Death  in  less  than  four  minutes. 

? Syncope. 

Highly  nervous  and 
hysterical. 
Sitting  posture. 

78 

42 

M 

Excision  of 
the  ell)Ow-joint 
(followiii"’  in- 
jury ii  month 
previously). 

A piece  of  lint. 

2 drs.,  the 
second  dram 
applied  tour 
minutes  after 
the  first. 

P. 

At  first  breathing  regular  and  pulse  some- 
what c|uickened  ; about  one  minute  after 
tlie  second  dram  was  applied  the  man 
struggled  and  tried  to  raise  himself  ; the 
pjilse  .suddenly  failed,  breathing  continued 
for  some  minutes,  and  the  lips  remained 
florid.  The  tongue  was  immediately  drawn 
forwards,  artificial  respiration  and  galvan- 
ism commenced,  and  continued  for  three- 
quarters  of  an  hour,  but  of  no  avail. 
Slightly  under  influence.  Operation  not 
commenced. 

? Syncope. 

P.M.  Heart  and  right 
lung  healthy  ; the 
left  so  infiltrated 
with  tubercle  as  to 
render  it  almost 
useless  for  respira- 
tion. 

79 

3(1 

M 

Operation  for 
removal  of 
necrosed 
portion  of  tibi.i. 
G-7  minutes. 

luh.aler. 
About  2 drs. 

P. 

Took  the  chloroform  well,  breathing  regular 
and  even,  as  also  was  the  pulse.  Operation 
commenced  in  5 minutes,  .and  a minute 
later  the  pulse,  which  was  continuously 
watched,  ceased  instantaneously  ; the 
breathing  continued  unchanged  for  several 
seconds,  when  the  face  became  pale,  and 
the  respirations  lower,  and  soon  stopped. 
Ammonia  to  nostrils,  cold  affusions,  artifi- 
cial respirations  by  compression  of  chest 
and  by  Sylvester’s  method,  galvanism  to 
cardiac  region,  and  two  needles  passed  into 
the  heart,  produeed  no  result.  C<)m])lete 
aiuesthesia.  Operation  eommeneod.  Death 
in  6 to  7 minutes  from  commencing  to 
inhale. 

? Syncope. 

P.M.  2 3 hours 
after  death.  Brtiin 
dark,  vessels  con- 
gested, especially 
those  of  the  cerebel- 
lum. Pericardium 
contained  a quan- 
tity of  turbid  yel- 
low serum.  Heart ; 
mark  of  one  needle 
tibout  an  inch  above 
tbe  apex,  the  other 
an  inch  above  this, 
both  in  left  ventri- 
cle, which  was  par- 
tially contracted ; 
right,  not  so  ; valves 
healthy ; slight  fat- 
ty deposit  amongst 
fibres  of  right  ven- 
tricle, none  on  left 
side  ; to  the  eye  the 
muscular  tissue  of 
the  heart  was  per- 
fectly healthy;  Inngs 
healthy  ; slight  con- 
gestion below  and 
behind  on  both 
sides ; abdominal 
viscera  nonnal,  l>ut 
rather  congested. 
The  blood  was  uni- 
4'ersally  fluid. 

Apparently  a very 
healthy  man. 

80 

2S 

M 

Operation  for 
fistula  in  ano. 
8-10  iniuntes. 

Inlialer. 
l4  drs. 

P. 

He  breathed  quietly  for  6 or  8 minutes,  and 
then  struggled  violently.  Had  a sort  of 
tetanic  spasm,  hack  curved  .so  as  to  rest  on 
his  head  and  heels.  The  chloroform  was 
suspended  during  this  excitement.  Pulse 
regular,  good.  The  inhaler  was  about  to 
be  re-applied,  when  the  pulse  in  the  tem- 
poral artery  intermitted  twice,  and  ci'ased. 
The  body  l>ecame  ashy  pale,  patient  gave 
3 inspirations,  each  shorter  titan  preced- 
ing, and  breathing  stopped,  pupils  natural. 
Cold  affusion,  timmonia  to  nostrils.  Arti- 
ficial respiration  by  Sylvester’s  method, 
and  galvanism,  were  of  no  service.  No 
heart  sounds  could  be  heard.  Partially 
under  influence.  Operation  not  commenced. 
Death  in  8 to  10  minutes. 

? Syncope. 

P.M.  48  hours  alter 
death.  Heart  appar- 
ently healthy,ao  far 
as  muscular  tissues 
are  concerned  ; rud- 
dy in  colour ; cavi- 
ties dilated,  and 
their  walls  thin. 
Lungs  universally 
adherent ; they  con- 
tained some  scat- 
tered tubercle  and 
one  small  vomica. 
Liver  large,  pale, 
fatty.  Kidneys  natu- 
ral. 

Not  good  health.  In- 
temperate. On  Jan. 
10,  1863,  he  had  been 
operated  on,  under 
chloroform,  for  an 
exo.stosis  of  the  fe- 
mur, without  auy  ill 
effects  from  its  use 

Rpfereiip* 
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Cases  from  Royal  Medical  Chibubgical  Society’s  Repoet  between  1848  and  1860  (continued). 


2 

3 

4 

6 

S 

7 

8 

9 

V 

U) 

< 

C/3 

Operation  and 
dnration  of 
administration. 

Method  of 
administration. 

P.orB. 

Symptoms  occurring  nnder  ansesthetic. 

Assigned  cause  of 
death. 

Remsrkt. 

22 

M 

Operation  for 

Weiss’ 

P. 

Was  a little  nervous,  jtulse  good.  In  about  4 

? Syncope. 

He  expressed  no  dread 

phimosis. 

apiiar.atns. 

minutes  face  became  slightly  congested,  and 

of  chloroform  but 

pt.  struggled  to  rise  in  be<l.  Face  became 

always  had  a great 

dusky  and  lips  bine.  Cold  affusion  to  face 

horror  of  it,  and 

and  compression  of  ribs  causi'd  a deep 

p08!iesse(l  an  idea  it 

inspiration,  hut  pulse  could  not  be  felt. 
Artificial  respiration,  and  other  measures, 
were  tried  ; he  breathed  at  intervals  several 
times,  hut  respirations  became  fainter,  and 
at  length  ceased.  Partially  under  in- 

would  kill  him. 

14 

fluence.  Prepuce  removed. 

— 

M 

Extraction  of 

The  patient  was  seated ; he  had  syncope. 

Syncope. 

Sitting  posture. 

1& 

tooth. 

and  died. 

60 

M 

Reduction  of 

Apparently  on 

Very  violent  efforts  necessary  for  reduction, 

dislocated 

handkerchief. 

which  was  at  length  accomplished,  when 

hip. 

symptoms  of  “cerebral  congestion  ” set  in. 

20  minutes. 

“ Never  fairly  under  influence.’’  Opera- 
tion completed.  Death  in  20  minutes  after 
the  chloroform  was  removed. 

M 

To  reduce 

P. 

Took  chloroform  readily,  just  as  reduction 

? Syncope. 

a dislocated 

was  effected  pulse  stopped,  and,  after  a few 

1 

humerus. 

gasps,  breathing  also.  Artificial  respira- 
tion and  galvanism  produced  no  effect. 
Under  influence  of  chloroform  operation 
completed. 

23 

M 

•imputation  of 

Piece  of  lint. 

P. 

'fhe  man  moved  the  limb  slightly,  and  more 

? Svneope. 

Patient  very  wasted 

leg  .at  the 

“ A considera- 

chloroform  was  applied,  when  he  suddenly 

P.M.  twenty  hours 

and  debilitated  from 

lower  third 

ble  qnantity.” 

became  deathly  pale,  and  his  pulse  ceased  : 

after  death.  Blood 

disease,  sui)posed  to 

for  disease  of 

“ aspect  like  tliat  of  a corpse.”  The 

perfectly  fiuid  “ like 

be  phthisical. 

the  bones  of 

tongue  drawn  forward,  and  artificial  res- 

thin  tar  and  water.” 

the  foot. 

piration  by  comin’ossing  the  chest  kept  up 

Heart  flabby,  mode- 

for  half  an  hour.  Efforts  at  inspiration 

rately  full,  no  coa- 

occurred  at  intervals  of  from  thirty  seconds 

g u 1 u m,  valves 

to  a minute,  for  eight  or  ten  minutes  after 

healthv,  muscular 

the  pulse  had  ceased — some  of  them  of 

substance  healthy. 

considerable  force — so  as  to  lead  to  a hope 

both  to  the  eve  and 

of  a favourable  issue  ; but  no  return  of 

under  the  micro- 

pulse  or  of  colour  to  the  face.  Once  or 

scope.  Lungs  con- 

twice,  with  inspiration,  a movement  of  the 

tained  more  air  than 

neck  and  right  arm.  Galvanism  i)rodneed 

usual,  everywhere 

no  effect  beyond  a quivering  of  the  muscles. 

crepitant,  did  not 

Anaesthesia  produced  without  anything 

collapse  much  on 

unusual  occurring. 

opening  ehest,  no 

The  limb  was  removed  and  the  arteries  were 

tubercle  anywhere. 

being  tied. 

Liver  and  kidneys 
normal. 

Series  R. 

Cases  between  1860  and  1891  from  Published  Records. 


1 

27 

M 

Avulsion  of 

On  towel. 

P. 

great  toe-nail. 
2 or  3 minutes. 

2 

9 

M 

Avulsion  of 

? 

toe-nail. 

S 

9 

iM 

i 

K 

To  quiet  fit  of 

On  lint. 

? 

mania. 

e 

40 

M 

For 

Napkin 

R. 

circumcision. 

]l  ozs. 

Tlip  lirst  two  dosos  (?  amount  ilrojtped  ou 
towel)  produced  no  effect,  the  third  pro- 
duced iuseusibility.  Tlie  o])eratiou  took 
but  a minute  or  two  and  was  completed, 
but  patient  never  returned  to  conscious- 
ness. Colour  of  face  chauned  and  pulse 
failed.  Artificial  respiration  for  J au  hour 
was  useless. 

? 


Syncope.  “The  chlo- 
roform •‘iven  in  a 
dangerous  way  (oja-n 
towel)  instead  of  an 
inhaler.” 


f 


Was  suffering  from 
cardiac  disease  as 
shown  by  P.M.  Had 
taken  chloroform  re- 
])eatcdly  on  previous 
occasions. 


? 


? 


? Syncope.  Conges- 
tion of  lungs. 


Stertorous  breathing  followed  by  failure  of 
K.  Measures  resorted  to  were  artificial  K., 
galvanic  tiattery  to  chest  and  neck  ; infla 
tion  of  lungs  by  tube  and  bellows;  rub- 
bing limbs. 


? Syncope. 

P.M.  Heart  fatty; 
lungs  congested 
with  aiH)i)lcctie 
clots ; cedeniatuns 
and  less  crepitatit 
than  usual. 


Lunatic  subject  to  vio- 
lent fits  of  mania.  In 
the  last  stage  of  e.x- 
haustion.  Had  often 
taken  CHClj  before. 


Reference. 


I 12 


7 


6 24M 

i 

i 

» 40.M 


10  M 


11  7i.M 


12 


13 


.31  .M 


14 


15 


16  ,32  .VI 


17 


35 


M 


18 
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Cases  between  1860  and  1891  fkom  Published  Recohds  (continued). 


4 

5 

6 

7 

8 

6 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  under  nmssthetic. 

Assigned  cause  of 
death. 

Remarks. 

For  roiiioval  of 

On  single  fold 

P.&R. 

Patient  became  excited,  stmggledand  talked. 

Failure  of  R.  and 

Patient  a tall,  stout. 

lipoma  on  back. 

of  thin  lint. 

This  ceased  and  face  became  congested 

heart  action  to- 

muscular  man  ; 

3 or  4 minutes. 

5^  di’s. 

and  brciithing  stertorous.  On  patient  being 

gether. 

inveterate  drinker. 

turned  over  on  left  side  bretithing  ceased 

P.M.  Lungs  engorged 

Ansesthetic  given  at 

suddenly.  Artificial  R.  by  Mar.shall  Hall’s 

with  venous  blood  ; 

his  own  request.. 

method  and  electro-  magnetism  employed 

heart  large,  fiabby, 

though  dissuaded  by 

for  1 hour,  but  failed.  No.  P.  or  heart  beat 

mvoeardium  soft, 

surgeon.  Cliloroforin 

observed  after  R.  first  ceased. 

ventricles  thinner 
than  usual,  right 
side  distended,  left 
empty,  blood  fluid. 

quite  pure. 

When  untoward  symptoms  came  on  artifi- 

cial  R.  ro^orted  to,  contraction  of  heart  kept 
up  for  I7J-  hours,  and  a few  natural  respira- 
tions obtained. 

Foi-  1 1 grooving 

P. 

After  cessation  of  pulsations  of  he.art, 

? Syncope 

nail. 

patient  made  at  intervals  spontaneous 
inspirations  and  expirations. 

For  ainputa- 

Diluted. 

P.&R. 

Had  scarcely  made  4 inspirations  when  R. 

? Syncope. 

.strong  man.  Leg 

tion  of  leg. 

and  circulation  were  suddenly  arrested,  and 

crushed  by'  fall  from 

Admhiisti'iitioi) 

SO  remained  ill  spite  of  all  means  employed. 

horse.  Syncope  at 

just  begun. 

[Surgeons  objecting  to  chloroform  being 

time  of  accident. 

given,  and  man  wishing  for  it,  a small 
quantity  at  some  distance  from  mouth 
was  given.] 

Very  nervous. 

For  operation 

R. 

Sickness  ; the  “ anterior  chamber  of  eye 

? 

Patient  a strong  and 

lor  u'laucouia. 

just  opened,  filling  with  blood  ; ” stidden 

muscular  man  ; the 

1 hour. 

Jit,  gasping’,  &e.  A cro/rd  assembled  round 

operation  very  tri- 

patient ; Marshall  Hairsmcthod  of  artificial 

vial. 

R.  tried  ; rubbed  u ith  fee  for  i hour,  P. 

kee])ing  good.  At  length  P.  ceased. 

Foi'  tracbco- 

Patient  seemed  relieved  by  inhaling  the 

? Asphyxia. 

Symptoms  of  laryn- 

touiv  for 

CllUI.) : Imt  no  sooner  was  the  tube  within 

P.M.  Tissues  of  larynx 

gitis  very  urgent  ; 

laryngitis. 

lln-  trachea  than  he  gasped  and  died.  Arti- 

inliltr.'ited  ; general 

pulse  120;  vital 

licial  respiration  was  resorted  to  for  25 

engorgement  with 

liowers  o))i)ressed. 

minutes  ; cold  water  affusions  and  e.xternal 

marksof  ulceration ; 

stimulants.  All  with  no  effect. 

lymph  imriform  ; 
epiglottis  thickened 
and  erect. 

To  imliice 

Handkerchief. 

R. 

R.  impeded.  Chloroform  suspended.  Arti- 

? No  P.M.  allowed. 

Intemper.ate  for  long 

ill  tie- 

licial  R.  Patient  gave  one  deep  breath  ami 

time. 

lirinin  Ircmeii.s. 

two  slight  ones.  Other  means  resorted 
to  were  pulling  out  tongue,  cold  aifnsions, 
rolling  body  on  side,  continued  for  2U 
minutes  witii  no  avail. 

Extraction  of 

On  Inndker- 

? 

After  extraction  of  tooth  convulsive  agita- 

Sitting  posture. 

tool!.. 

chief. 

tion  set  in,  which  became  violent,  and 
|)aiicnt  ex))ired.  Restorative  means  used 
lint  not  stated. 

E.xtraction  of 

Sitting  posture. 

tooth. 

R. 

.Sudden  embarrassment  of  R.  and  sudden 

Suffocation. 

liilatation  of  jtupils. 

P.M.  I.tings  studded 

witli  tiibi'rcU'.s  and 
aoi-oed  witii  blood. 

Amputation 

Fold  of 

P. 

Patient  seemed  to  come  rapidly  under  in- 

“Fear,  Deliilitv,  and 

Debilitated. 

of  left  leg- 

liandago. 

Huence  when  suddeidy,  sphincters  relaxed. 

Cblorofiani  " (Ver 

for  sfrofiilou< 

lips  (inivered  and  ))atient  liied.  Breathing 

diet  of  jury). 

disease. 

continued  after  heart  ceased  beating.  Oal- 

P..M.  Right  cavities  of 

vanism  atid  arti  licial  K.  used  to  restore 

heart  tilled  with 

life. 

fluid  bliHut, 

Passing 

5ij.  (on  lint). 

K. 

Operation  about  to  bo  begun  when  patient 

Failure  of  R. 

fatheier. 

cen.sed  to  breathe  and  animation  seemed 

P.M.  Pyelonepbritis, 

suspi  tided.  (Lilviitiism  an<i  artiticial  iu- 

left  kidnev.  Right 

tiationin  turn  empioyed  but  faiied.  Pupils 

k i d lie  y li  ea  1 1 li  y, 

1 diluted,  lips  livid. 

slightly  enlarged, 
walls  of  bladder 
thickened,  urethra 
obstructed. 

i 

1 

Refe'enoe. 
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DEATHS  UNDER  CHLOROFORM. 

Cases  between  1860  and  1891  from  Published  Records  (continued). 


2 1 3 

4 

5 

6 

7 

1 Age. 

O 

'Ji 

Operation  and 
duration  of 
administration. 

Method  of 
adminiscration. 

P.  orB. 

Symptoms  occurring  under  ana-sthetic. 

60 

M 

For  removal 

Hollow  sponge. 

P 

While  struggling  continued  some  stertor 

of  internal 

3iij.  nearly. 

appeared  ; in  another  minute  full  stertor  ; 

piles. 

face  dusky  and  livid,  without  pallor  ; P. 
ceased  and  R.  became  slower,  operation 
not  begun.  Jleasuves  adopted  were  ; Artifi- 
cial R.  .slapping  face  and  chest  with  wet 
towel ; blood-letting  from  jugular  vein  ; 
rubbing  limbs  ; electro-magmetism. 

8 

M 

For  plastic 

Just  before  conclusion  of  operation  patient 

operation  for 

fainted.  Jleasures  employed  were  artifi- 

1 

dofoi’inity 

cial  R.  ; then  warm  batli  and  galvanism. 

1 

caused  by  burn 

Was  recovering  from  CIIOI3,  when  bad 

on  chin. 

symptoms  came  on. 

31 

For  reduction 
of  fractured 

siiiklc. 

36 

JI 

For  imtting 

P. 

.Vftcr  inlialing  for  1 minute  bad  violent 

.stiffened  leg  in 

Snow’s  iidialcr. 

shaking  fit ; inhaler  was  removed,  and  lie 

s]ilint  in  case 

became  calm.  CIICI3  again  given  ; 

of  diseased 

when  at  rigid  stage  and  was  trying  to 

JI 

hip-joint. 

raise  bimsolf,  muscles  relaxed  rapidly; 
he  fell  back,  became  pale  ; breathing 
laboured,  and  P.,  bitherto  good,  stopped. 
Jleasures  adopted  were  artilieial  R.  (for. 
li  lionrs),  gal vaiiism,  aeupuncture. 

For  removal 

5'j- 

P. 

On  inhaling  patient  became  excited;  wlien 

of  two  cysts — 

On  lint. 

convulsions  ceased  fell  into  collapse  ; bad 

one  on  lid, 

3 violent  fits  of  sneezing  and  heart  ceased 

other  on  tongue. 

beat ; breatlied  several  times  at  long 
intervals.  ! 

|35 

JI 

For  removal  of 

P. 

Soporose  lireaUiing  eonimcneed,  pulse  lie 

left  testis  for 

came  feeble;  chloroform  wUluIrawn,  hut 

malignant 

P.  rapidly  failed,  and  in  20  seeonds  ceased  j 

disease. 

beating.  Fatient  made  8 or  lu  re;:ii!ar  | 

4 minutes. 

and  2 or  3 irregular  respirations  and  j 
inspirations  alter  heart  ceased.  Cold! 
waU-r,  fre.sb  air,  JIarsliall  Hall's  inetliod  ; 
of  artificial  R.  ; ammonia  to  nostrils, 
friction  to  extremities,  and  galvanic 
current  from  siiinc  Ibiongb  thorax  to  ] 
diaphragm.  All  these  for  1 hour. 

33 

JI 

For  fistula 

On  lint  foldeil 

R. 

Patient  struggled  violenll.v,  raised  himself  ' 

in  auo. 

on  handker- 

on  seat,  and  stopped  breathing.  Window 

10  minutes. 

chief.  \ oz. 

was  opened.  ^MarMiall  JJall's  metliod  of 

Not  given  in 

artificial  K.  and  other  methods  tried. 

measured 

quantity. 

F 

For  examina- 
tion of  shoulder 

Quantity  small. 

joint. 

j!6 

JI 

Amputation  of 

No  apiiaratus 

? 

y reat  toe  for 

to  deterinine 

1 

disease  of  bone. 

quantity. 

1 

5 minutes. 

'40 

F 

For  removal  of 

2 dr. 

P. 

Before  operation  was  finished  patient  be- 

1 

tumour  on 

( I s not  (pliant  ity 

eamo  slightly  eonseions.  After  second  I 

! 

lower  jaw. 

umler-stated?) 

dose  slie  look  one  inspiral  ion  and  pnl.se  | 
stopped  suddenly.  She  gave  three  or  four 
giisps,  and  in  half  a miniito  was  dead. 
Every  effort  made  to  restore  animation 
witliout  effect. 

17 

F 

For  operation 

2 dr. 

P. 

Operation  begun,  after  second  dose  took  one 

on  sphacelated 

Napkin. 

inspiration  and  P.  ceased  suddenly.  Every 

wound  eonsc- 

effort  made  to  restore  animation  with  no 

quent  on  a fall. 

avail. 

23 

M 

For  amputation 

Snow’s 

R. 

R.  failed.  P.  kept  giaid.  Larynx  opened  ; 

lor  diseased 

inhaler. 

stimulant  given  ; Marshall  Hall’s  method 

knee. 

of  artificial  R.  kept  up. 

27 

JI 

Fracture  of 

leg. 

I 


8 

Assis^ned  cause  of 
death. 


Syncope. 

I’.M.  Ileart  loaded 
with  fat,  musculac 
substances  thiu  and 
weak,  walls  of  ris:lit 
auricle  and  ventricle 
in  state  of  fatty  de- 
generation, same 
cavities  gorged  with 
fluid  blood. 

Paralysis  of  heart. 

P.M.  appearances  nil 


? Syncope. 

P.M.  Heart  large, 
cavities  full  of  fluid 
blood  ; loaded  with 
deposit  of  fat.  I.iver, 
kidneys  .-md  hraiu 
uiueh  eongested. 


Syncope. 


? Syneope. 

P.lf.  No  trace  of  or- 
ganic dise.asc  ; blood 
fluid  and  org.-ins 
generally  congested. 
When  heart  ceased 
beating  ventricles 
dil.atcd,  valves  quite 
healthy  ; no  fatty 
degeneration. 

Pai'alysis  of  1!. 

P.M.  Ileart  and  lungs 
found  to  be  e.vten- 
sively  diseiused.  This 
verdict  was  dis- 
puted as  I’.M.  took 
place  16  days  after 
death. 


P.JI.  Fatty  degenera- 
tion of  heart. 


’t  Syncope. 
P.M.  I ieart  feeble 
and  fatty. 


Failure  of  R. 

P.M.  appearances  nil. 


» 


Remarks. 


Patient  large,  stout, 
very  nmscnlar;  ab- 
domen prominent. 
Seemed  given  to 
drink.  Arens  sen- 
ilis ; P.  and  K. 
natural. 


Patient  a feeble  sub- 
ject. 


Patient  a tine  miiseii 
lar  man. 


Patient  in  excellent 
state  of  health,  (piiic 
fasting  before  ail 
ministration,  heart 
and  lungs  in  e.xcel- 
lent  state. 


Chloroform  used  of 
nnexee|itionable 
quality. 

Patient  said  to  be  vcr.v 
healthy. 


Patient  of  nervous 
temperament  and 

snITering  from  fatty 
degeneration  of. 

heart.  Chloroform 
given  verycautiously 
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1 

2 

3 

4 

6 

6 

7 

8 

8 

Reference. 

0) 

6c 

< 

« 

n 

Operation  and 
duration  of 
administration. 

Method  of 
administration . 

i*.  orR. 

Symptoms  occurring  under  anaesthetic. 

Assigned  cause  of 
death. 

Remarks. 

32 

29 

i<’ 

For  removal  of 
small  tumour 

Died  in  an  instant. 

? Syncope. 

60 

of  gum 
(?  epulis). 

33 

F 

For  reduction 

ji,  160  minims. 

I’.&R. 

Operation  commenced  and  twice  interrupted 

Rupture  of  stomach. 

Patient  corpulent. 

of  strangulated 

(1)  by  coughing,  and  (2)  by  vomiting.  At 

together  with  pre- 

greatly  exhausted. 

umbilical 

4 minutes  after  the  iiilialatioii  the  opera- 

vious  great  exhaus- 

had  vomited  for  6 

hernia. 

tion,  about  ^ completed,  was  stopped,  and 

tiou.  P.  and  R. 

days,  and  had  been 

11  minutes. 

patient  became  so  feeble  tluit  restorative 

failed  till  botli 

constipated  3 days. 

measures  were  used.  In  4 minutes  more. 

ceased.  Stomach 

Was  operated  on  for 

died. 

completely  strangu- 

strangulation  10 

M 

lated  and  ruptured 
in  the  peritoneal 
coat  and  back  of  the 
cardiac  pouch. 

years  before. 

34 

For  amputation 

r. 

Died  instantly.  P.  cctising  .and  face  be- 

Syncope. 

of  finger. 

coming  discoloured.  Artificial  R.  and 

P.M.  Lungs  un- 

M 

galvanism  tried  without  success. 

healthy,  heart  fatty. 

35 

For  fistula  in 

R. 

Convulsed.  Allowed  little  fresh  air,  CHCtj 

Apnoea  (probably) 

ano. 

again  given ; still  convul.sed,  suddeidy 

but  would  seem 

ceased  breathing,  usual  remedies  for  re- 

from  symptoms  to 

suscitation. 

have  been  syncope. 

36 

F 

1 dr. 

R. 

Head  was  observed  to  fall  on  oue  side,  and 

Syncope. 

A nervous  hysterical 

Handkerchief. 

the  breathing  ceased  suddenly. 

woman. 

37 

38 

39 

38 

F 

Vesico- vaginal 

Inhaler. 

p. 

Suddenly  seized  with  spasm  of  respiratory 

Syncope. 

Weak,  Irritable  and 

fistula. 

5iiss-iij. 

ami  other  muscles.  P.  failing  though 

P.M.  Heart  flabby 

nervous,  had  had  9 

heart  beating.  Artificial  R.,  galvanism  and 

and  fatty. 

children  and  1 mis- 

cold  affusions  used  in  vain. 

carriage  at  end  of 
3rd  month.  From 
cud  of  hist  confine- 
ment had  suffered 
from  incontinence 
of  urine. 

43 

F 

For  removal  of 

0))eratioii  skilfully  performed,  but  inscn.si- 

A 

tumour  at 

bility  prot  racted.  At  end  of  h hour  limbs 

M 

back  of  neck. 

moved  spasmodically,  ending  in  convul- 
sion and  death. 

? Syncope. 

41 

4l 

For  e.xcision 

1’. 

Pulse  became  feeble,  galvanism  and  other 

P.M.  Heart  fatty 

of  joint 

remedies  applied  for  J-  hour  with  uega- 

and  weak  in  struc- 

(right  arm). 

live  result. 

ture. 

42 

M 

43 

F 

For  fistula. 

2 dr. 

R.&  P. 

Patient  struggled  slightly.  After  o])eration 

Cessation  of  R.  ap- 

Patient  large  and  well 

7 minutes. 

consciousness  did  not  return,  and  R, 

parcntly,  but  medi- 

made, scorned  to  have 

became  slower,  and  ceased  in  3 minutes. 

cal  opinion  inclined 

no  lieart  disease,  but 

Measures  adopted  were  : cold  water  in  face 

to  rank  it  under 

snll'ered  occasionally 

sal  volatile,  galvanic  apparatus  ami  Mar- 

lieart  failure.  P.M. 

from  indigestion. 

shall  Hall's  method  to  procure  artificial  R. 

Heart  fatty,  flabby, 
and  deformed,  walls 

of  left  ventricle  very 
thick,  of  right  very 
thin;  liver  enlarged, 
pressing  upwards 
against  lungs. 
Lungs  very  small, 
gorged  with  blood, 
and  w i t li  black 

patclics,  showing 

death  from  cliloro- 

form. 

41 

16 

F 

For  operation 

(1)  By  inhaler, 

P. 

Before  complete  insensibility,  pupils  dilated 

Syncope.  Tlie  pulse 

Heart  considered 

on  liare  lip. 

with  no  elTect. 

rapidly,  patient  fell  back,  became  jiale 

wjusno^  felt  contimi- 

sound. 

5 inimitt's 

(2)  on  lint. 

and  lips  bluish.  Artificial  R.  tried  for  ^ 

ously  hut  Occasion 

Sitting  posture. 

(about). 

Pfilient  stated 

hour  with  no  efibet. 

ally.  Tlic  coroncr't 

in  chair. 

opinion  at  inquest 
wa.s  that  continuous 

watcliingof  P.might 
have  saved  life  of 
patient.  Tlic  ope- 
rator, Mr.  Gay,  con- 
sidered immediate 

i 

cause  of  doatli  to  be 
palsy  of  involuntary 
muscles  (see  letter, 
Ibid.  p.  678.) 
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1 

3 

8 

4 

5 

6 

7 

8 

9 

i 

a 

g 

o 

OS 

0$ 

60 

< 

H 

Oi 

CO 

Opcratiou  and 
duration  of 
administration. 

Method  of 
administration. 

P.  or  R. 

Symptoms  occurring  under  anaisthetic. 

Assigned  cause  of 
death. 

Remarks, 

45 

M 

For  passage  of 

4 ilrs. 

“The  reporter  thought  the  man  had  fainted  ; 

Syncope. 

Perfectly  healthy. 

catheter. 

it  was  not  the  usual  congestion.”  Died 
in  an  instant,  20  ozs.  of  blood  were  taken 
from  arm  a.s  chloroform  restorative. 

46 

30 

I’ 

Extraction  of 

After  6 or  8 teeth  had  been  c.xtractcd 

Syncope. 

Sitting  up. 

teeth. 

patient  ceased  stru^yliug — whole  system 

Inquest  and  P.M.  held 

became  relaxed  and  appearance  dcatb-like. 

but  result  not 

Efforts  for  resuscitation  made  for  3 hours 
which  proved  unavailing. 

known. 

47 

21 

M 

For  removal 

Towel. 

K. 

I’rofuse  luemorrliage  ; 1!.  became  very  low. 

“Apmea  from  ollocts 

of  tuuionr 

Aililicial  K.  rc.sortcd  lo  (Sylvester’s  me- 

of  CHCl  j and  loss  of 

alTecting  nasal 

tbod)  succeeding  for  a wbile,  but  in  2 3 

blood.” 

region. 

minutes  respiration  ceased  entirely. 

P.M.  Heart  and  lungs 

9 minutes. 

healthy;  lungs 
gorged  with  blood  in 
patches,  fluid  blood 
on  both  sides  of  heart. 

Liver  and  kidneys 
gave  signs  of  death 
from  sulfoeation. 

48 

2S» 

K 

For  removal 
of  tumour 
of  urethra. 

Avulsion  of 

“ Died  from  the  effects 
of  the  vapour.” 

A question  arose  as  to 
tlie  quantity  admin- 
istered to  patient  on 
a simil.'ir  occasion 
two  years  before,  and 
tlic  abseiiec  of  books 
of  rcfereiiec  in  sucli 
cases  ill  the  liosjiital. 
The  jury  expressed 
an  opinion  that  pro- 
per case  liooks  for 
rel'erencc  should  bo 
kept  in  the  hospital. 

43 

56 

M 

Fatty  di'geiicratiou  of 

great  toe-nail. 

heart. 

60 

K 

For  i-.xtraction 

Napkin. 

I’.&K. 

Only  sligliily  under;  after  operation  face 

Syncope. 

Sitting  iiosture.  When 

of  tooth. 

became  livid,  jaws  clenclied  ; brealliing 

c.xamiueil  before- 

arrested ; patient  died. 

hand,  no  trace  of 
heart  diseaHo. 

81 

u 

.11 

.Vmputatiou  of 

Napkin. 

r. 

Patient  never  fully  aua’Stlietised,  during 

Shock.  Doubtful 

Nothing  ill  slate  of 

leg. 

ojieration  screamed  out  ; tlieii  signs  ol 

whether  C 11  C l;j 

heart  aiqiearcd  to 

failing  eireulatioii  came  on,  and  deatli 

e.xerted  any  iiillu- 

forbid  use  of  chloro- 

ensued  in  fo  minutes.  Metliods  resorted 

cucu. 

form. 

to  were  cold  allusions,  aiiimunia,  drawing 

I’.BI.  Heart  healthy. 

forward  tongue,  aililicial  K.  and  galvan- 

Lungs  congested. 

ism. 

Brain  very  large 
and  well  deviloped 
(6U’81>oz.  avd.) 

5? 

24 

M 

Kenioval  of 

Snow’s  inhaliT. 

P. 

P.  suddenly  became  imperceptible.  Pupils 

Syiieope. 

Patient  lieiiltbv  look- 

hone  l i oui 

40  uiiniins. 

not  dilated  and  brcjitliing  natural.  In- 

1’.  M.  Both  lungs 

ing.  By  examina- 

right  foot. 

baler  removed.  1!.  became  deep  ami  sob- 

bealtliy,  right  more 

tion  notliiiig  to  con- 

2 to  3 nihiutes. 

biiig,  ami  tongue  iirolniclcd  between  teelb. 

congested  tlian 

tiaiiidieate  use  of 

No  return  of  l’.,but  K.conrinucd  i niiimU' 

left.  Ventricles 

CHCla- 

after  P.  ceased.  Kestorative  measures 

C()ntractu<l  a nd 

were : —Cold  douche,  hraudy  injection  j)cr 

empty,  auricles  with 

rectum,  solution  of  ainnioiiia  on  lint  to 

blood  valves  and 

nostrils,  galvanism  (forceps  not  needed 

muscular  tissue 

lus  tongue  did  not  fall  baokj,  artilicial  11. 

lieallliv.  By  micro- 

for  ball-liour. 

seopiral  e.xamiiia- 
tioii,  ultimate  libres 
free  from  oil  glo- 
liulcs  ami  striic  well 
marked.  AValls  of 
leftvciitrielesligblly 
bypiTtropbied  with- 
ontdilalation.  Aorta 

53 

33 

M 

For  canter isa- 

Inhaler. 

P. 

After  inbal.’ition  of  first  dose,  liolding  bis 

healthy. 

tioii  of  sloui;h- 

2 (Irs.  ill  sepa- 

breath  and  tr3*in;;  to  avoid  the  vapour 

Syncoxio. 

Patient  Iicalthy-look- 

ing  sore  on 

rate  doses  of 

(wliieli  was  diluted  lioweveij  .so  lliat  much 

P.M.  Heart  of  nor- 

ing.  Chloidforra 

penis. 

1 dr.  each. 

was  wasted.  After  lie  had  spat  second 

mill  size,  ventricles 

given  by  bis  own 

doso  given,  Imt  he  .struggled  so  much  that 

partially  dilated.aiid 

desire. 

P.  could  not  be  watched  eontinuou.sly. 

both  with  fluid 

.‘suddenly  pupils  became  widely  dilated 

blood.  No  valvular 

and  P.  cca-sed.  On  removal  of  inlialer  be 

disease.  No  fatty 

drew  deeji  gasping  breaths  for  i minute. 
Restorative  mctisures : cold  splasliings. 

degeneration. 

Marshall  Hall's  method  of  artificial  R.,  and 
after  by  Sylvester’s  method,  br.indy  injec- 
tion, galvanism,  friction. 

1 

1 
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1 

2 

3 

4 

S 

6 

7 

8 

B 

Reference. 

O 

bl 

< 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  under  anatsthetic. 

Assigned  cause  of 
death. 

Bemarks. 

.54 

M 

For  amputation 

Sponge. 

Died  5 minutes  after  untoward  symptoms 

P.5L  Lungs  and 

Had  taken  CHCI, 

of  leg'  for  gun- 

J oz. 

set  in. 

heart  quite  healthy. 

in  larger  quantity 

shot  tvoumi. 
16  minutes. 

before. 

.‘io 

1.3 

51 

Syncope. 

6h 

2 

For  removal 

On  lint. 

of  finger. 
6 minutes. 

30  drops. 

o7 

For  reduction 

P. 

After  the  reduction  was  completed  it  was 

.Syncope. 

of  luxation  of 

perceived  tluit  the  1’.  at  the  wrist  was 

No  P.5f.  permitted. 

licad  of 

gone.  All  the  usual  uicaus  resorted  to 

liumcrus. 

ill  vain. 

58 

M 

Cataract. 

Operation  had  just  been  completed  when 

Syncope. 

Had  tw  i 0 e bet-  re 

patient  was  observed  to  cliango  colour,  and 

P.5I.  The  lieart  was 

been  under  CIICI3 

in  spite  of  the  use  of  galvanism  and  other 

found  in  a very  soft 

without  bad  elfect. 

nervous  stimuli  he  expired. 

and  fatty  condition. 
No  morbid  sound 
had  been  heard  pre- 
viously by  ausculta- 
tion. 

69 

E 

For  extraction 

Upon  napkin. 

P. 

After  extraction  of  tooth  there  was  pocu- 

Probably  syncope 

Sitting  up.  The  pa 

of  tooth. 

50  minims  in 

liaritv  in  1{.  whicli  almost  at  once  ceased 

characterised  by 

tient  had  taken  a 

two  doses. 

and  on  feeliug  at  wrist  there  was  no  P. 

spasm  of  left  side 

larger  dose  of  chlo- 

Artificial  K.  without  effect. 

of  heart. 

reform  on  a previous 

I'.5I.  Notliing  ah- 

occasion  with  no  ill 

■ 

normal.  Left  ven- 
tricle of  heart  firmly 
contracted,  and  ca- 
vities on  left  side 
empty;  on  right  side 
auricle  and  ventricle 

cllect. 

moderately  distend- 
ed, and  there  was  no 

60 

M 

For  avulsion 

Handkerchief. 

? 

clot. 

Patient  an  apparently 

of  nail. 

healthy  man. 

61 

u, 

.51 

To  facilitate 

i>.  A i;. 

I/ips  became  blue,  jugulars  distended.  P.and 

Syncope. 

W'as  siifTcriug  from 

ciitlieterising. 

K.  ceased.  Fingers  passed  down  epiglottis, 

No  P.51.  account  fui'- 

oedema  and  albumin- 

2 or  3 minutes. 

deep  iiis]>irati(m,  vein  of  neck  o])ened  and 

nished. 

nria  following  scar- 

1 <)/,.  Iilood  let,  llicn  another  iiispiralion. 
Traclicotomy,  artificial  K.,  stimulation  of 
diapliragm  liy  indiictiou  apparatus,  cold 
alfiisions,  electricity  to  region  of  licart  and 
acupuncture  of  heart.  Tliese  measures 
revived  action  of  Iiciirt  for  sliort  wliile  but 
it  soou  ceased. 

latiua. 

02 

03 

1 1 

M 

Lithotomy. 

I'.&R. 

P.  and  K.  ceased  at  same  moment. 

64 

51 

For  reduction 

1 dr. 

p. 

P.  suddenly  ceased  beating,  and  in  a moment 

Patient  strong  and 

of  dislocated 

patient  w'as  dead. 

healthy.  Was  said 

thumb. 

to  have  been  com- 

3 or  4 minutes. 

])elled  to  take  CUClj 
against  his  will. 

65 

Id 

51 

For  removal  of 

2 to  3 dr. 

? 

P.5I.  Rigid  side  of 

necrosed  bone 

heart  loaded  with 

from  stump  of 

dark-colonrcd  blood. 

amputated 

and  lungs  highly 

thigh. 

congested. 

66 

20 

F 

For  extraction 

Sponge. 

After  inhaling  first  two  portions,  three  teeth 

Syncope. 

Sitting  posture.  Had 

of  teeth. 

1 dr.  (in  three 

extraeted.  Consciousness  not  lo.st.  Ke- 

taken  CHCI3  for 

portions). 

inainder  tlien  given.  Remaining  teeth  ex- 

extraotiou  of  6 teeth 

traeted.  .Sudden  pallor  : R.  eeased,  then 

3 days  previously. 

1’.  Congestion  of  eai)illaries  aliont  neck  and 
upper  portion  of  ctiest ; inipils  dilated. 
5Ieasures  adopted  were ; K.xlernal  stimula- 
tion, arlifieial  K.  and  galvanism  for  j hour 
with  no  effeet. 

or 

51 

p. 

Syncope. 

68 

a 

F 

For  strabismus. 

drs. 

R. 

Insensil)le  and  pulsolcss  ; breatlied  heavily 

Cessation  of  R. 

at  intervals.  Pupils  dilated  and  R.  ceased. 
ArtifKual  K.  resorted  to,  but  death  took 
place  in  two  hours. 

09 

H 

5t 

For  strabismus. 

Died  before  commencement  of  operation. 

70 

51 

For  operation 

r 

Inhalation  of  chloro- 

about  thigh. 

form. 

Reference. 
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2 

3 

4 

5 

6 

7 

8 

9 

< 

c/; 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  nnder  anieathetic. 

Assigned  cause  of 
death. 

Remarks, 

35 

M 

For  removal  of 

Towel  cone  i 

l’.&  R. 

After  liaving  passed  into  second  st.age,  sud- 

.Syncope.  Ptiralysis 

Had  twice  before  taken 

liiraturi^  after 

1 dr. 

denlv  beciime  stertorous,  underwent  s])asm 

of  he, art. 

CIICI3  for  removal 

removal  of  dis- 

(opistbotonic)  for  about  1 minute,  and 

I’.M.  Kidney  congested 

of  testicles,  large 

cased  testicle. 

ceased  to  breathe.  Efforts  to  restore 

measured  7 indies 

do.ses,  2 oz.  and  l^oz. 

i 

5 to  7 minutes. 

action  of  lieart  and  lungs  failed.  Means 

in  length  by  4 ir 

Oil  second  orcasiou 

emplo>ed  were  : Cold  afYusion,  drawiii”' 

wi<ltli»  rosombiiu" 

was  snfi’ering  from 

out  tongue,  artificial  R.,  ammonia  to  nos 

lari**er  red  kidney 

“ Dengue.” 

trils  and  heart,  galvanism. 

d(‘scribed  by  Bright. 
Sliglit  .accumulation 
of  fat  over  perictir- 
diiim  and  on  surface 
of  hetirt.  Itrain 

1 

(iffusion  between 

dura  and  i>ia  mater, 
and  hetwtam  latter 
and  arachnoid  Ces- 
sation of  lieart’s  ac- 
tion may  have  been 
caustui  (1)  by  con- 
vulsion causing  ef- 
fusion on  brain — 
convulsion  due  to 
blood  charged  with 
excremen  titious 

matter  ; (2)  over- 
loaded blood  charged 
with  CIICI3  acting- 
on  heart. 

40 

F 

Examination 

2 dr. 

? R. 

Before  examination  could  be  made,  patient 

P.M.  Heart,  liver. 

Patient  was  stout. 

1 

of  injury  to 

ceased  breatliiug  ami  died. 

and  kidneys  some- 

(liloroforiii  was  fare- 

elbow. 

what  fatly,  I.nngs 
“ liypostatie.” 

? Hypostatic  conges- 
tion. 

fully  admini.stered. 

3fi 

For  operation 

•Silk 

R. 

Vomited  ; fluid  sucked  into  windpipe  (ap- 

Asphyxia. 

for  straiii'ulaltMl 

lifiinJkercliief. 

parently),  struggled,  and  turned  black  in 

inguinal  berni,i. 

U drs. 

face.  IN)sition  of  i)atient  chani>ed,  am- 

25  iniinitos 

monia  and  other  restoratives  given,  but 

(about). 

death  took  place  in  very  sliort  time  (“less 
than  2 minutes,”  according  to  one  account). 

15 

For  operation 

V. 

After  completion  of  operation,  P.  suddenly 

Syncope. 

on  knee  joint. 

ceased  to  beat.  Artificial  R.  for  an  hour 
and  otlier  means  employed  without  effect. 

59 

M 

Lithotomy. 

Napkin  folded 

C)pcrution  just  bci»iin,  for  wliicli  little  more 

conically. 

CHt'lj  given.  Patient  made  one  or 

More  titan 

two  R.s  when  condition  became  critical. 

1 dr. 

Measures  adopted  were : Cold  affusions, 
spanking,  striking  chest,  pressing  abdo- 
men, laryngotomy  for  artificial  K.  All 
with  no  avail. 

46 

M 

For  eire.um- 

Towel. 

I’.&  R. 

Lividity  ; cessation  of  P.  and  K.  Measures 

? Svneope. 

On  last  admission 

cision  for 

adopted  were  : Drawing  forward  tongue. 

P.M.  Heart  : 1 .3j  oz.. 

presented  usual  ap- 

ulcer  on 

artificial  R.  (Marshall  Hall’s  method)  for 

wails  bloodless. 

pearance  of  having 

prepuco 

Ij  hours,  ammonia  to  nostrils,  galvanism 

tissue  easily  torn. 

been  on  (ltdjnucli. 

F 

through  thorax  and  other  parts. 

fatty  degeneration; 
lungs  intensely  con- 
gested ; liver  fatty  ; 
kidneys  congested  ; 
brain  : effusion  of 
of  blood  on  dura 
mater,  little  serum 
in  lateral  ventricle. 

19 

For  removal  of 

In  compress 

It. 

Exhibited  symptoms  of  asphyxia.  Restora 

As])hy  xia. 

Patient  had  taken 

warts  about 

(quantity 

tive  efforts  used  unremittingly  witliout 

CIICI3  Miccess- 

17 

M 

vulva. 

A minute. 

Removal  of 

small). 

success. 

1 fully  three  weeks 
liefore  for  same 
' operation. 

P. 

I’atient  seized  with  violent  excitement. 

Syncope.  Sf.  Broca 

Patient  found  to 

cystic  Imiiour 

while  larg-e  vein  at  Itottom  of  evst  pourcil 

thought  that  air  in 

have  iM'en  subject 

of  neck. 

forth  much  blood.  Deligation  of  vein 

veins  caused  death, 

to  epilepsy. 

difficult  hecaust!  of  convulsions,  but  vessel 

but  this  not  con- 

having  been  secured  and  wound  being 
dressed,  and  chloroform  removed  some 

firmed  Ity  I’JI. 

minutes,  P.  at  wrist  stopped  and  patient 
died  after  artifieial  R.  for  Ij  hour. 

1 

R«ferenee. 


Il8 


80  65 

81 

82  28 


83  12 


I 


84  53 

85  26 


86 


87 


88 

SH- 

OO 

92 

93 


94 


96 

97 


98 
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SliKlES  B. 

DEATHS  UNDEK  CHLOEOFORM. 

Cases  between  1860  and  1891  feom  Published  Recoeds  {continued). 


3 

4 

5 

6 

7 

8 

9 

H 

CC 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  under  anasthetie. 

Assigned  cause 
of  death. 

Remarks. 

M 

Foi’  ligature  of 
extornal  iliac 
artery  for 
traumatic 
femoral 
aneurism. 

Cancer  of  colon. 

Napkin, 

P. 

P.  at  wrist  suddenly  imperceptible,  K. 
feeble,  face  purplish.  Measures  adopted 
were  drawing  forward  tongue,  cold 
affusions,  ammonia  to  nostrils,  electricity' 
and  .artificial  K.  with  no  avail.  He, art’s 
action  seemed  to  have  stopped  before.  R. 
entirely  ceased. 

? Syncope. 

P.M.  Blood  in  veins 
.and  in  heart  quite 
fluid,  almost  black. 
Many  bleeding 

points  in  section  of 
brain  .and  mcdnlla 
oblongata.  Pia 

mater  congested. 
Other  appearances 
healthy. 

P.M.  “ Cancer  of 
colon,  chloroform, 
ileus,  &c.” 

Extraction  of 
teeth. 

After  operation  patient  rallied  for  a while 
and  then  expired. 

Syncope. 

Sitting  posture. 

M 

Amputation  of 
finger. 

llaiidkerchief. 
1 dr. 

In  3 doses  of 
20  minims. 

P. 

Became  violently  convulsed  and  P.  ceased. 

Syncope. 

Convulsions.  Fatty  de- 
generation of  heart. 
P.M.  Tubercle  at 
base  of  brain.  Heart 
soft  and  fatty.  Liver 
heavy  and  soft. 

K 

Operation  for 
necrosis  of 
lower  end  of 
tibia. 

Folded  towel. 
1 oz. 

P. 

Deadly  p.allor ; twitching  of  muscles  about 
month;  eyes  rolling  up;  pupils  dilated; 
hi'cathiug  at(U'torous;  P.  at  wrist  imper- 
cejitihle.  Measures  adopted  wore — draw- 
ing forw,ard  tongue,  applying  ammonia  to 
nostrils,  pouring  whiskey  down  throat,  cold 
affusions.  As  heart’s  acti(m  couhl  not  he 
heard  artificial  It.  ;Marshall  Hall’s  method) 
employed,  with  no  eifect. 

Syncope. 

P.M.  Heart  healthy  in 
texture,  blood  both 
sides,  with  few  clots 
on  each  ; right  ven- 
tricle soft  and  fl.ac- 
cid,  left,  rigidly  con- 
tracted. I.ungs  con- 
gested, right  with 
black  blood.  At  in- 
quest most  searching 
enquiry  made. 

Had  taken  CHCI, 
(lioz.used)  four  days 
earlier  for  explora- 
tion of  sinuses.  No 
untoward  effects. 

M 

M 

Tying  vessels 
in  cut  hand. 

P. 

P.  nearly  imperceptihle  ; lips  palp ; f.ace 
livid;  R.  distinct  though  irregnl.ar.  Tra- 
cheotomy performed.  Artificial  R.  set  up; 
result  2 or  3 harried  Rs„  hut  no  return  of 
breathing  or  circul.ation.  Artificial  R. 
kej)t  up  ^ hour. 

“ Chloroform.”  P.M. 
'i  Syncope. 

“Very  violent  spastic 
(mntraction  of  heart 
in  subject  weakened 
by  loss  of  blood.” 

Hand  had  been  cut 
with  piece  of  broken 
porcelain,  had  been 
much  h.Tcmorrhago 
and  patient  very 
ausemic. 

F 

Teeth  extrac- 
tion. 

Secondary 
operation  on 
eye. 

Operation  on 
eye. 

No  inquest,  coroner 
being  satisfied  that 
CHClg  had  been 
administered  pro- 
perly. 

No  inquest,  coroner 
ireing  satisfied  that 
CHC1;^  bad  been 
administered  pro- 
perly. 

“ Sitttiug  up." 

F 

Extraction  of 
teeth. 

For  fistula. 

Sponge. 

2 dr.  (hardly 
used ). 

? 

After  .3  or  4 Inspirations  R.  cea.sed ; no  P. 
Artificial  R.  and  stimulating  .applications 
to  heart  and  extremities  to  no  effect;  1 or  2 
inspirations  after  bad  symptoms  a))pcared. 

No  P.M.  allowed. 

Removal  of 
loft  eye-hall. 

? P. 

? Syncope. 

P.M.  showed  heart 
very  disp:ised. 

No  symptoms  of  hea.'i 
disease  luscertalued 
before  administra- 
tion of  Chloroform. 

Surgical 

operation. 

Diseased  state  of 
heart. 

CHCIs  given  with 
duo  precautions. 

The  Lancet  Clinical  Report. 
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1 EATH8  LEijEK  CHBOKOEORM. 

Cases  between  1860  and  1891  fbom  Published  Recoeds  {continued). 


99 


38  i 


Operation  and 
duration  of 
administration. 


100 


101 


40  M 


102 


33'K 


For  haemor- 
rhoid.s  witli 
external  stran- 
gulation of 
prolapsed 
rectum. 


For  diseased 
bone  in  leg- 
(3  minutes). 


Amputation  of 
thigh  for  in- 
flammation of 
knee-joiut. 


Method  of 
administration. 


Napkin. 
2 dr. 


c 


P.orR, 


Towel. 


Symptoms  occurring  under  an»sthetic. 


Extraction  of 
stumps  of 
teeth. 


103 


52  1 


106  50  M 


IOC 


107 


108 


109 


30  ] 


40  1 


For  applying 
nitric,  acid  to 
wounds  of 
tumours  on 
knee. 


Castration 
(3  to  4 minutes). 


Amputation  of 
portion  of  hand. 


Reduction  of 
dislocation  of 
head  of 
humerus. 
Reduction  of 
dislocation  of 
hip 

(20  miuutes). 


Skinner's 
inhaler. 
2 dr. 


On  lint. 

16  to  20  drops. 


Handkerchief. 
2 dr. 


Sponge. 


Handkerchief. 
2 dr. 


Face  somewhat  livid,  hut  P.  and  R.  good,  so 
operation  about  to  bo  begun.  Turned  on 
right  side  ; ceased  breathing  ; P.  Iioth  at 
wrist  and  carotids  imperceptihie ; face  dark 
livid.  Placed  on  hack,  head  lowered,  cold 
atfusious  caused  four  long  full  asi)irations, 
but  no  return  of  circulation.  Artitici.-il  K. 
withdrawing  tongue  and  elevating  ejn- 
glottis. 


P,  Had  not  inhaled  more  than  3 minutes  when 
1*.  ceased  and  death  ensued. 


P.&  R,  Operation  performed,  breathing  good,  P. 

strong-.  In  3 or  4 miuutes  teeth  bt^came 
clenehed,  R.  stertorous,  P.  small,  .skin 
with  clammy  perspiration.  Measures 
adopted  were  forcing-  open  jaws,  drawing- 
out  tongne,  artificial  R.  stimulants,  but 
p.atient  died  10  minutes  after  first  alarm- 
ing symptoms. 


After  8 or  9 teeth  had  been  removed,  livid 
e.\pi-(!ssion  came  over  patient's  face,  and 
she  seemed  sinking-.  All  usual  means 
used  for  resuscitation — such  as  galvanism, 
stimulants,  .artificial  U,  &c. 


P.atient  died  instantly  without  warning, 
immediately  after  muscular  action. 
Measures  resorted  to  were  artificial  R. 
(Marshall  Hall’s  method,  and  Sylvester’s 
method)  and  gah  auism.  The  last  caused 
diaphragm  to  act  twice  with  2 inspira- 
tions ; but  no  further  signs  of  life  re- 
turned. 

After  the  first  dose  of  20  drops  had  been 
given  and  another  was  about  to  be  ad- 
ministered P.  ceased.  Restorative  mea 
snres  instantly  resorted  to  were  ; — 
Ammonia,  electricity,  Sylvester’s  method 
of  artificial  K.,  Plilehotoniy  on  elbow 
(from  which  1 oz.  dark  red  blood  flowed). 
Meanwhile  hypostatic  congestion  set  up 
along  back  and  sides. 


r. 


l’.&  R, 


p. 


P.  suddenly  subsided,  extreme  pallor. 
Patient  was  given  sherry,  and  other 
means  adopted. 


After  6 inspirations  breathing-  became 
diflficult  and  stertorous.  P.  ceased.  Artifl- 
cial  K.  and  other  means  tried,  but  death 
shortly  took  ))lace. 

Immediately  the  dislocation  was  reduced 
face  became  livid  and  death  took  i)lace. 
All  means  employed  for  resuscitation. 

During  operation  P,  failed  and  patient 
died  at  once. 


Assigned  cause  of 
death. 


“ From  sudden  spas- 
modic contraction  of 
heart,  continuing 
till  life  extinct,  this 
being  elTect  of 
CIICI3  on  ganglionic 
nervous  .system." 

P.51.  \'enous  conges- 
t i o n of  brain, 
choroid  plexus  con- 
gested. 

Paralysis  of  heart. 
Death  attributed 
largely  to  effect  of 
fear. 


P.5I.  All  organs 
healthy,  hut  pale 
from  want  of  blood. 
Diseased  joint  ex- 
amined ; synovial 
membrane  con- 
verted into  gelatin- 
ous mass.  Heads  of 
tibia  and  fibula 
completely  de- 
stroyed and  bones 
roughened. 

Death  from  a stale 
of  brain  induced  by 
inhalation  of  chlo- 
roform, “ in  refer- 
ence to  u'hich  more 
than  usual  precau- 
tions had  been 
taken." 

P.5I.  “Disease  of  heart  : 
chloroform." 
Syncope.  No  P.5I. 
allowed. 


Remarks. 


Heart  and  lungs  were 
carefully  examined 
before  ailministia- 
tion  ; was  nervous 
about  taking  CHCl-j. 


Syncope.  P.BI.  Fluid 
black  blood  from 
preliminary  incision 
and  from  vessels  of 
brain.  Dura  mater 
adherent  to  calvaria 
and  pia  mater,  and 
arachnoid  of  opaque 
white  colour.  Heart 
little  larger  than 
usual,  with  little 
more  fat  than  nor- 
mal, and  little  fluid 
bl(X)d  of  dark  red 
colour  in  chambers. 

Action  of  chloroform 
on  weak  heart. 

? Syncope.  P.M. En- 
larged heart  with 
thin  muscular  walls. 

“ Paralysis  of  heart  ’’ 
(probably). 


? Asphyxia.  Patient 
was  reported  by  his 
physician  to  have 
died  of  ttpoplexy. 

? Syncope, 


Patient  was  suffer 
ing  from  a luniimr 
011  each  knee  the 
size  of  an  orange, 
originally  inflamed 
bursae. 


Nothing  before  ad 
minisiiiitiou  to  con- 
tni-iudicute  me  of 
chloroform. 
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Series  B. 

DEATHS  UNDEK  CHLOllOEOKM. 

Cases  between  1850  and  1801  from  Published  Kecords  {continued). 


110 


111 


112 


Operation  and 
dural  iiin  ol 
administration, 


Exti-action  of 
teeth. 


Amputation 
of  les>'. 

Extraction  of 
teeth. 


Amputation 
of  finu:er. 


K For  relief  of 
prolapsus  uteri 


30  I 


.37  M 


Method  of 
administration. 


Quantity 

small. 


P.  orR, 


U. 


P. 


Symptoms  occurring  under  ansesthetic. 


When  extraction  of  teeth  over,  patient 
stopped  bi’cathing  ; was  laid  on  floor  and 
artilicial  K.  tried  with  no  avail. 

Patient  died  about  a m inute  after  CHCI3 
had  been  given. 

“After  extraction  of  teeth  ” patient  went  into 
spasm  or  convulsion,  and  limbs  became 
rigid.  Was  placed  on  lounge;  reclining; 
whole  muscular  system  relaxed,  P.  ceased 
and  after  gasping  a few  times  suddenly 
died.  Diligent  but  unsuccessful  attempts 
at  resuscitation. 


8 


Assigned  cause  of 
death. 


120 


Removal  of 
malipfiiant 
fungoid 
growths  from 
gums  and 
lower  jaw  by 
galvanic 
cautery 
(13  minutes). 


For  enries  of 
'ankle  joint, 
preparing  for 
ain]iutation. 


For 

hamiorrlioids. 


On  wrist. 


Lint  cone. 


Skinner’s 
flannel  mask. 


Folded  towel. 


P. 


P. 


P.  &R. 


P.  stopped  suddenly  and  all  efforts  to  restore 
animation  unavailing. 


On  the  third  introduction  of  the  heated  wire 
patient  instantaneously  expired.  Battery 
at  work  applied  to  chest ; mouth  to  moutli 
insnfllation  and  Silvester’s  method  tried 
with  no  ellect. 


One  minute  after  first  inspiration  convulsive 
movement  of  extremities.  CHCh)  re- 
moved, head  declined.  Alter  4 or  6 con- 
vulsive insiiirations  ceased  breathing;  face 
livid;  pupils  dilated  : eyes  and  jaws  open ; 
heart’s  action  maintained  for  40  minutes. 

When  everything  ready  for  operation,  paticut 
d led. 


? Syncope. 


' “ Nervous  shock  or 
CHCI3,  or  both  com- 
bined." 


P.M.  Ueart  ; right 
auricle  fatty? 
Spleen  ruptured 
and  blood  in  peri- 
toneum. 


P.M.  Nil,  except 
slightly  flabby  heart. 


P.M.  Heart  diseased, 
but  no  particulars 
given. 


P.M.  appearances  nil, 
except  large  and 
flabby  heart. 

Syncope,  probably 
secondary  to  me- 
chanical interference 
with  respiration. 

P.  M.  Large 
goitre  on  neck ; 
bloody  mucus  occu- 
pying larynx  and 
trachea  ; heart  ca- 
vities all  empty  ; 
lungs  pallid  and 
emphysematous. 


Remarks. 


? Syncope. 


? Syncope. 

P.M.  Heart  exceed- 
ingly fatty.  Liver 
far  advanced  in  cir- 
rhosis. Spleen  with 
multiple  abscesses. 


Sitting  posture.  Had 
already  taken  CHCI3 
twice  at  the  same 
sitting. 


Sitting  posture.  Pa- 
tient was  advised 
to  do  without  CHCI3 
but  insisted  upon 
CllCbj  or  ether, 
being  given. 

I’atient  very  nervous. 
Usual  precautions 
taken,  and  heart 
found  normal,  but 
if  fatty  degeneration 
as  st.ated  by  medical 
witness  careful  ex- 
amination would 
have  detected  it. 
Death  might  have 
happened  from  i m- 
pure  CHCI3.  'The 
reporter  insists  that 
it  would  have  been 
discovered  whether 
impure  CHCI3 
caused  the  death, 
by  applie.ation  of  the 
acid  test. 

Death  might  have 
happened  from  im- 
pure CHCI3.  The 
reporter  insists  that 
it  could  have  been 
discovered  whether 
impure  CHCI3 
caused  the  deaths, 
by  application  of 
the  acid  test. 


CHCI3  pure. 


AuaunlC. 


Had  been  suffering 
from  variety  of  sym- 
IitouiH  referable  to 
iutemporatc  habits. 


Had  on  two  recent 
occasions  undergone 
same  treatment. 


Reference. 


I2I 


1 2 


be 

<1 


12] 


30 


122  21 

123 
121  14 


125  2C 


123  08 

127  42 

128  22 


129  j 

130 

131  0 

132 
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DEATHS  UNDER  CHLOROFORM. 

Cases  between  1860  and  1891  eeom  Published  Records  {continued). 


3 

4 

6 

6 

7 

8 

a 

M 

(12 

Operation  and 
duration  of 
administr.ition. 

Method  of 
administration. 

P.  or  R. 

Symptoms  occurring  nnder  anaisthetie. 

Assigned  cause  of 
death. 

Remarks, 

M 

For  diseased 

On  lint. 

When  only  partially  under  influence  of 

? Syncope. 

No  symploiiis  during 

bone. 

1 dr. 

anaistlietic,  death  suddenly  look  place. 

P.M.  Degeneration  of 

lifeof  cardiac  disease 

Every  means  for  resuscitation  useil  tvith- 

muscular  fibre  of 

or  clue  to  cause  of 

out  avail.  Tongue  drawn  forward  ; arti- 

heart,  endocarditis 

heart  disease. 

ficial  1{.  : galvanic  buttery  over  heart  and 

shown  by  rougln-n- 

neck  and  diaphragm.  .Irtilicial  R.  for 

ing  of  mitral  and 

h hour.  Right  jugular  vein  also  opened. 

aortic  valves.  Gene- 
ral congestion  of 

viircera. 

11 

Rodnetion  of 
dislocated  lii]) 
(20  uiinntes). 

2 dr. 

P. 

P.  failed  and  patient  died  immediately. 

Syncope. 

F 

Extraction  of 

Sitting  posture. 

teeth. 

.11 

For  necrosis 

P.&  i’. 

Operation  was  commenced  when  patient 

Syncope. 

of  tibia. 

was  seized  with  vomiting.  lireathiiig 

P.JI.  appearances  nil. 

ceased  and  P.  became  imperceplible.  Usual 

except  enlarged 

lueasim's  takuu  for  resuscitation. 

liver. 

M 

Insertion  of 

0 1 lint. 

P.A  P. 

K.  ceased.  Face  pale  at  first  and  sbortlv  be- 

Sym-oiie. 

The  commi-ncing  fattv 

drainage  tube 

1 dr. 

came  liviil.  Arlilicial  K.  (.-Silvester’s 

P.M.  Lungs  dark  red 

degenera  tion  of  heart 

in  thii(h  for 

method),  tongue  pulled  forward,  and 

ami  large  bronchial 

sudicieiit  to  account 

disease  of  neck 

battery. 

tubes  full  of  thin  fro- 

for  chloroform  being 

of  femur. 

thy  fluid.  No  clot  in 
pulmonar.v  arteries : 
heart  lai-ge,  with 
only  shred  of  de- 
colourised clot  in 
left  ventricle.  Wall 
of  left  veutricle 
thickcr  than  natural 
and  cavities  gene- 
rally large.  Heart 
14oz.  Bits  of  wall 
of  left  veutricle 
showed  granular 

degeneration  ; 
stria-  obliterated. 
Endocarilitis  on 

aortic  valves. 

fatal. 

11 

Amputation  of 

1 dr. 

P. 

.Suddenly  became  rigid  and  P.  stopped. 

? Syncope. 

foot. 

(about). 

Ev(-ry  e.vertiou  made  for  restoration  ; arti- 

ficdal  K.  for  J hour  with  no  avail. 

M 

To  quiet 

P. 

After  few  inspirations  P.  ceased.  Artificial 

? Syncope. 

tetanic  spasms 

R.  and  drawing  out  tongue  resorted  to. 

after  fracture 

Soon  circulation  and  R.  restored  ; but  after 

of  both  lescs. 

being  put  to  bed  R.  cea.sed  and  life  la-came 
e.xtiuct. 

F 

Ovariotomy. 

On  towel. 

Patient  vomited  suddenly  and  profusclv. 

? Inhalation  of  chlo- 

Patient  thin  and  ema- 

Immediately  eyes  opened,  pupils  pn-ter- 

roforiu  cjiusing’  syn- 

dated. 

naturall.v  dilated,  face  laa-atm-  pallid  and 

co])e ; but  in  this 

R.afl'ectcd.  Measures  adopted  were;  Arti- 

<-as(-  great  doubt  as 

ficial  R.  and  pulling  forward  of  tongm-. 

to  whi-ther  syncope 

Deep  sqioutam-ous  R.  several  tiiiu-s  in  sue- 

was  not  cau.si-d  by 

cession,  but  di-ath  follow(-d  on  a s(-cond 

operation  itself  (see 

collapse. 

L.  25  Feb.  1870, 
lip.  297-299). 

P.M.  No  diseased  con- 

ditions  in  bead  or 
chest,  or  elsewliere. 
Ovarian  tumour  free 

from  peritoneal  ad- 
hesions. 

F 

For  opening  of 

3 dr. 

whitlow. 

F 

Removal  of 

(1)  Coil  of 

Suddenly  tainted,  and  despite  all  efforts 

Direct  poisoning  of 

epithelioma  of 

pallet- ; 

made  for  a long  time  never  breathed 

nervous  centres  by 

F 

tongue. 

(2)  napkin. 

a*«ain. 

CHCla. 

For  eouvergent 

2 dr. 

Oiieration  pet-formed  while  patient  not  fully 

strabismus  of 

under  CHChj.  Patient  was  restless; 

left  eye. 

shortly  after  operation  cea.sed  breathing. 
All  elforts  to  restore  R.  futile. 

M 

Amputation  of 

P. 

P.  became  w(-ak  ; R.  ceased,  and  after  one  or 

P.M.  Blood  very 

forearm. 

two  respiratory  efforts  )i.-itient  died. 

fluid  : right  auricle 
and  right  ventricle 

enormously  disten- 
d(-d  : advanced  fatly 
degeneration  of 

heart. 
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1 

2 

3 

4 

6 

6 

7 

8 

8 

Reference. 

bL 

>i 

Q 

Operation  and 
duration  of 
administration. 

Method  of 
admiiuRtration. 

P.  or  R. 

Symptoms  occurring  under  ansesthetio. 

Assigned  cause  of 
death. 

Remarks. 

133 

M 

Amputation  of 

P. 

Ausesthesia  induced  almost  instantly ; P. 

Patient  intoxicated 

left  leg 

became  slow  and  irregular,  breatliing 

when  leg  cruslied. 

cruslied  by 

irregular.  Symptoms  improving,  operation 

but  being  a stranger 

railway  engine. 

i 

was  performed.  Again  P.  failed  with 

his  habits  of  life 

spasmodic  gasping  breathing.  Artificial 
R.  tried,  with  no  effect. 

were  not  known. 

134 

K 

Rednetion  of 

2 dv. 

Took  CHCI3  well,  but  ceased  to  breathe 

Organic  disease  of 

” Was  a stout  woman 

1 

dislocated 

shoulder. 

soon  aftei’. 

heart. 

with  good  colour.” 

136  1 

24 

F 

Foreilile  exten- 

P.AR. 

As  sjunptoms  of  asphyxia  .appeared  the 

? Syncope  or  asphyxia. 

1 

sion  of  knee. 

operation  could  not  be  contiimed.  Arti- 

P.M.  Smalt  vegeta- 

ficial  R.  i-estored  breathing  for  1 minute. 

tions  on  valves  of 

but  it  again  became  irregular,  and  P. 

heart.  It  is  to  be 

hecaino  imj)om'ptih](*.  Tnichrotomy,  voiie- 

noted  that  P.  be- 

section  and  electropunctnre  tried  with  no 

came  imperceptible 

effect. 

before  K.  stopped. 

136 

Fistula  in  ano. 

137 

138- 

143 

144 

145 

146 

30 

F 

? P. 

Syncope. 

Had  been  given  CHClj 

a week  before,  but 
it  did  not  take  effect. 

147 

H 

Amputation 

Clover’s 

P. 

Two  mlnntes  after  cessation  of  giving 

Death  not  directly 

Patient  strumous  and 

of  thigh. 

a)5i)aratn'  • 

anscsthetic,  jiatient  became  faint  and  sick  ; 

due  to  .administra- 

anaemic.  Chloroform 

luairt  ceasc^d  to  beat. 

tion  of  chloroform. 

given  with  greatest 

but  rather  to  shock 

care  and  stimniants 

acting  on  feeble 

given  before  its  ad- 

heart  in  very  tin- 
healthy  subject. 

ministration. 

148 

36 

F 

Extraction  of 

Napkin. 

After  extraction  of  first  4 teeth  patient 

Asthenia  of  heart. 

Had  taken  CHCI3 

12  teeth. 

became  partially  sensible,  so  small  doses 
more  given  .at  intervals  till  all  extracted. 
While  retching  or  vomiting  patient  seemed 
to  Btr.angle,  and  suddenly  expired.  Was 
placed  horizontally,  ami  artificial  R.  kept 
up  1 hour. 

P.M.  appearances  nil. 

well  two  years  pre- 
viously. Sitting  pos- 
ture. 

Had  stricture  of 

Z49 

42 

M 

Sounding  for 

Clover’s 

P.  & R. 

Some  stertor,  which  passed  off  when  put  in 

? Syncope. 

stone. 

inhaler. 

position.  When  sound  ititrodnced  R. 

P.M.  Heart  : moder- 

urethra  and  stone  in 

suddenly  stopped  during  inspiration,  and 

ate  amount  of  dark 

biaihler.  Was  un- 

P.  could  not  be  felt.  Face  became  dusky 

blood  in  right  side. 

able  to  retain  urine 

pale.  Artificial  R.  for  20  minutes  and 

little  in  left,  organ 

for  more  than  five 

galvanism  over  praecordia  tried.  Pupils 

loaded  with  fat 

minutes  and  could 

• 

not  noticed. 

which  penetrated 

get  no  sleep  from 

deeply  into  sub- 
stance. walls  pale 
and  soft,  much  in  ter- 
stitial  fat  and  fatty 
d e gen  orati  on  of 
tilires.  Some  ather- 
oma of  aorta.  Kid- 
neys congested  and 
albuminoid.  Blad- 

pain. 

1 

der  contained  pyra- 
midal atone  im- 

I 

» 

pacled  in  neck. 

160 

34 

M 

Fracture  of  leg. 

P.M.  “ Poisoned  by 

chloroform.” 

151 

M 

Removal  of 

P. 

Operation  nearly  completed  when  patient 

Paralysis  of  heart. 

cystic  tumour 
ov(U'  loft  eye. 

tbren  l)ack  bead,  neck  b(^calne  stiff,  and 
he  gasped.  Efforts  made  to  restore  him 
for  i hour  with  no  effect. 

152 

34 

JI 

Amputation  of 

I.i  nt. 

After  inhaling  the  drug  3 or  4 minutes  he 

‘‘  Death  from  tetanus. 

finger 

expired. 

accelerated  by 

(3  or  4 minutes) 

chloroform.” 

153 

46 

M 

Surgical 

examination. 

Died  snddenly. 

1 54 

28 

M 

Fistula  in  ano. 

R 

When  the  operation  had  been  completed. 

Inhalation  of  chloro- 

' 

])atient  placed  on  his  back.  Breathing 

form.  Failure,  of  R. 

1 

1 

j 

ceased  and  he  liecame  livid  in  face.  Heart 

soon  followed  by 

1 

■ 

continued  beating  tbongh  feebly.  After 

tliat  of  lieart. 

! 

artificial  R.  had  laam  employed  a few 

P.M.  Heart  14  oz.. 

ininnles  he  breathed  a few  seconds,  and 

left  ventricle  full  of 

1 

tluai  breathing  and  P.  censed  altogether. 

dark  fluid  Idood,  its 

Artificial  R.  for  40  minutes  without 

walls  pale  and  flac- 

effes't. 

cid  and  covered  with 

Reference 

Age. 
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l.'i.5  I 
1.56 

1.17 


62 


Operation  and 
duration  of 
administration. 


Method  of 
administration. 


I’.or  R. 


Fractured  jaw. 

For  dislocated 
liunierus. 

I ridectomy. 


In  flannel  cone, 
li  dr. 


? I*. 


1.58 


Amputation 
of  foot. 


Iridectomy 
and  removal  of 
leus. 


160 


2 dr. 
(.about). 


For  reduction  lioz. 

of  dislocation  (aliout). 

of  shoulder 
joint. 


P.&R 


161 

I62I 


163: 


Extraction  of 
tooth. 

Extraction  of 
tooth. 


For  perineal 
abscesses  and 
fistula. 


Amputation  of 

ley. 


Lint  cone. 


On  lint. 
3 dr. 


I‘.&  R. 


Symptoms  occurring  under  ansesthetie. 


After  a drachm  of  CllCb)  had  been  given 
operation  commeneed,  but  as  ])ain  nas 
observed  20  minims  more  given.  Ojiera- 
tion  com])leted  wluui  suddenly  stertorous  ^ 
breathing-  began,  Hits  and  face  turned  blue 
and  sterno-mastoids  became  contracted. 
Cold  water  and  artificial  R.  (Silvester's 
method).  K.  returned.  But  lividity  came 
back  and  veins  of  neck  and  temple  were 
swollen.  Artificial  R.  and  battery  and 
frictions  maintained  for  1 hour,  but  the 
heart  ceased  to  beat. 

R.  ceased.  Died  suddenly.  No  stertor  or 
gasping-. 


While  the  dressing-  was  being-  applie<l  the 
lad  made  several  deep  inspirations  ami 
then  ceased  breathing-.  P.  eoiild  not  be 
felt.  Other  pupil  much  dilated.  Artiti- 
ficial  K.  and  other  means  succeeded  in 
temporiirily  restoring-  the  1‘.  and  cedour 
and  a few  respiratory  movements,  but 
further  collapse  set  in  ami  after  ^ hour 
of  further  effort  hope  was  abandoned. 

After  1 ounce  t'llCIa  given,  more  ('llCb, 
sent  for,  ]),atient  imainwliile  n-covering. 
After  second  dose  from  second  bottle 
spasm  and  cessation  of  heart's  action  came 
on — then  sudden  death. 


Died  5 minutes  after  extr.actian  of  tooth. 

Difficulty  of  breathing  c.ame  on  about  If 
hour  after  operation,  and  no  restor.ative 
me.asures  were  of  avail.  It  was  significant 
that  the  blood  coagulated  almost  immedi- 
ately after  operation,  and  that  there  was 
no  haemorrhage. 

More  violent  than  usual  during  second 
stage : CHCI3  discontinued  and  opera- 
tion begun.  Was  turned  on  left  side, 
when  suddenly  breathing  and  P.  ceased. 
Tongue  held  and  artificial  R.,  cold  water 
douche,  application  of  ammonia  and  other 
methods  tried.  Of  some  avail  for  short 
time,  but  breathing  censed. 

Before  operation  commenced,  and  after 
inhaling  the  CIIOI3,  he  became  excited 
with  spasm  and  rigidity  ; P.  became  rapid 
and  feeble,  but  heart  still  beat,  (ialvan- 
ism  from  neck  to  diaphragm  and  artificial 
1{.  practised.  Consciousness  i)artially  re- 
stored ; K.  feebly  re-established  ami  P. 
returned  at  wrist;  uas  able  to  swallow  a 
little  brandy,  but  died  soon  after. 


8 


Assigned  cause  of 
death. 


only  a thin  layer  of 
fat.  Mitral  orifice 
admitted  tips  of  four 
fingers.  Muscular 
fibres  of  heart  with 
abnudanceof  fat  glo- 
bules. Lungs  con  - 
gested,  pulmonary 
artery  full  of  blood. 
Spleen  largeandsoft. 

P.M.  “Chloroform. 
Fatty  heart.” 


Inhalation  of  chloro- 
form causing  direct 
p.-iralvsis  of  heart 
No  P.M. 


Remarks. 


Heart  and  lungs  care 
fully  examined  bo 
fore  operation. 


“ Paraly.sis  of  heart.’’ 
P.JI.  Fatty  de- 
generation of  heart. 
“ Not  enough  to 
account  for  death.” 
? Syncope. 

P.M.  failed  to  e.xbibit 
any  iiecnliarity. 


‘ Death  from  the 
effects  of  chloroform 
itdministered  with- 
out itrojicr  degree  of 
care.”  (Verdict  of 
Coroner’s  Ju  ry.)  M. 
T.  & G.  “corretdly” 
claimed  that  this 
was  “ monstrous,” 
as  CIICI3  accidents 
htippened  with  the 
most  experienced 
surgeons. 


Paralysis  of  heart. 
P.M.  All  organs 
healthy,  but  im- 
mense amount  of 
fat. 


Sank  through  de- 
pression of  vital 
power  caused  liy 
httmorrhage  and 
injury. 


Was  in  perfect  health 

Sitting  posture.  Had 
liiken  CIICI3  well 
twice  before. 
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2 

3 

4 

5 

6 

7 

8 

9 

Reference. 

0) 

u 

< 

V 

CO 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  nnder  anesthetic. 

Assigned  cause  of 
death. 

Remarks. 

165 

\I 

For-  forcible 

li  dr. 

Unconsciousness  supervened  and  patient 

Had  been  given  CIICI3 

extension  of 

died  in  about  f hour. 

several  times  for  over 

anchylosed 

a week  preceding 

knee  joint. 

operation. 

166 

.M 

For  reduction 

1*. 

While  dislocation  was  being  reduced  by 

Syncope. 

of  dislocation  of 

means  of  pulleys,  patient  suddenly  ceased 

P.  M.  H cart  flabby. 

right  shoulder. 

to  breathe.  Water  dashed  in  face  ; tongue 

in  folds,  not  con- 

pulled  forwards,  artificial  R.,  and  galvanic 

traded ; muscular 

battery  apjrlied  ; 3 or  4 faint  respirations 

fibres  fatty,  veins 

obtained,  but  heart  did  not  beat  again. 

aud  liver  much  con- 
gested. 

167 

5U 

M 

Forpnttingloo 

Handkerchief. 

P.&  K. 

Limb  was  about  to  be  raised  from  splint 

with  dislocated 

Less  than 

when  dangerous  symptoms  appeared. 

tibia  and  frac- 

U dr. 

Artificial  R.  for  40  minutes  restored  heart’s 

tiired  fibula  in 

action  and  breathing,  but  both  soon  ceased. 

swiiiST  appa- 

aud  no  efforts  to  arouse  them  availed. 

ratus 

(4  minutes). 

168 

4U 

F 

Aiu])utation  of 

P. 

Just  before  insensibility  came  on  patient 

“ Prom  blood  being  un- 

Had  been  snlTering 

ulcerated  leg. 

became  suddenly  livid.  P.  ceased ; 1 or 

able  to  i>ass  through 

from  syphilitic  ul- 

2 gasps.  Artificial  U.,  cold  water  sprink- 

lungs.” 

c c r a t i 0 n of  leg. 

ling  and  flipping',  and  small  ciuantity  of 

P.M.  Lungs  dark 

Had  taken  CHCI3 

blood  drawn  from  jugular  vein.  1 or  2 

red,  very  little 

well  a week  previ- 

gasps,  probably  death  throes.  Retinal 

blood  escaped  from 

onsly,  but  vomited 

veins  much  distended. 

tissues  when  pressed. 

for  3 (lavs  after- 

Patches  of  collapse 

wards  aud  had  2 

in  both.  Heart : 

rigors.  Had  to  be 

right  side  healthy. 

given  food  hy  ene- 

largely  empty  be- 
cause veins  of  neck 

mata. 

had  boon  divided 
aud  blood  had  es- 
caped. Loft  ven- 
tricle with  very 
little  blood,  its  mus- 
cle pale  and  soft, 
showing  fatty  de- 
generation, but  no 
yellow  lines  across 
muscle. 

169 

17U 

39 

F 

Extraction  of 

Napkin. 

P. 

Anaesthesia  partial ; when  tooth  extracted 

? Syncope. 

Sitting  posture.  Of 

8 teeth. 

patient  screamed  loudly ; fainted,  was 

No  P.M.  reported. 

delicate  health,  very 

laid  on  lounge.  P.  and  heart  action 

nervous,  mother  of  8 

ceased,  and  R.  at  length  failed.  Measures 

or  9 children.  Had 

resorted  to  were:  Artificial  R.,  electricity. 

taken  CHCI.3  in 

cold  water  and  stimulating  enema. 

all  her  labours  ex- 
cept the  last,  aud 
the  same  for  teeth 
extraction  on  3 dif- 

foreut  occasions  pre- 
viously to  fatal  dose. 
Opinion  expressed 
that  if  ClK'l;,  had 
been  pushed  to  in- 
sensibility, the  case 
would  have  ended 
diilerently. 

171 

F 

Extraction  of 

Cone  made 

P. 

Deathly  pallor  came  over  countenance. 

Synco])e. 

Silting  ])08ture.  Ner- 

tooth. 

from  haiidker- 

Heart  ceased.  Artificial  K.  bv  mouth  to 

vous  ; delicate  ; no 

chief. 

month  iiifliLtion  for  1 hour.  Anaesthesisj 

organic  disease. 

3 dr. 

was  only  partial. 

172 

F 

P.  & U. 

Had  fair  P.  and  regular  R.  up  to  very 

instant  wlien  both  ceased. 

173 

F 

Died  on  6th  dav  from  vomiting  caused  by 

first  inhalation  of  CHCbj. 

174 

175 

lu  a few  of  these  cases  death  was  gradual. 

182 

183 

The  first  death  after 

a long  and  frecuieut 
use  of  CIICI3. 

184 

M 

For  wound 

I.ess  than  ioz. 

Had  taken  CHCI3 

left  by  ani|m- 

twice  latterly — viz.. 

tatiou 

dressing. 

3 dayB  before  and  on 
the  day  before  his 
death. 
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6 

7 

8 
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0) 

bi 

< 

>4 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orE. 

Symptoms  occurring  under  amcsilictia 

Assigned  cause  of 
death. 

Remarks. 

18j 

8 

M 

Dressin" 

11. 

After  inhalation  had  been  discontinued 

? Failure  of  respira- 

The  wound  would  not 

external  burn 

breathing  had  ceased.  Sleasures  employed 

tion. 

heal,  and  general 

on  dorsal  and 

were:  Artificial  R.  (Silvester’s  method)  and 

P.M.  Blood  dark- 

health  of  patient  was 

lumbar  regions. 

galvanism  of  diai)hragm  through  phrenic 

coloured.  Small  clot 

bad. 

nerve.  A few  gasi)s  accompanied  the  gal- 

in  right  ventricle. 

vanism  at  first.  Artificial  R.  continued 

left  contracted. 

for  J hour. 

Left  lung  firmly 
adherent  to  upper 
lobe  of  pleural  costa; 
in  lower  lobe  lobular 

collapse  and  some 
emphysema  ; lining 
membrane  of  tra- 

cbea  congested  and 
swollen  ; in  minute 

bronchi  rusty- 
coloured,  frothy 

mucus. 

186 

45 

ir 

Amputation 

3 dr 

r.  & It. 

Patient  hardly  under  influence  of  drug  when 

Syncope. 

of  middle 

he  died  suddenly.  No  alteration  noted  in 

P.SI.  Heart  fatty. 

linger  for 

breathing  till  face  became  pale,  and  heart’s 

necroisis. 

action  :ilmost  immediately  was  arrested. 
Measures  employed  were  ; Artificial  R.  and 
galvanism. 

187 

37 

.11 

For  radical 

Towel. 

1*.  & K. 

P.  and  breatliiiig  suddenly  ceiused.  Measures 

3Iixed  causcs-CIIC'l;) 

3Ioderately  stout  ; 

cure  of  licruia. 

taken  : Trunk,  liead,  and  neck  laid 

iulialatioii ; dreadol 

said  to  be  intern- 

straight,  tongue  drawn  out,  artificial  R. 

operation,  diseased 

perate. 

(Silvester’s  metitod),  ammonia  to  nostrils. 

condition  of  ticart. 

galvanism,  cold  :ilTusious,  vein  on  arm 

P.M.  Heart-walls 

and  jugular  vein  opened.  Treatment  for 

slightly  flaccid  ; 

honi’  ; uo  return  of  life. 

blood  thin  and 

frothy  ; walls  of 
left  ventricle  and 

septum  cordis  fatty. 
Lungs  healthy,  but 
deeiily  loaded  with 
(l.-irk  fluid  blood. 

188 

Kidneys  partially 
fatty  («.  M.  ./. 
1871,  ii.  p.  130) 
31  iic.h  blood  on  right 
of  heart  coinpareil 
with  quantity  on 
left  coiitra-iudictiles 
death  from  gradual 
asphy.via. 

la 

M 

On  eye  for 

When  operation  comideted  and  jiatieiit  was 

Aspby.xia. 

Patiimt  taken  to  hos- 

squint. 

recovering  from  effects  of  drug,  lie  tried  to 

))ital  for  treatment 

vomit,  wliilc  so  doing  he  made  a deep 

of  an  internal  dis- 

inspiration  whicli  forced  back  the  rising 
matter  and  caused  suffocation. 

case. 

IH9 

84 

M 

For  reduction 

Rag. 

P. 

Amcstliesia  was  incoiii|)leted ; (qieration  un- 

From  shock  to  dilated 

Powerful  man; 

of  fragments 

successful  ; P.  ceased  beating;  usual 

heart. 

seemed  intemperate. 

of  fractured 

methods  tried  with  no  effect. 

P.3I.  Fatty  Jegeuer- 

but  no  trace  of  nico- 

190 

leg. 

Amputation  of 

atiouof  Imii  and  kid- 
neys. Brain  softened 
Heart  flabby  and 

hoi  in  stomach. 

33 

31 

much  dilated. 

first  and 
second  toes  of 

left  foot. 

191 

1' 

Not  more  than 

1 dr,  used. 

192 

48 

K 

On  knee. 

jLc.ss  than  1 dr. 

used. 

193 

31 

F 

Extraction 
of  tooth. 

^oz.  used. 

Sitting  po.sture. 

191 

For  dislocation 

of  elbow. 

195 

31 

Amputation  of 

P. 

Almost  immcdiatelybccnmc  violent.  P.weak 

? Symopc. 

196 

K 

crushed  toes. 

and  then  ceased.  Operation  had  not  com- 
menced before  fatal  symptoms  occurred. 
Galvanic  battery  applied. 

4 5 

1 dr. 

After  one  drachm  had  been  used  signs  of 

Syncope. 

depression  began  to  develop  themselves, 
and  death  occurred. 

197 

4!) 

M 

On  diseased 

Loss  than  1 dr. 

Died  after  taking  one  or  two  inhalations  of 

elbow. 

a drachm  of  CHCI3  which  had  been 
poured  on  a sponge  at  least  two  or  three 
minutes  before. 

m 
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1 

2 

3 

4 

6 

6 

7 

8 

9 

Reference. 

oJ 

bo 

c 

0> 

C 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

*,  orR. 

Symptoms  occurring  under  anasthetic. 

Assigned  cause  of 
death. 

Remarks, 

198 

12 

11 

Komoval  of 

p. 

Complete  resolution  was  produced,  and  the 

P.M.  A sm.all  vein 

Patient  had  success- 

1 

tumour  at  cd^e 

first  incision  had  hardly  been  made  when 

leading  into  the  ex- 

fully  taken  cliloro- 

1 

of  steriio- 

the  patient  was  found  to  be  colourless  and 

ternal  jugular  was 

form  6 weeks  pre- 

1 

j 

mastoid. 

without  P.  or  sounds  of  the  heart.  In  spite 

found  to  have  been 

viously. 

1 

1 

i 

i 

1 

1 

1 

i 

1 

1 

1 

1 

of  all  eiforts  ho  died. 

obliquely  opened. 
The  jugular  con- 
tained a long  clot 
segmented  by  some 
bubbles  of  air. 
Other  bubbles  ex- 
isted in  the  medias- 
tinal and  post-ear- 
diac  veins.  The  right 
ventricle  contained 
a notable  quantity 
of  air,  and  some 
small  ecchymoses 
were  the  only  things 
remarkable  to  be  ob- 
served in  the  lungs. 

H)9 

><; 

!■' 

For  iridectomy 

Inlialer  with 

p. 

Violent  struggle  began,  when  P.  quickened 

Paralysis  of  fatty 

for  artificial 

lint. 

and  then  liecame  imperceptible ; face 

heart. 

pupil. 

3 drs. 

clianged  from  crim.son  to  livid  purple. 

P.M.  Anterior  surface 

Patient  was  rolled  on  to  left  .side  and  back 

of  heart  covered 

again.  K.  did  not  stop  but  iiccamc  shal- 

witli  layer  of  fat ; 

lower.  K.  aided  liy  artificial  K.  kept  up 

muscular  walls  thin, 

25  minutes.  Interrupted  magnetic  current 

pale,  soft,  flabby. 

applied  over  pbreuic  nerve,  and  enema  of 

Cavities  dilated ; 

brandy  and  cold  water  given.  Action  of 

right  containing 

heart  not  restored.  Acui)uncturo  between 

fluid  blood,  left 

fifth  and  sixth  ribs  also  tried. 

empty.  Lungs  en- 
gorged with  dark 
blood. 

200 

Ui 

P 

For 

p.  &i;. 

Breatliing  laboured,  face  livid,  P.  failed  ; 

Asphyxia— secondary 

ovariotomy. 

effort  to  coiigli,  with  discliarge  of  frotliy 

heart  failure. 

bloody  mucus.  Measures  resorted  to 

P.M.  Heart  : thin 

were:  Drawing  out  tongue  and  artilieial 

walls  and  flabby ; 

1 

K.  (Silvester’s  ineUiii(f).  Tliese  failing, 

rigid  veutriclc  di- 

it  was  found  that  metal  plate  with  false 

lated  cuiitaiiiiiig 

teetli  was  impacted  in  tlie  larynx.  This 

small  quantity  of 

was  e.xtracted,  and  artificial  1!.  continued 

fluid  blood  ; mitral 

40  minutes.  Some  gasps,  but  heart 

and  aortic  valves 

i 

failed. 

sligldly  altered  by 
deposit;  no  fatty 
degeneration . L 11  Mgs 
healthy.  Abdomen  : 
encepliiiloid  cancer 
of  peritoneum  with 

ovarian  cancer. 

201 

4ft 

M 

Removal  of 

Towel. 

p. 

.Jeiked  head  off  pillow.  On  bciiig  raised, 

? Syncope. 

Tliiekset ; met  with 

lenses  of  eyes. 

More  than  1 dr 

breathing  became  interrupted  and  heart's 

i’.M.  liody  well 

injury  tlirough  ex- 

action  ceased.  Measures  resorted  to  were  : 

nourished.  Heart: 

plosion  of  blasting 

forward  tongue,  cold  water 

liypertropliied  and 

powder.  Il.ad  taken 

affusion,  galvanism  to  ])lireiiic  nerve  liy 

fill  ty ; rigid  cavities 

CIICI;)  once  lieforo 

1 

Stolirer's  l>attery.  Artiliei:il  1!.  for 

gorged  witli  lilood  ; 

for  operation  on 

liour.  Kesull,  only  a few  eliallow  inspira- 

no  valvular  lesions. 

eyes. 

tious. 

liUngs  empliysema- 
tous. 

202 

19 

M 

For 

p. 

liefore  patient  fully  under  P.  ceased.  All 

? Syncope. 

phagedenic 

efforts  including  galvanism  and  artilieial 

P.M.  Extemsive  fatly 

sore. 

1{.  of  no  avail. 

disease  of  heart. 

203 

F 

1! 

1*.  and  hrcatluii”  ceased  suddiuily  af(('r  a 
I’tdv  stertorous  Us.  Usiia!  means  resorted 

to,  ineinding  galvanism  wliicli  “ i)ro<luecd 
some  convulsive  elTorls  of  tlie  res|)iralory 
mnseles,"  Imt  ;iininalion  not  restored. 

204 

M 

1 dr. 

!•.*  I{ 

.\fler  short  inlialalion  a few  convulsive  Its. 

Paralysis  of  heart. 

and  llien  sinlden  stopiiagoof  lieart's  action 
and  l)rea(liing.  (jalvanism,  ariilicial  K. 
ami  Iraelieolomy  tried  witliont  ell'eet. 

206 

.11 

M 

On  jaw-fione. 

i 

Expired  2 minutes  after  administration. 

Parulyeib  of  heart. 

206 

On  hip  joint 

1 

1 

1 

lireatliing  liecame  stertorous.  Traelieo- 

liy  "alvano- 

( 

! tomy  instantly  performed  with  other 

cautery. 

measures,  Imt  all  of  no  avail. 

207 

Am])utation  of 

i 

Patient  died  on  table  before  operation  Imd 

strong  and  healthy 

tiiigii. 

commenced. 

looking. 

20ft 

Hi 

F 

Kopair  of  a 
bitlon-olT  nose. 

1 
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1 

2 

Is 

4 

6 

6 

7 

8 

1 » 

I Eeferenct 

6c 

I « 

<ii 

03 

Optration  and 
duration  of 
(idministrutiun. 

Method  of 
administration. 

P.  orE 

Symptoms  occurring  under  antesthetic. 

Assigned  cause  of 
death. 

Ecmarks. 

209 

24 

31 

“ Chloroform.  Menin- 
geal apoplexy.”  P.M. 

210 

16 

K 

On  eye. 

P. 

Became  apparently  unconscious  so  that 

? Syncope. 

Had  taken  CHCI3  for 

iulialer  was  being  removed,  but  on  show- 

similar  operation 

ing  signs  of  sensibility  it  was  re-adjusted. 
A change  seen  and  heart  soon  ceased 
acting.  Measures  taken  to  restore  anima- 

previously. 

211- 

tion  but  without  avail. 

214 

215 

7 0 

F 

Ueduction  of 

Small  quantity. 

Patient  quickly  succuuibed  to  influence  of 

“We  arc  not  aware 

fnicturcd  leg. 

CIICI3.  Death  ensuing  when  very  little 

tiiat  any  necropsy 

had  been  used. 

was  made  or  inquest 
licld.” 

216 

34 

M 

Fxiimiiiatiun 

3 dr. 

P. 

P.  failed  ; sighing,  jiallur,  and  some 

Syncojie. 

Hard  drinker.  Tall, 

of  iiitlanicd 

lividity.  Measures  adopted  u ere  : Artificial 

P.M.  Lungsaiidploii- 

somewhat  slender, 

foot  and  leg. 

R.  (Silvester's  method),  galvanism  to  heart. 

ra)  healtliy  ; lungs 

fairly  developed; 

frictions  and  brandy  encinnta,  aliandoncd 

aiiparently,  but  not 

body  Liirly  nour- 

after  3 liours.  Operation  was  being  pro- 

really,  congested. 

isiied.  Hadt;ikenuo 

ceeded  with  when  P.  failed. 

Heart : pericardium 

food  for  3 i hours  hi' 

$ 

healthy ; left  veil 

fore  admiiiistratiou 

trifle  neither  firmly 

of  CJICI3,  hut  had 

contracted  nor  jier- 

some  beer  about  ^ 

feetly  flaccid,  witli 
no  excess  of  blood  j 
muscular  fibres 
somewhat  degene- 
rated. Stomacli  : 
c.xtravasatiou  of 

hour  beforehaud. 

blood  at  cesophagoal 
end.  Liver : large, 
palish  red.  Kidneys: 
healthy,  large,  and 
venously  congested. 

217 

11 

Amputation 

3 dr.  1 0 mill. 

Vomited  twice  during’  iiidiietion  of  ana’s 

for  compouml 

thesia.  During  operation,  face  lieeauie 

P.JI.  Heart  pale 

eoniminuted 

livid,  tongue  was  tliriist  Iietweeii  the 

and  empty;  milral 

fracture  of  left 

teeth,  ami  R.  ceased,  n liieli  was  restored 

valve  tliickened, 

leg. 

on  removal  of  toiiiiiic  by  forceps.  To  com 

some  atheromatous 

plelo  operation  little  more  Cl  11  1;,,  given 

deposit  ill  aorta ; 

(10  minims),  wbicb  was  inhaled  fur  few 

stria;  of  muscular 

seconds.  Ten  minutes  after  removal  of 

libredistiiict.  Lungs 

mask  R.  shallow  and  infrequent,  tlieu 
patient  liecame  liviil,  leetli  li.xed,  and  R. 
ceased  entirely,  (ialvauism  and  artificial 
R.  used  with  no  elTect. 

congested. 

2I« 

57 

F 

RcmOTal  of 

1 dr. 

P. 

P.  suddenly  stopped.  Breathing  became 

'i  .Syncojie. 

Of  active  habits,  tem- 

tumour  from 

sliort  and  sliallow,  tlieii  ceased;  face  livid 

No  P M. 

]ierate,  ami  in  good 

right  breast. 

piiiiils  sliglitly  contracted.  Measures 
adopted  were  ; Throwing  open  window, 
cold  alTiisioiis,  drawing  out  tongue  with 
forceps,  artificial  R.  (Silvester’s  metliod)  ; 
but  all  useless. 

, 

general  health. 

219 

F 

Extraction  of 

Patient  became  faint  and  in  spite  of  every 

1 

Sitting  posture. 

teeth. 

effort  to  revive  her  died  in  afewiiiomeiits. 

220 

49 

M 

lie-setting  of 

P. 

Before  leg  eoiild  be  re-set  heart  suddenly 

Syncope. 

Iiitcmiierale.  I.  eg 

broken  leg. 

stopped.  Usual  means,  including  artificial 

Disease  of  lieart. 

had  already  been 

R.,  resorted  to  with  no  elfeet. 

P..M.  Heart  and  lungs 

set,  but  palieiit  ills- 

diseased. 

placed  it  in  fit  of 
delirium.  Was  very 
violent,  and  wiissuf. 

fering  from  spasms 
till  the  t'Hrl3  was 
given. 

221 

2K 

M 

Anipiitatton 

Napkin. 

Ill  a few  minutes  after  adminisiratioii  pa- 

“ From  rupture  of 

Patient  wiu;  willing  to 

of  thumb. 

tient  Ik'^jih  to  Kiru;;;;le  a little  : face  be- 

I)  1 0 0 d V c*  s sc  1 oil 

liave  operation  done 

came  siilTuscd,  eyes  seen  to  •’  turn  up  and 

brain.”  **  T bore 

without  amcsiliesia. 

jerk."  'I'ongiie  drawn  forward.  Breathed 

would  probalily  he 

No  second  medical 

very  lieavily  for  III  or  15  minutes. 

.some  disease  of  llie 

mail  ill  atlendaiice 

After  this  consciousness  never  regained. 

kidneys."  No  P.M. 

till  just  1)  e f 0 r 0 

222 

M 

Galvanic  battery  sent  for,  none  at  hand. 

reported,  or  I’.M. 
appearances  detailed. 

patient  dial. 

.15 

Removal  of 

P. 

Had  inhaled  ('IICI3  for  about  5 luiiiiites, 

? Syncope. 

Healtli  had  failed  verv 

necrosed  bone 

wlieii  signs  of  distress  came  on,  and  violent 

imicli  from  diseased 

or  amputation 

struggles  to  push  inhaler  from  moutli,  tlien 

leg,  and  amputation 

of  leg  at  thigh 

sudden  cessation  of  heart’s  action,  sudden 

was  held  out  as  only 

(.5  minutc.s). 

gasping  for  breatli,  brief  struggle — death. 
Measures  resorted  to  were  : Artificial  R. 

likely  remedy. 

and  galvanic  battery. 

Rel'erence. 
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23  4 

• 

6 

7 

8 

• 

si  Operation  and 

^ s)  duration  of 

administration. 

Method  of 
administration. 

^ orB. 

Symptoms  occurring  under  ansesthctic. 

Assigned  cause  of 
death. 

Remarks. 

49  M F'o>'  diseased 
elljow. 

51  ji  Reduction 

of  Pott’s 
fracture 
(3  minutes). 

Sponjre. 

l^dr. 

P. 

i 

Died  after  taking  1 or  2 inhalations  of  i 
1 drachm  of  CHCI3. 

Breathing  became  very  full  and  slow,  not 
stertorous  ; no  P.  no  heart  beat ; pupils  di- 
lated. Jleasures  resorted  to  were  : Wet 
towel,  opening  jugular  vein,  application  of 
magneto-electricity  to  cardiac  region  and 
artilicial  K.  for  20  minutes.  No  return  of 
P.  but  several  respiratory  attempts. 

Sudden  syncope. 

Syncope. 

P.M.  Lungs : adhe- 
rent by  old  adlie- 
sions  ; emphysema 
along  anterior 
border  and  apices  of 
both.  Heart:  small, 
right  ventricle  di- 
lated, and  with 
auricles  full  of  black 
blood ; wal  Is  of  right 
cavities  thin ; left 
ventricle  contracted 
and  empty  ; coro- 
nary arteries  slight 
ly  atheromatous: 
excess  of  fat  on 
surface  of  heart. 
Liver  large  and  in 
early  fatty  state. 

H.ad  been  drinking 
excessively  for  six 
weeks  before  injuiy. 

3 ' JI  For  injuries 
to  foot. 

p. 

Became  violent.  P.  weak,  then  ceased.  Gal- 
vanic battery  applied,  to  no  purpose. 

From  overdose  of 
CIH'l..),  causing 
paralv.sis  of  heart. 
No  P.JI. 

Was  not  examined 
)>rior  to  administra- 
tion of  CHCI3.  Stu- 
dent had  charge  of 
1’.  An  action  was 
brouglit  by  patient’s 
widow  against  tlie 
medical  men.  Find- 
ing— for  the  defen- 
dants. 

15  JI  Examination 
of  necrosis 
of  ri”ht 
humerus. 

1 or  2 dr. 

p. 

Examination  was  concluded,  and  in  reco- 
vering consciousness  patient  vomited 
greenish  tluid.  P.  liithcrto  good,  suddenly 
stopped,  pupils  dilated.  R.  impeded.  Jlea- 
sures tried  were  : Artilicial  R.  ami  galvan- 
ism lor  1^  hour. 

Syncope  during  re- 
covery from  t’tlCla. 

P.JI.  Some  jiarts  of 
lieart  and  kidney 
put  aside  for  e.vami- 
nation,  but  viscera 
generally  healthy. 

W.as  the  subject  of 
fever  from  simulta- 
neous necrosis  of 
right  liumerus,  left 
tliigh,  rigid  tibia  and 
metatarsal  bone  4 
mouths  previously. 

3(1  M Forcible  rtibi- 
tatioii  of 
spbiiicter  in 
fissure  of 
anus. 

1 

1 On  two  .smail 
1 linen  com- 
presses in 
1 metal  cone 
with  2 air 
holes. 

Patient  did  not  lake  CH(’l;i  well,  it  was 
therefore  given  slowlj'.  After  dilatation 
was  accomplislied,  p.atleut  showed  signs  of 
feeling  pain.  R.  became  noisy.  Chest  struck 
with  p.alin  of  hand.  At  ttiis  moment  eyes 
were  wide  open,  immovable,  without  e.\- 
pression,  lireattiing  cciised  and  face  was 
cyano.sed.  .Vrtiticial  R.  (Silvester’s  met liod) 
practised,  the  .air  entered  left  chest  but  the 
eye  glazed  and  P.  ceased.  Artilici.al  R. 
also  performed  by  introducing  sound  into 
laryn.x  but  former  method  again  resorted 
to.  Battery  applied  to  sides  of  ciiest  and  to 
epigastrimn  and  also  to  base  of  neck. 
JIuscular  contractions  obtained,  which 
{ gradually  limiuishcd  and  then  ceased. 

? 

P.JI.  Made  following 
day.  Heart:  en- 
gorged with  blood, 
especially  right 
auricle,  which  was 
almost  as  large  as 
tile  list.  Walls  in- 
tact, valves  healthy. 
Blood  in  cardiac 
cavities  tluid  and 
black  without  clots. 
I.eft  lung  : two  tu 
berries  at  apex  as 
large  as  a nut,  with 
softened  interior  ; 
at  top  of  lower  lobe 
of  same  lung,  large 
t u b 0 r c Le.  around 
which  there  wiis 
slight  ha:murrhagc. 

Patient  of  good  con- 
stitution and  robust 
appearance. 

i 

1 |F  1 Extraction  of 
1 1 ! t(M)tll. 

12  ,M  Extraction  of 
tooth. 

Napkin. 

Artery  flickered  : pallor.  Jleasures  adopted 
were  : Inversion  : irulling  forward  longue; 
application  of  ammonia  to  nostrils  ; colil 
douche — resultof  llie.se several  inspirations, 
after  which  Ineathing  ceased.  Artilicial 
R.  (Marshall  Hall’s  method)  and  intlation 
of  lungs  by  bellows;  unsuccessful  in  n- 
storing  heart’s  action. 

No  P.JI. 

Sitting  postnre. 

Sitting  posturo. 
“Patient  wius  suspected 
to  be  sulTering  from 
some  heart  trouble.’ 

Trivial. 

Every  means  was  applied  to  restore  anima- 
tion without  avail. 

Patient  was  young 
and  robust. 

1 

I2Q 
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2 

3 

4 
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6 

7 

8 
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j Reference 

V 

bc> 

< 

i 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  under  amusthctic. 

Assigned  cause 
of  death. 

Remarks. 

231 

60 

M 

Iiilroduction 

Clover’s 

P. 

7 minutes  after  .second  administration  com- 

Syneoiie. 

Patient  an  insane 

of  catheter 

appiinitiis. 

meiieed,  P.  tiiekered  and  stopped.  Kestora- 

P.3I.  Lungs  deeply 

criininal. 

owiiifr  to 

tive  measures  of  no  avail.  Pleasures  taken 

con  ges  t eil.  Right 

rupture  of 

were:  Artificial  It.  {.Silvester’s  method)  for 

side  of  heart  flaccid 

perineum 

i hour,  galvanism  to  phrenic  nerve  and 

and  full  o f 11  ii  i d 

(more  than 

diaphragm,  friction  to  extremities. 

blood ; left  side 

7 minutes, 

empty  and  contract- 

wliieh  was 

ed.  Arteries  in 

duration  of 

brain  and  through- 

2nd  adminis- 

out  body  atheroma- 

tration). 

tons.  Blood  infil- 
trated into  eellular 

tissue  of  iieriiieiim 
and  scrotum. 

232 

4.i 

1'’ 

Putting  frae- 

2 dr. 

P.*  R. 

Violent  struggling  at  first,  hut  after  the 

Patient  not  noted  lor 

tilled  arm  upon 

second  drachm  wasgiven  the  patient  ceased 

sobriety. 

splint  ami 

strujjj'lini*’ andoperutioii  had  liniiun,  when 

rcHliu’-iion  of 

))jitient's  face  was  noticed  to  he  livid, 

(lisior.’ition  of 

dilated.  1’.  and  R.  ceased.  I’atieiit  was 

radius. 

laid  on  floor,  tongue  dniwii  out  with  for- 
ceps. Oalvaiiie  hattiry  applied  to  phrenic 
nerve  and  diaphragm.  Vein  inarm  oiiened 
and  ai  tilicial  R.  performed  for  i hour,  Imt 
the  patient  did  not  re.sjioiid 

2.33 

22 

!■' 

Tracheotomy. 

P.M.  “ Death  l y 

Was  suffering  from 

chloroform.” 

plithisis  and  luhcr- 
cnlav  Ian  ngiti>. 

234 

M 

Amputat  inn 

P. 

In  the  inidiVe  of  the  operation,  whieli  was 

Sviieope. 

'I'lio  iiirdical  man  ro* 

of  leg  and  part 

very  iirotraeted,  patient  began  to  struggle 

.Mtlioiigli  death  was 

cording  this  case  in- 

of  lliigh  lor 

ami  became  conscious.  -More  ( TK  veil. 

due  immediiilely  to 

sists  on  Iho  mm.'isii  v 

tract  lire  in 

at  once  P.  gave  way,  patient  gasped  and 

cvcrylhiii^ 

of  providing  proper 

hotli. 

was  dying.  .Measures  taken  were : .\dmis- 

had  ha)>])ciicd  pre- 

room  and  hods  ai  all 

sion  of  cold  air,  drawing  forward  tongue 

vioiislv  that  (‘ould 

largi*  work.-H  \\  licro 

witli  forceps,  attempt  al  artifleial  1!.  (.''il- 

hasten  if.  il)  Ta* 

accidents  so  ofum 

vester's  method) — these  measures  too  late. 

lient  had  siilVered 
injury  in  coal  mini', 
which  eaiise.il  must 
serious  fractures ; 
(2)  Six  hours  had 
ela|ised  between  ac- 
cident and  oiiera- 
tion ; (3)  He  was 
carried  four  or  five 
miles  on  stretcher, 
over  bad  road,  in 
wet  clotlies,  losings 
much  blood  and 
snflering great  iiain. 
Case  not  recorded  at 
the  time,  because 
it  was  geiier:illy 
thought  that  the  in- 
juries caused  deatli, 
and  uot  the  ClIClj. 

occur,  which  wonhi 
double  thi‘  chance  ol 
recovery,  oven  whon 
anaesthetics.  s\iih 

tlu*ir  noce.*'sar\  risk, 
have  to  be  given  for 
an  operation. 

23,') 

M 

For  injury 
received  in 
mine. 

For  stningu- 

' 

Patient  an  injured 
miner.  Delay  and 
loss  of  blood  had 
taken  jilace. 

236 

lated  hernia. 

237 

30 

31 

Removal  of 

Lint. 

P. 

Patient  went  under  easilv,  and  ns  first  in- 

P.3I.  Lungs  ante- 

A strong  mnseular 

diseirscd  tibia 

1 dr. 

cision  was  nmde  P.  suddenly  failed  and 

riorly  natural,  pos- 

soldier.  (Jeiieral 

after  eom- 

stertorous  breathing  ensued.  Cold  water 

teriorly  portions 

health  good. 

lionnd  com- 

was  dashed  on  face.  .Viniiionia  applied  to 

were  iiifareted.  Tra- 

minuted  frae- 

nostrils.  This  roused  him  for  nhout  a 

cliea  and  bronchial 

ture  of  both 

minute  and  the  R.  la'came  easy,  when  syn- 

tulais  were  iiifareted. 

hones  of  right 

cope  again  occurred,  from  which  he  did 

Heart  slightlylargnT 

not  rally.  Cleans  employed  : Ammonia  to 

than  natural.  Mu.s- 

• 

(1  minute). 

nostrils,  turpentine  stupes  to  heart,  arti- 

cular  tiSHue  Home- 

fieial  R.  (Silvester's  mcthiHli,  givlvnnic 

what  flabby.  Hi 

current  to  respiratory  muscles,  tongue 

right  ventricle  there 

drawn  forward. 

was  a small  patch  of 
organised  l.viiiph 

about  size  of  four- 
penny  piece.  Liver, 
spleen  and  kidneys 
healtliy.  There  was 
an  iiinisiml  amount 
of  fat  in  the  al>do> 

11101 1. 
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2 

3 

4 

6 

G 

7 

8 

» 

Reference. 

c5 

Zi 

n 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  nnder  ancesthetio. 

Assigned  cause  of 
death. 

Bemarka 

23S 

M 

On  machinery 

Before  full  narcosis  was  established,  patient 

Apparently  healthy. 

wound  of 

was  seized  with  convulsions  and  died. 

finger. 

239 

42 

F 

Extraction  of 

Conical 

P. 

Coiucidently  with  extraction  of  tooth,  P. 

Syncope. 

Sitting  posture. 

tooth. 

sponge. 

stopped.  Artificial  R.,  dashing  of  cold 

P.M.  Heart : fatty  de- 

water,  and  faradism,  did  not  restore  auima- 

generation  ; muscu- 

tiou. 

lar  structure  of 
tawny  colour,  easily 
broken  down  under 

pressure  ; microsco- 
pically, only  one 
thick  line  uf  healthy 
muscular  structure 
beneath  visceral 

pericardium,  the 
rest  in  advanced 
fatty  state. 

240 

37 

M 

Puncturing 

P. 

P.  suddenly  failed  ; patient  turned  blue  and 

Syncope. 

enlarged  liver. 

gasped.  Artificial  R.  and  galvanism  em- 

P.M.  Liver  greatly  en- 

ployed  without  success  for  1 houi’.  Arti- 

larged,  lardaceous. 

ficial  R.  rather  embarrassed  as  patient  on 

containing  numer- 

bed  in  corner  of  ward. 

ous  gummatous 

masses,  closely  ad- 
herent to  diaphragm . 

241 

29 

.M 

Amputation  of 

J oz. 

5 minutes  after  commencement  of  adminis- 

Chloroform  and  alco- 

thumb 

tration  was  convulsed,  skin  of  chest. 

holism.  Died  from 

(5  minutes). 

neck  and  face  became  pur)>le,  and  breath- 

coma,  an  infrequent 

ing stertorous.  Breathing  ceased.  Artificial 

form  of  death  from 

R.  and  galvanism  resorted  to.  Efforts 

aiucsthctics. 

abandoned  after  20  minutes. 

P.M.  .Lungs  slightly 

congested.  H^Iucoub 
meiiibrjinc  of  wind- 

pipe  slightly  red- 
dened. Heart  empty, 
left  ventricle 
contracted.  Right 
fiaccid  valves  nor- 
mal. Kidneys  con- 
gested. More  cere- 
bro-spinal  fluid  than 
usual. 

242 

48 

H 

Reduction  of 

Luxation  reduced,  but  patient  was  dead. 

? Syncope. 

dislocated 

shoulder- 

Usual  efforts  made  for  resuscitation. 

joint. 

Had  been  hard 

243 

Reduction  of 

When  bad  symiitoms  came  on,  venous  injee- 

old-standing 
dislocation  of 

tion  of  ammonia  used  with  no  result. 

drinkei. 

shoulder- 

joint. 

Over  distension  of 

244 

30 

Passing 

Sponge  tent. 

Stage  of  excitement  violent,  arms  and 

catheter  for 

2 dr. 

legs  being  moved  violently.  Held  breath. 

right  side  of  heart 

stricture,  of 

Face  became  dusky.  Sponge  removed  and 

caused  by  violent 

urethra. 

no  more  chloroform  given.  Struggling 

movements  of  extre- 

continued  and  still  held  breath.  Face 

mities  and  forcible 

became  more  livid.  Slapped  with  wet 

holding  of  breath. 

towel  which  did  not  cause  him  to  inspire. 

P..M.  Right  side  of 

Face  became  darker  and  struggling  ceased. 

heart  gorged  with 

Artificial  R.  caused  some  return  of  P.  after 

fluid.  Lungs  deeply 

J hour,  also  galvanism,  but  no  permanent 

congested.  Bladder 

good. 

thickened  and  di- 
luted. 

245 

M 

For 

epithelial 

• 

cancer  of  lip. 

246 

\' 

Removal  of 
cancer  of 

breast. 

247 

M 

For  aspira- 

3 dr. 

P. 

Struggled  much  during  administration  of 

Syncope. 

Patient  a heavy 

tion  of  abs(S!8s 

anesthetic  but  became  quiet.  .lust  as 

P.M.  Left  cavities 

drinker. 

in  submental 

more  CHC'L  about  to  be  given  for  opera- 

of  heart  empty: 

tion  patient  became  pale  and  P.  stopped. 

right  contained 

Every  means  used  to  restore  without 

much  dark  brown- 

avail. 

ish  red  tluid  blood 
mixed  with  granu- 
lar clot.  Lungs 
emphysematous. 
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1 

2 

8 

4 

5 

6 

7 

8 

9 

Reference. 

be 

c 

X 

0> 

Ji 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

?,  orR. 

Symptoms  occurring  under  antesthetio. 

Assigned  cause  of 
death. 

Remarks. 

248  : 

60 

F 

For  iridec- 

Inhaler. 

P.&  1:. 

Became  rigid,  breathing  stertorous,  hurried 

? Syncope. 

Patient  had  had  same 

i 

tomy  for  glau- 

1 dr.  40  minims. 

and  uneasy.  R.  watched  and  patient  tried 

P.M.  Anterior  snr- 

o)>enitioii  i»crformcd 

coma  in  left 

to  eject  saliva.  Drew  deep  inspiration 

face  of  heart  loaded 

tor  right  eye,  and 

eye. 

and  ceased  to  breathe.  P.  stopped. 

witli  fat,  ])osterior 

chloroform  wasgiven 

i 

Measures  taken  were ; Wet  towel,  am- 

wall  of  right  ven- 

from  same  Imttle  on 

monia  to  nostrils,  artificial  R.  (Silvester's 

tricle  very  thin, 

each  occasion.  The 

method)  ; only  1 or  2 ettorts  of  breathing 

muscle  being  appa- 

chloroform  was  sn)i- 

followed. 

rently  encroached 

posed  each  time  to  be 

on  by  fat,  l)ut  no 

methylene  biclilo- 

fatty  degeneration. 

ride,  but  suhsciineni 

1 

Aorta  dilated  and 

analysis  .showed  tha' 

rigid  with  athero- 
m a t 0 11  s deposit, 
right  auricle  disten- 
ded with  fluid  blood. 

it  WO.S  chloroform. 

valves  healthy. 

249 

P.M.  Right  ventri- 

} 

cle  of  heart  dilated 
and  fibres  under- 
going fatty  degene- 
ration. 

2.'30 

48 

M 

For  fistula 

Lint. 

T*. 

P.  ceased.  Measures  resorted  to  were : 

? Syncope. 

Patient  had  taken 

ill  auo. 

1 dr. 

Dr.awing  out  tongue;  artificial  R. ; slap- 
ping chest  over  lieart  with  wet  towel  ; 
ammonia  to  nostrils.  Breathing  feebly 
continued,  after  which  two  distinct  gasps 
and  patient  died. 

CIK'la  before  with- 
out difficulty. 

251 

23 

M 

Operation  on 

P.M.  “ Inhalation  of 

linger. 

chloroform.'* 

2.52 

M 

Uemoval  of 

(1)  Bag  appa- 

I'. 

Inhalation  began  with  bag  ai)])aratus  and 

Syncope ; when  the 

adenoid 

ratus((  lover's); 

continued  with  blovving  apparatus,  but 

handkerchief  was 

growtlis  .at 

(2)  blowing 

owing  to  vomiting  former  was  substituted. 

laid  overface('ll('l3 

back  of  naves. 

apitaratus ; 

When  pnticui  \v:is  iiikUt,  an  e.\])Iorjition 

vaiiour  loo  strong 

(?  Junker's) 

of  growth  before  operating  cau.sed  delay. 

for  an  enfeebled 

(3)  bag  appa- 

and  he  became  halt  conscious.  Blowing 

heart.  No  P.M.,  so 

r.atiis  : 

ai>paratus  again  used,  patient  drew  in  too 

the  heart  could  not 

(4)  blowing 

much  air  through  tube,  so  cambric  hand- 

b(“  e.xamiucd,  but  the 

apparatus. 

kerchief  was  jilaced  over  face.  Then  P. 

above  reckoned  the 

became  weak  and  pupils  dilated.  Was 

most  iirobable  cause 

laid  on  floor;  artificial  R.  (Bain’s  and 
Silvester’s  niethods)  tried,  to  tissist  natural 

ot  death. 

R.  which  still  continued  after  P.  ceased. 
Ammonia  near  mouth,  cold  allusions,  hot 
cloths  over  chest  also  tried,  and  artitici:d 
15.  continued  for  1 hour.  No  retni  n of  P. 

253 

M 

Removal  of 

1*.  & I!. 

Suddenlv  P.  and  R.  ceased.  Artificial  R. 

? Syncope. 

scrofulous 

kept  up  nearly  J hour  with  no  response  to 

tmnonr  of  jaw. 

it  at  any  time. 

2^1 4 

47 

M 

Recliielion  of 

Small 

'?  P. 

I*;ilicnt  s(M)u  bcyjin  to  struggle,  and  CUChj 

? Syncope. 

P.atient  slightly  under 

(lisloc:itioii  ot 

fluantily. 

discontinued,  .\larming  symiitoms  came 

u])pejirjiiices ??//. 

drink  when  about  to 

humerus. 

on,  and  artificial  K.,  electricity,  \'c„  cm- 

Heart  showed  no 

o]>er:iU  cl  on.  1 v 

Amputation 

ployed  for  nearly  1 hour  with  no  avail. 

disease. 

auscultation  heart 

found  to  be  weak 
and  t'HCl,  given 
very  earel'iiliv. 

25". 

48 

M 

1 I.int. 

R. 

Patient  gave  2 or  3 snorts,  became  livid. 

Failure  of  R. 

Pa  t i e II  t s 1 10  n g. 

1 

ot  H(‘COtl(l 

2 (ir. 

R.  stopiicd  and  P.  very  faint  at  wrists. 

healthy  looking.  .4 

linger. 

Artificial  R.  (Silvester's  method),  with  cidd 

drunkard,  and  pas 

j 

affusions,  galvanism  to  heart  and  dia- 
]>hragm  and  ammonia  to  nostrils.  Heart 
beat  faintly  at  end  of  20  minutes,  but 
no  R. 

sioimte. 

256 

1 

1’ 

Kxiraetion  of 

1 

Fatal  symptoms  set  in  immediately  after 

? Syncope. 

pin  from  back 

oiieration,  and  patient  died. 

Heart  very  flabby. 

of  Iiaiut. 

Fatty  degeneration. 

257 

1 

M 

Dental. 

258 

■14 

M 

RxainiHatioii 
of  (lislocjitcd 

1 dr. 

’ P. 

P.atient  seemed  half  sensible,  then  fainted, 
anil  stale  became  dangerous.  Artificial  R. 

Syncope. 

hip 

(Silvester’s  method)  and  galvanism  tried 

(2  minutes). 

without  effect. 

259 

F 

Extraction  of 

Sluing  posture 

a toot)). 

260 

10 

M 

Amputation 

On  fold  ot 

P. 

About  end  of  operation  P.  failed  and  face 

Syncope. 

ot  third  toe. 

lint. 

• 

liccaiju*  pjilc  and  livid.  Window  opened, 

i 

dr. 

water  thrown  on  chest,  pillows  removed. 
R.  la>came  stertorous,  then  faint.  Liquor 
ammoniic  to  nostrils,  friction  and  brandy 
to  extremities.  Artificial  R.  and  inversion 

1 

' 

1 

(Nelaton's  method)  and  galvanism.  No 
return  of  P.  or  R. 

1 

K 2 
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1 

2 

3 

4 

6 

6 

7 

8 

0 

Reference. 

<o 

< 

H 

CC 

Operation  and 
duration  of 
administration. 

Method  of 
administration . 

P.  orE. 

Symptoms  occurring  under  ansssthetie. 

Assigned  cause  of 
death. 

Remarks. 

261 

56 

M 

Kemoval  of 

Lint. 

R. 

R.  became  irregular  and  ceased.  No  stertor, 

Paralysis  of  nervous 

P.aticnt  had  suffered 

tongue  for 

3 dr. 

failure  of  P.  or  ))allor.  Before  R.  ceased, 

centres  of  R. 

from  epithelioma  for 

epithelioma 

artificial  R.  couimeuced,  together  with 

P.M.  Brain  and  heart 

2-J  years,  and  for  3 

by  galvanic 

application  of  cold  to  chest,  ammonia  to 

healthy.  Blood 

weeks  preceding  the 

cautery 

nose,  and  galv.anic  current  to  diaphragm. 

throughout  body 

operation  had  only 

(10  minutes). 

These,  with  nutrient  enemata,  continued 

black  and  fluid. 

been  able  to  take 

for  5 hour.  Pupils  dilated.  Heart  beat 

Lungs  licalthy ; both 

liquid  food. 

some  little  time  after  K.  failed. 

pleurae  adherent  to 
thorax  aud  dia- 

phragTu.  Ti-achea 

and  bronchi  con- 

taine.d  much  gru- 
mous  mucus. 

262 

45 

M 

Amputation 

Folded 

? P. 

.Struggled  violently,  face  became  livid.  All 

Patient  healthy  man. 

of  little  finger. 

towel. 

means  of  resuscitation  without  avail. 

263 

On  cancroid 

Funnel  com- 

P. 

Became  pale,  P.  stO))ped.  R.  was  suspended 

? Syncope. 

of  penis  by 

press  with 

and  all  efforts  to  restore  animation  useless. 

galvanic 

plug  of  lint. 

cautery. 

12-15  grm. 

264 

45 

F 

Removal  of 

Flannel 

P. 

P.  suddenly  stopped,  though  breathing  con- 

? Syncope. 

Heart  had  been 

eye. 

stretched  ou 

tinned.  Died  while  under  influence  of 

P.M.  All  organs 

examined  but  no 

wire  inhaler. 

CHCL.  Every  means  used  to  restore 

healtliy  except 

evidence  of  disease 

Less  than  3 dr. 

patient,  but  of  no  avail.  iMeaus  used  were  : 

heart,  in  which  was 

found. 

Artificial  R.  (Nelaton’s  method),  battery. 

growtli,  altout  size 

and  cold  affusion. 

of  nut  in  anterior 
wall  of  right  ven- 
tricle, and  project- 
ing into  interior,  of 
cancerous  natur(>. 

26S 

21 

P 

Puncturing 

? 

When  operation  about  to  be  begun,  violent 

“ Suffocation  caused 

abscess  in 

vomiting  came  on.  CHCI3  withdrawn. 

liy  im])cded  circula- 

abdomen. 

vomiting  ceased  ami  patient  became  par- 

lion  of  blood." 

tially  conscious,  then  gave  a gasp  and 

P.M.  Heart  liealthy. 

died. 

cavities  empty, 
lungs  diseased,  cav- 
ity with  pus  in  right 
lung,  left  lung  con- 
solidated and  pleu- 
ritic adhesions. 
I.iver  softened  aud 

quantity  of  pus  iu 
peritoneum  as  result 
of  iieritonitis. 

266 

11 

M 

Reduction  of 

At  close  of  operation  patient  ceased  breath- 

paraphimosis. 

ing:  Nelaton’s  method  resorted  to  produced 
a few  gasping  Rs.  but  all  other  efforts  in 
vain.  No  assistance  could  be  obtained 

■* 

till  30  mimites  after  patient’s  death. 

267 

M 

Removal  of 

“ Got  a whiff  or  two  of  CHCI3  aud  was 

toe-nail. 

dead.  He  was  sitting  up.” 

268 

49 

M 

Reduction  of 

2 dr. 

At  moment  of  reduction  of  dislocation. 

Paralysis  of  heart. 

dislocation  of 

slight  shudder  and  tremor  passed  over 

P.M.  appearances  nil. 

shoulder. 

patient.  Invci’sion,  pulling  forward  tongue 
with  artery-forceps,  and  other  moans, 
tried  without  success. 

269 

52 

M 

Cauterisation 

Linen,  funnel 

I’.&R. 

I.ividitv,  cessation  of  P.  and  R.  Measures 

Stuldcn  paralysis  of 

Strongly  built,  thin. 

of  ulcer  on 

shaped,  with 

resorted  to  were : Opening  windows,  cold 

heart  producing 

with  well  developed 

left  leg 

cotton  wool  at 

water  affusions,  friction  over  cardia ; 

syncope. 

muscles.  No  ap- 

(5  to  Oiminutes). 

bottom. 

result,  two  siuhiugf  inspirations  ; next 

P.M.  Lungs  healthy. 

pearauce  of  ca- 

? 25  grm. 

inversion,  artificial  R.,  ap])lication  of  hot 
ii'on  over  epigastrium  and  soles  of  feet. 

some  pleural  adhe- 
sions, easily  separ- 
able, especially  on 
left  side,  blood  dark 
and  fluid.  Pericar- 
dium closely  adhe- 
rent to  heart.  Heart 
lax  and  collapsed. 

chexia.  Had  had 
ulcer  for  20  years, 
much  suffering  for 
f year  before  death. 

270 

56 

M 

Removal  of 

Long  cone. 

P.  &R. 

Lividitv.  R.  irregular  and  noisy.  Patient 

? Syncope. 

.•ttout  and  muscular. 

superficial 

1 dr. 

turned  over  to  left  !ind  tongue  pulled  out. 

P.M.  Lungs  healthy. 

no  external  signs  of 

sequestrum 

Breathing  aud  P.  liccauie  good.  Opera- 

Heart  : deposit  of 

organic  disease. 

from  surface 

tion  then  commeueed,  patient  again  became 

fat  on  surface,  but 

Slight  arcus  senilis. 

of  left  thigh 

livid,  breathing  noisy  and  irregular.  P. 

healthy,  aorta  ather- 

Anxious,  timid  and 

bone. 

and  R.  then  ceased.  For  20  minutes 

omatous.  I.iver  : 

sensitive  to  paiu. 

attempts  at  restoration  were  made  by 

surface  with  one 

artificial  R.  (Silvester's  method),  gal- 

small  nodule  (syi)hi- 

vanism,  ammonia  injection  (intravenous). 

loma).  Kidneys 

friction,  cold  applied  to  chest  walls — all 

granulated  and  con- 

1 

witii  no  avail. 

traded. 
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1 

2 

3 

4 

5 

6 

7 

8 

9 

Keference. 

1 Aee. 

H 

CG 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  under  anaisthetic. 

Assigned  cause  of 
death. 

Remarks. 

271 

42 

Ji 

Removal  of 

Ij  dr. 

P. 

After  a second  dose  1’.  failed.  I’atient 

? Syncope. 

No  disease  of  heart 

right  eyeball. 

(about). 

seized  by  feet  and  head  lowered.  Arti- 

and  free  from  excite- 

ficial  R.  practised,  and  piece  of  wood  from 

meiit  prior  to  opera- 

tiro  applied  to  breast,  but  death  in  J hour. 

tion. 

272 

48 

!<’ 

Surgical. 

“ From  a surgical 
operation  during  the 
inhalation  of  chloro- 
form.” 

273 

14-11 

E.xtractiou  of 

1!. 

Tooth  c.xtraeled,  when  patient  siiildenlv 

Sitting  pcn.tuie. 

tooth. 

ceased  to  breathe.  Was  sittii.g  n])riglil-  in 
chair  when  CIICL,)  given  immediately 
after  eating  heavy  meal.  Fifteen  mitnites 
elapsed  before  any  efforts  made  at  resusci- 
tation. 

274 

22 

11 

Cimimrlsion 

? P. 

Fare  hccajnc  livid  and  circulation  stopped. 

Syncope. 

I’atieTit  had  lately 

for  venereal 

Galvauisni,  cuhl  alYusious,  and  ammonia 

suffered  from  ty- 

warts  ami 

tried  with  no  success. 

plioid  fever  which 

chronic 

would  account,  per- 

phimosis. 

haps,  for  weakness 
of  hciirt. 

276 

ir 

Amputation  of 

3 dr. 

P. 

P.  ce.ased  ; died  in.stantly.  Usual  restorative 

Paralysis  of  heart. 

F.xamined  prcviou.sly 

elbow-joint. 

measures  adopted  with  no  success. 

P.IM.  showed  heart 

with  stetlioseope  and 

larger  than  usual 

no  evidence  of  heart 

and  otiior  traces  of 
disease. 

disease  obtained. 

276 

F 

Removal  of 

Change  suddenly  eame  over  patient.  Cold 

Arre.st  of  heart's  iic- 

stumps  of 

affusion  in  face.  Breathing  became  slower. 

tion,  heart  being 

teeth. 

Was  thrown  on  tloor  : she  then  ceased 
hreafliiug.  Artiticiiil  R.,  Halls  method 
not  answering,  .Silvester’s  tried,  she  then 
breathed  2 minutes  tind  then  ceased.  Gal- 
vanism tried  with  no  ctlect 

rveakened  from  cer- 
tain forms  of  disease 
as  seen  by  P.IM. 

277 

45 

F 

I’.M.  “ ,\dministra- 

Was  suffering  from 

tioii  of  clilorofonii.’' 

dysentery. 

278 

.6.1 

M 

Removal  of 

Less  than 

Livid  lluMigh  K.  regular,  slertor.  lle.-ismvs 

? Syncope. 

I’atient  tlmroiiglilv 

finycr. 

1 dr. 

resorted  (o  were:  Drawing  out  longue; 

exatniiK'd  brfnro 

artificial  K.  (Nclafou’s  and  Silvosfer’s 

operation  as  to  sfate 

method)  for  ^ hour  with  no  avail. 

of  Iieart. 

279 

21 

F 

To  pass 

About  Joz. 

A good  deal  of  struggling  at  commencement 

? Syncope. 

Patient  bad  pleiiio- 

aspiratiiif^ 

of  inhalation,  and  just  as  needle  was  to  be 

P.M.  Pleuritic  adhc- 

pneumonia  about  .May 

needle  into 

plunged  into  abscess  vomiting  came  on. 

sions  over  the  sides 

26.  From  that  time 

tumour. 

AVhcu  the  vomiting  had  ceased  partial  con- 

and  bases  of  botli 

till  .Inly  7 the  chest 

sciousness  had  returned,  and  more  chloro- 

lungs,  and  over  the 

sym))toms  improved. 

form  w.as  about  to  he  given  when  a gar- 

middle  lobe  of  the 

About  .lune  5 ten- 

gling  noise  was  heard,  then  p.ationt  became 

right  hing  there  was 

derne.ss  over  left 

ghastly  pale  and  died.  Artificial  R.  was 

a small  abscess  con- 

ovary'  was  noticed 

resorted  to  with  no  avail. 

taining  2 oz.  of  pus. 

and  this  increased 

Partial  consolida- 

till  July  7 when 

tion  of  each  base. 

the  operation  took 

Heivrt  healthy  and 
empty.  Largo  ab- 
scess in  left  iliac 
fossa  of  abdomen 
nearly  up  to  umbili- 
cus.Sourccof  abscess 

place. 

not  traced.  No  in- 

flammatory  lymph 
over  intestines  whieli 

appeared  healthy. 
Brain  normal,  said 
to  he  anxraic. 

280 

26 

F 

Obstetric  for 

P.&R. 

As  patient  did  not  wako  after  inhalation, 

? Syncope. 

version. 

house  surgeon  (not  hitherto  called)  sent 
for.  P.  thready,  face  blue,  breathing  very 
imperfect.  IJestoratlve  measures  unsuc- 
cessful; died  10  minutes  after  house 
surgeon's  visit. 

281 

27 

M 

P.M.  '*  Ue.alh  from 

1 

chloroform.  General 
emphysema  of 
lungs.” 
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1 

2 

3 

4 

5 

6 

7 

8 

9 

Reference, 

CJ 

(if 

< 

M 

cc 

Operation  and 
duration  of 
administration. 

Method  of 
administial  ion. 

P.  orR. 

Symptoms  cccurrinj?  unde  nnfcsthetic. 

Assigne'l  « ause  of 
dcatii. 

Remarks. 

282 

45 

M 

Removal  of 

Clover’s 

It. 

Struggled  violenlly,  rose  to  liis  feet  (seated 

? 

Patient  . advised  not 

tumour  ill- 

apparatus ; 

in  chair)  and  pulled  gag  from  mouth. 

P.JI.  Heart  flabby 

tohaveau  anxsthetic. 

volving  liard 

flannel  cone. 

Was  laid  on  table  before  CIICI3  rc-com- 

and  light  coloured. 

ami  soft 

iiienced,  and  CIICI3  given  by  flannel  cone. 

I.ungs  and  brain 

palate. 

Breathing  ceased,  face  turned  dusky, 

moderately  con- 

tongue  protruded  between  teeth.  Tongue 

gested,  but  no  other 

at  once  drawn  forwards ; liead  and 
shoulders  pulled  below  level  of  table,  body 
turned  upwards,  and  artificial  R.  (Sil- 
vester’s method)  tried  tor  i hour.  A few 
gasiis.  Slaiiping  with  wet  towels  and 
faradism  to  phrenic  nerve, and  cpigastrictm 
also  tried. 

appearances. 

283 

F 

Extraction  of 

2 or  3 stumps  extracted,  when  face  became 

Sitting  posture. 

teeth. 

deadly  pale,  ileasurcs  to  restore  anima- 

Dentist  (iiualified 

tion  adopted  and  medical  assistance  sent 

surgeon)  absolved 

for.  Death  took  place  Immediately. 

from  blame. 

284 

Small 

Healthy  subject.  “No 

operation. 

one's  fault.” 

285 

60 

31 

Reduction  of 

i dr. 

1’. 

Pupils  began  to  dilate  and  heart’s  action  to 

Fiom  fatty  dcgeneia 

Patient  hail  been  hard 

subglenoid 

fail.  Restorative  measures  of  every  kind 

tion  due  to  drinking 

drinker,  but  for  a 

dislocation  of 

of  no  effect,  and  jiatieut  died  in  a few 

habits.  .s;yncoi)c. 

few  months  “tempo- 

humerus. 

minutes.  Among  measures  used  were  drau-- 

P.31.  Hetu  t fatty  and 

rate.”  Nothin”’  in 

ing  forward  tougne,  artificial  R.  and  gal- 

degenerated,  and 

previous  exairiina- 

vanism. 

kidneys  granular. 

tiou  to  contra-indi- 
cate use  of  CIICI3. 

286 

45 

11 

For  c.xplora- 

P. 

Violent  struggling,  stoppage  of  P.  Usual 

Syncope. 

Healthy  looking  man. 

tion  of  sinuses 

methods  of  resuscitation  with  no  effect. 

P.3I.  Fatty  degen- 

in  right  femur 
(13  minutes). 

eration. 

287 

8 

M 

On  left  knee 

On  lint. 

r 

Towards  end  of  operation,  which  was  rather 

? Syncope. 

bent  almost  at 

li  to  2 d'  . 

prolonged,  P.  stopped.  Measures  resorted 

right  angle. 

in  2 dose:. 

to  were  : llolding  up  by  legs,  artificial  1!., 
slapping  with  wet  towel,  a]ii)lication  of 
hot  sponges  to  heart,  enema  of  brandy  anil 
ammonia,  and  of  ammonia  and  nitrite  of 

amyl  to  nostrils.  Artificial  R.  coutinned 
for  li  hour. 

288 

33 

M 

Reduction 

Folded  lint. 

p. 

1*.  bcctimc  feeble  and  R.  stertorous,  face  livid. 

P.3f.  Lungs  and 

Patient  not  strong 

of  recent 

2 di'.  (about). 

Measures  resorted  to  wore  : Tiiltiny  ])illow 

b r a i ii  conj;eslcd. 

Hernia  not  strangu- 

inguinal 

under  shoulders  so  that  hetid  fell  back- 

Heart  large,  cavi- 

lated  : attempts  to 

hernia. 

wards,  tougne  drawn  forward  by  forceps, 

tics  full  of  dark 

reilnce  it  after  bath 

artificial  R.  (Silvester’s  method),  injection 

blood.  Right  ven- 

unsuccessful. 

of  brandy  2 oz.  with  warm  water  perrec- 

triclc  thinner  than 

turn,  flapping  chest  with  wet  towels,  rub- 

normal,  and  over- 

bing  and  warming  extremities.  Patient 

bii<l  witli  fat.  No 

ccascal  breathing  3 or  4 minutes  from  bc- 
giuiiiug  of  seizure.  Faradism  to  iihrenic 
nerve  tried  later  on  and  artificial  K.  kept 
up  J hour. 

naked  eye  evidence' 
of  fatty  degeuera- 
tion. 

Sitting  poattirs. 

289 

30 

F 

Extraction  of 

tooth. 

290 

11 

Extraction  of 

thorn  from 

foot. 

291 

F 

For  labour. 

292 

F 

For  labour. 

p. 

C'llCI;)  given  for  slight  coiniilsions;  jiaius 

? Syncope. 

returuiM<»,  more  *iivon  ; tmiior  oocurrod, 

r.  (teased,  and  paliont  was  doad. 

293 

37 

M 

Removal  of 

Lint. 

P.A  R. 

Uroatliod  LMiuably  for  a few  moments,  but 

fiiucope. 

carious  bone 

2 dr. 

when  bone  was  grasiu'd,  breathing  slojiiicd 

P.M.  Marked  fatly 

from  stump  of 

and  1’.  ceased,  about  .same  lime.  .Vrtilicial 

d oy’ c n V V a ti on  of 

arm. 

R.  performed  tSilvester’s  method)  for  | 

lioart.  Si'o  /U>sfon 

1 

1 

1 

1 

i 

1 

■ 

• 

1 

1 

hour.  Brandy  not  given. 

M.  <)'■  S.  ./.,  22  Feb. 
1877,  p.  231,  where 
the  administration 
of  (,'HCl:i  in  this  case 
is  severely  criticised. 
Sec  also  M.  /’.  ()’•  C. 
11  April,  1877,  p. 
289,  where  report  of 
this  case  Is  quoted 
from  Stuelevi's  J.  in 
which  the  heart  Is 
slated  on  P.M.  e.\a- 
minntion  to  have 
been  found  fairly 
healthy. 
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1 ! 

6 

0 

u 

c5 

i 

3 

4 

6 

6 

7 

8 

O 

tai 

< 

T, 

Operation  and 
duration  of 
> dministMtion. 

Method  of 
administration. 

1’.  orR. 

Symptoms  occurring  under  anesthetic. 

Assigned  cause  of 
death. 

294 

F 

Removal  of 

Died  before  operation  could  bo  completed. 

“ Spasm  of  laryn.x.”- 

tumour  in 

All  efforts  to  restore  consciousness  futile. 

throat. 

296 

43 

.M 

Auiputatiou  of 

Lint. 

U. 

R.  ceased  .and  then  P.  in  temporal  arteiics 

?.\sphy.xia  from  pres- 

finger. 

Over  1 dr. 

could  not  be  felt.  Artificial  K.  started  and 

sure  of  bronclioccle. 

kept  up  f hour;  left  external  jiigiilar  vein 

P.M.  Heart  eontraet- 

opened ; battery  and  every  other  means 

ed  and  empty,  ftitly 

296 

used  to  restore  animation. 

degeneration.  Rron- 
chocele  involving 
left  lobe  of  thyroid 
gland. 

52 

Keduetion  of 

On  thin 

l’.&  R. 

After  small  2nd  dose  had  hecii  given  on 

? .■'yiicope. 

strangiilaled 

liandkcrchicf. 

iiecount  of  rotiiriiing  eoiiseiousiioss,  hretith- 

No  l’.3I.  allowed. 

lieinia. 

2 dr. 

ill”'  beesnne  suddenly  slmllow  and  irrc^rnlar 
and  radial  T.  conld  uot  be  felt.  Usual 

means  of  remseitatiou  resorted  to  but 
patient  never  rallied. 

297 

43 

F 

For  aneurysm 

Small 

11. 

Exliiltitcd  signs  of  obsl ruction,  siiperiii- 

-Vsphyxia  from  pres- 

of  aorta  pressing 

quantity. 

eumlieiit  position  increasing  pressure  on 

sure.  “ Patient  liad 

Oil  trachea 

wimlpipe.  .\rtilieial  R.  of  no  tise  so  Ittryn- 

declared  she  could 

(2  minutes). 

jjotoiny  perlbnnod,  but  left  innominate 

not  lie  down  with- 

vein  lieing  oeeliided  some  veins  crossing, 

out  clioking.  Two 

larynx  dilated  ami  womided  in  operiitiim. 

liillows  were,  hoiv- 

Quantity  of  blotsl  entered  air  passages; 

ever,  placed  nniler 

2 98 

tliough  sucked  out,  delay  fatal. 

iter  liead  and  site 
Wiis  itersiiaded  to  re- 
cline.’’ Stinlints’ 

56 

M 

For  fistula. 

3 dr. 

R. 

\ iolcnt  muscular  s]»asm,  K.  became  cm- 

Failure  of  R.  owing 

biirrassed,  and  death  took  place  iu  sjiite  of 

to  miiscnlar  spasm, 

every  elfort  at  resuscitation. 

as  the  respiv'fory 

299 

muscles  as  well  a 
otlier  muscle  o the 
body  were  in  state 
of  rigitl  eontraelion. 

31 

For  perineal 

Death  ensued  quickly  on  stage  of  struggling. 

Asphy.xia,  aeeording 

fistula. 

to  P.3I.ai>pearanees. 
Aiiiesthelie  given 
while  Imiie  nniseu- 

900 

lar  contraction  go- 
ing  on. 

27 

M 

For  disease  of 

Skinner’s 

P. 

Aliirmiiig  symptoms  tippeared,  and  deal  It 

? Syncope. 

knee 

inhaler. 

took  jdacc  in  a few  minutes.  Tonuiie 

P.3I.  Fattydcgenera- 

(chronic 

drawn  forward,  ftme  and  ebest  slapiied 

lion  of  lieart. 

synovitis). 

with  wet  towel,  enema,  nitrite  of  amyl, 
artificial  R.  (.Silvester’s  method). 

301 

23 

F 

Olieration  on 

4 dr. 

Operation  performed  but  patient  died  a few 

KITitsion  of  blood  on 

c>'e. 

hours  later. 

brain, death  aeeeler- 
aled  by  vomiting 
caused  liy  adminis- 

tration  of  CTiri;^. 

r»raiii  softer 

Ihtin  naltiral,  coagu- 
lated blood  in  sev- 
eiiil  iilaees. 

302 

38 

31 

Keduetion  of 

Lint. 

l’.&  1! 

K.  Piiddcnly  stopjied,  face  livid,  lips  bine.  V. 

Syncope. 

punipliiiiiosis 

fjiiltd.  Artifieial  It.  n\M>rted  t<»»  and  chest 

P.31.  Heart  dilated 

of  tlirci'  (lays’ 

tlleked  with  w(*t  towel.  .Vftcr  5 minutes 

and  lat.tv,  walls 

standing. 

1\.  restored,  but  no  return  of  I’..  h^po- 

Iherid.  no  valvular 

dermic  of  brandy  ( i dr.),  and  faradi>ation 

disease,  lungs  and 

employed,  artifieial  R.  kejit  up  j hour. 

all  internal  organs 
eoiigesied. 

303 

F 

Slight 

2 dr.  (given 

r.M.  Fatty  degenera- 

operation. 

drop  by  drop). 

tion  of  heart. 

304 

4H 

M 

P.3I.  “Death  iimier 

chloroform.” 

305 

29 

M 

For  fistula 

? r. 

Patient  heennic  suddenly  hlsiiehcd  iu  faee 

P.3I.  Hetirt  liyper- 

F 

iu  auo. 

and  lireatlied  feebly.  Artifieial  R.  for 
1 hour,  but  iiaticiit  died. 

Irophied. 

306 

23 

‘•('hloroform  iiihala- 

tion."  1’.31.  refused. 

307 

18 

31 

Removal  of 

1 dr. 

? 1’. 

SpasiiKHlic  cliaiige,  sudden  lividitv  of  eoun- 

Xo  1*.M.  allowed. 

elongated  tiitd 

teniinee,  and  sudden  dilatation  of  pii|iils. 

indurated  pro 

3leji.snres  resorted  lo  were  : Dashing  cold 

puce 

water  on  face  and  eliest,  admitting  air  into 

(2  or  3 mimttes) 

room  and  artificial  R.  for  long  time. 

( 


Reui.irke. 


Mild  tiikcn  meal  shorts 
ly  Ix'foi't'  coming  lo 
liosiiitiil.  In  Iiiibit 
of  drinking  tliree 
gallons  of  boor  daily. 


History  of  rhciimatir 
gout. 


At  llicse  times  the 
ii'linini^lralion  of 
curb)  sIioiihI  be 
entirely  susiiendcd 
till  spiisui  ceases.” 


Intemiieratc. 


K.Xiimined  previonaly 
to  opeiiilion  iiml 
found  lo  111'  lit  sub- 
ject lor  t UCI3. 


Noibing  seemed  to 
eontni  indicate  iisp 
of  CIKI^. 


.\nenrysms  of  abilo- 
minnl  aorta,  popliteal 
arteries,”  Ae. 

I'alienl  in  fairly  goial 
liealtli. 

"Old  iliseaaeof  kiilney. 
perineplirilie  aliseess, 
psoas  aliseess.” 

Heart  previously  e.\- 
ani  im  d : no  t li  i ng 
found  to  forbid  iise 
of  ( IICI;,. 
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1 

2 

3 

4 

6 

6 

7 

8 

t 

j Reference. 

be 

< 

01 

75 

Operation  and 
(juration  of 
administration. 

Method  of 
administration. 

P.  or  R. 

Symptoms  occurring  under  anajsthetic. 

Assigned  cause  of 
death. 

Remarkg. 

308 

F 

Removal  of 

Small 

CI1C1-)  had  been  given  and  patient  died 

? Syncope. 

tumour  in 

quantity. 

suddenly. 

R.M.  Fatty  degenera- 

axilla. 

tion  of  heart. 

f09 

41 

M 

Extirjiation 

Skinner's 

R. 

After  3 or  4 minutes,  stage  of  excitement 

Syncope. 

App.irently  healthy 

of  rioht  eye- 

Inhaler. 

entered  which  lasted  2 or  3 minutes. 

R.M.  llciirt  12  oz. 

before  administra- 

ball 

3 dr. 

Again  became  quiet,  conjunctive  became 

Left  ventricle  2 dr. 

tion,  heart  acting 

(8  to  10 

insensible  to  touch,  piiidls  contracted, 

fluid  blood,  right 

powerfully  and 

minutes). 

muscular  relaxation  not  complete,  jaws 

ventricle  the  same, 

sounds  clear. 

firmly  clenched,  1’.  and  breathing  good. 

muscular  substance 

Operation  commenced,  breathing  ceased. 

flaccid  with  com- 

1’.  still  going,  t'hest  at  once  was  com- 

menciii^  fatty 

pressed,  but  iu  1 or  2 seconds  1’.  had 

change.  Lungs  cm- 

stojiped.  Artificial  K.  (Silvestei''s  and 

lihysematous,  no 

.siayre’s  methods)  i hour,  galvanism,  iu- 

marked  congestion. 

version,  dasliiny  of  ice<l  water  on  fare  and 

frothv  scrum  on  sec- 

chest,  and  ice  iu  rectum.  Fatieiit  breathed 

tion.  Kidneys  very 

a few  times,  hut  no  1’.  or  heart  beat.  R. 

coni»esled,  slight 

and  action  of  heart  seemed  to  cease  almost 

granular  change. 

simnltaueously. 

Ijiver  congested, 

healthy.  Brain  ; 
congestion  of  cere- 
bral veins  on  sec- 

310 

F 

tion. 

311 

34 

F 

For  fi.stula 

Fob's  of  lin'. 

F. 

Just  as  diviiion  of  fistula  w.as  being  per- 

“ Death  from  action  of 

in  anu. 

3 dr. 

formed,  2 minutes  after  withdrawal  of 

chloroform  on  dks- 

CHCh,  patient  gave  sharp  scream,  pupils 

eased  heart.” 

dilated,  urine  passed  involuntarily,  face 

R. ,M.  Heart colliipsed. 

became  pale,  heart's  action  and  R.  suddenly 

jiale,  covered  with 

ceased,  and  shortly  breathing  c.ca.scd  too. 

laj  er  of  fat,  weighed 

Measures  resorted  to  were  : Artificial  K., 

li^  oz.,  cavities 

admitting  fresh  air  to  room,  interrupted 

empty,-  walls  very 

shocks  to  heart  from  coil,  brandy  injection 

thin  and  pallid,  well 

per  reetnin,  optMiin^  of  rimlit  inedian 

marked  fatty  degen- 

basilic  vein.  A few  feeble  Us.  resulted. 

oration.  Apparently 

but  in  an  hour  attempts  abandoned  as 

atheromatous  patch 

hojicleas. 

on  mitral  valve, base 
ami  transverse  i»art 
of  aorta  atheroma- 
tous. 

31? 

41 

M 

For  perineal 
uiet'notomy 
(j  hour). 

1 oz. 

R. 

Operation  had  been  performed  and  anes- 
thetic removed  lor  a few  seconds,  when 
patient  ceased  to  breathe.  Klforts  made 
to  restore  life — but  uithout  avail — were 
artificial  U.,  amyl  nitrite,  inversion,  &c. 

Died  before  amputation  could  be  begun. 

313 

Amputation 

? Syncopo. 

314 

of  log  . 

316 

.61 

For  iridec- 

3 ( r. 

Was  not  unconscious  of  pain  at  beginning 

Had  inh.aled  2 dr. 

tomy. 

of  operation,  which  lasted  about  5 minutes. 

CHCI;|  the  preceding 

Heart  stopped  suddenly  ; 2 or  3 gasping 
inhalations.  Klforts  at  resuscitation  un- 

day  without  injury. 

availing. 

3IG 

38 

F 

Reduction  of 

Inhalation 

.Alarming  symptoms  ; artificial  li..  ammonia. 

” Inability  of  a weak 

dislocation  of 

by  Simpsoi.’.) 

vapour,  and  Hoffinan's  ether  used  with  no 

heart  to  carry  on 

elbow. 

method. 

avail. 

circulation  through 

Small 

the  lungs.” 

quantity 
(40  drops). 

R.M.  Fatty  heart. 

317 

34 

M 

For  fistula 

On  lint. 

r. 

Struggled  violently,  intpils  hecaiue  largely 

Syncope. 

Besides  the  fistula  in 

iu  auu. 

2 dr. 

dilated,  and  1’.  stopped,  (talvanic  battery 

R.M.  Rleural  cavities 

ano,  ]i:iticnt  luid 

to  cardiac  region,  c1k‘s1  struck  with  coUl 

and  pericardium 

ulcer  of  riglit  leg 

wet  towel,  and  brandy  injection  per 

empty  and  with  no 

which  liealcd  under 

rectum.  Breatlicd  spasmodically.  Lifted 

adhesions.  I.uiigs 

tre;itment.  Health 

up  bv  feet  for  few  seconds  and  breathed 

congested.  Heart 

otherwise  robust. 

more  regularly.  Lifted  up  again,  no  im- 

covered  witli  fat, 

Auscultation  sliowed 

proveinent,  but  causing  congestion  of  head. 

flabby,  ]>ale,  dilated. 

nothing  wrong  about 

Five  minutes  from  the  time  struggling 

valves  healthy,  cavi- 

he;irt.  Very  excited 

beuan  ho  ceased  to  breathe  altoftether. 

tiesenii)ty,wall  thin. 

before  operation. 

Arlilicial  R.  and  galvanic  battery  tried  for 

M i croscop  ieal  ly 

2U  minutes. 

heart  showed  fatty 
degeneration. 

318 

1.6  M 

On  stump  of 

On  lint. 

1’. 

After  completion  of  oiieration  breathing 

Syncoi)c. 

Of  florid  com]iIexiou 

anti. 

dr.  used,  of 

stopiK-d.  Tongue  drawn  forward  and 

R.M.  Right  ape.x  of 

ami  apparently  in 

wlii(d)  miu'Ii 

Iji'calhliiji’  bejiaii  again.  Mumaal  si^*^ns  of 

lung  slightly  adlier- 

g(H)(l  health.  Ann 

sujiposrd  to 

feeling  in  stump  ol  arm.  Breathing  loud 

ent.  Rerieardinm 

Inid  been  amputated 

liavo  ovapo- 

and  is'Ciiliar.  No  radial  R.  felt  and  no 

contained  2 dr.  of 

seven  years  pro- 

ratrd  t'roin 

blceiliii;;  from  wound,  lieart's  action 

clear  serum.  Heart; 

viously.  Stump  had 

Hut. 

having  ceased.  Means  for  resn.scitation 

valyes  healthy,  right 

become  conical  and 
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DEATHS  UNDER  CHLOKOl-'ORM. 

Cases  between  1860  and  1891  from  Published  Records  {continued). 


J 

2 

3 

4 

b 

6 

7 

c5 

V 

a 

<2 

0 

b£ 

< 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  under  auEesthetic. 

« 

were:  Galvanism,  artiflciiil  K.,  friction, 
brandy  and  ammonia  eneniiita,  cltiimpagne 
jiassed  into  stomaeli  by  meiiiis  of  tube ; 
restorative  mciisurcs  used  for  i liour. 

319 

3 

M 

For  mill- 

20  minims. 

P. 

P.  suddenly  stoppetl  and  appiiratus  re- 

formation. 

movcil.  Piitient  recovering.  CHCI3 

iigaiii  given,  P.  iigiiin  stoppeil  and  K. 
ceased.  Artificial  U.  used  witli  no  avail. 

320 

22 

F 

Labour. 

1’. 

Tremor  occurred.  P.  ceased. 

321 

*25 

F 

I.aboiir. 

“As  iiaticiit  did  not  rouse  iifter  iiilialaf ion, 
surgeon  called  in,  wlio  foimd  ii  tliieady 
pulse,  face  blue  and  K.  iinperfeet.  In  10 
minutes  woinaii  died.” 

322 

JI 

For  liydrocele. 

15-20  grin. 

“Kvery  iiieansnf  recovery  including  traelieo- 
tomy  tried  in  vain.” 

323 

25 

JI 

Circumcision. 

324 

8 

JI 

On  knee. 

4 dr. 

Operation  conelndod,  wben  lividity  of  coun- 

tcnance  noted.  Jleasures  employed  were  : 
Artilicial  K.  aiid  battery  for  £ hour  witli 
110  result. 

325 

To  procure 
sleep  when 
under  deli- 

riuiii  tremens. 

320 

F 

For  tumour 

P. 

P.  Iiegau  to  fail,  .and  iu  spite  of  restorative 

on  right 

efforts,  patient  died. 

brciist. 

327 

M 

For  contrite- 

1;. 

As  patient  was  not  sufticieiiHv  uuiler  iiiflii 

tions  of  legs 

enec  of  CHCI^,  more  was  given,  when  it 

and  arms. 

was  found  K.  had  ceased.  Artilicial  U. 
with  no  eflfeet. 

328 

38 

M 

Peri  ueal 
listula. 

yjo 

33 

JI 

For  listula. 

p. 

Very  su|.ertiei.al  U.  continued  “ long  after ’’ 

heart’s  action  liad  ceased. 

330 

P. 

Very  superficial  1{.  continued  “long  after” 

heart’s  action  had  stopped. 

P.  A R. 

331 

JI 

For  cnncica- 

.Suddenly  eea.sed  lirealliing  and  face  heeame 

tion  of  eye 

livid,  operation  being  eoni|ileted.  Measures 

ball. 

resorted  to  were. : I’ulliiig  forward  tongue 
and  artilicial  K.,  galvanism  and  nitrite  of 
amyL 

332 

lienim  al  of 

orbital 

tumour. 

: 33 

JI 

Itemoval  of 
small  ])iecc  of 

bone. 

? P. 

334 

14 

F 

On  alisrcsses 

Breathing  soon  became  noisy  and  em- 

in  elbow- 

barra.ssed  ; lips  and  face  turned  livid. 

joint. 

Usual  restoratives,  with  no  avail. 

Assigned  cause  of 
death. 


side  distended  witli 
fluid  blood,  left,  con- 
tracted,  uuiscuiar 
tissues  licaithy. 

? Syncope. 

I’.JI.  Showed  patient 
to  be  weakly  and 
that  “ lunos  bad 
never  been  properly 
inflated.” 

No  cause  of  death 
found  beyond  y iviii"' 
CUCIa. 


I’.M.  Notliiug  re- 
markable with  res- 
pect to  oryans  of  K. 
and  circulation  w.as 
found. 

" (Jhlorofonn  admin- 
istration.” 

U.M. 

Syueopc. 


I’.M.  “ Pyelitis,  iis- 

cendiny  nephritis, 
chloroform. ” 
Syncope. 


Syncope. 

P..M.  Irefore  putrelite- 
tiou  had  set  in 
showed  iiir  bubbles 
in  th(^  blood  of  tlie 
sinuses  in  Hie  vessels 
of  the  ])ia  mater,  in 
that  of  both  sides  of 
the  heart  and  in  the 
pulmonary  vessels. 
Heart  flaccid,  not 
diseased. 

Syncope. 

I’.M.  appearances  »(i7, 
e.xcept  intense  con- 
yestion  of  kidneys. 


Remarks. 


skin  had  ulcerated 
over  cud  of  bone. 


I’alicnts  in  lalionr 
\ do  not  enjoy  any 

I absolute  inininnity 

from  the  )icrnici- 
. ous  elTects  of  cblo- 

I roforni.  Holb  pa- 

tients free  from 
I cardiae  or  pnlmon- 

arycomplicatious.  ” 


Patient  was  sufferiny 
from  injury  to  foot. 


Had  been  operated  on 
under  " Itichl. Methy- 
lene ” tlie  day  pre- 
vious. 


A powerftilly  built 
man;  bad  formerly 
suffered  from  de- 
lirium tremens  and 
typhus. 

A broken-down  person . 
For  last  year  had 
been  inmate  of 
lunatic  asylum. 


Had  taken  CH(;i3  well 
before.  Previous  to 
that  was  given  ether, 
but  be.'iring  it  so 
badly  preference  wut 
given  to  CIICI3. 
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Series  B. 

DEATHS  UNDER  CHLOROFORM. 

Cases  between  18G0  and  1891  from  Published  Records  (continued). 


1 

2 

3 

4 

6 , 

6 

7 

8 

8 

Reforonoc. 

< 

i 

Operation  and 
duration  of 
administration. 

Meth  id  of 
administraliun. 

P.  orR. 

Symptoms  occurring  under  aiucsthetic. 

AsBigned  cause  of 
death. 

Remarks* 

335 

1 1 

.M 

Syncope. 

33G 

RemoTal  of 

I’.M.  Bhowed  extensive 

(jiven  at  patient’s  de- 

bone  from 

adhesion  of  the  peri- 

sire,  who  had  taken 

Ifff. 

eardium. 

it  on  3 previous  oeca- 

6iuus* 

337 

17 

M 

On  left  foot. 

3 dt. 

K. 

Asphyxia  hastctied 

by  action  of  CHCI3 
on  congested  lung. 

P.  M.  Heart : normal, 

left  side  empty  and 
contracted,  right 

tilled  with  black 
fluid  blood,  3 dr. 
of  blood  iu  pericar- 
dium. Ltttigs : right 
congested,  left  tiepa- 
tised,  with  adhe- 

sious. 

338 

Removal  of 

Death  occurred  before  operation.  Usual 

? .Syncope. 

projecting 

restorative  means  attempted. 

P.M.  Fatty  liver,  the 

]dia1anx  from 

only  pathological 

injured  finger. 

state  found. 

339 

20 

M 

Extraction  of 

Napkin  with 

Fatieut  soon  under  influence  of  vapour ; 

Sitting  posture. 

teeth. 

paper  funnel. 

tooth  extracted  became  partially  sensible ; 

3 oz. 

more  CHCI3  given,  2 teeth  extracted, 
again  partially  sensible ; another  tooth 
extracted  'vithout  more  CHCI3.  Patient 
then  began  to  struggle  and  show  signs  of 
pain.  Head  brought  forward,  moutli  well 
cleared.  Then  put  iu  former  position, 
when  suddenly  threw  np  arms,  rolled  eyes, 
anil  ceased  to  breathe.  Measures  used 

were  ; Inversion,  drawing  forward  tongue, 
artificial  R.  Heart  still  beating,  no  pul- 
sation at  wrist,  face  very  livid,  no  natnnil 
R.  Electricity  and  iced  water  employed 
also.  Efforts  continned  for  1 hour. 

340 

50 

M 

llednctioii  of 

2 dr. 

V. 

Before  o]ieralion  had  been  begun,  counten- 

Syncope. 

Heart  and  P.  h.ad  been 

dislocated  Ilip 

ance  changed  anil  P.  ceased.  Electricity 

No  I’.M. 

carefully  examined 

(5  minutes). 

applied,  lower  limbs  elevated,  artilicial  R. 

before  udmiui2»tra> 

tor  1 hour,  and  other  means  with  no 

tration. 

success. 

341 

M 

For  necrosis 

.Small 

1;. 

Before  fully  under  amesthetie  R.  stopped 

P.M.  Brain  softer 

of  tibia. 

ipiautity. 

and  could  not  be  restored. 

than  natural. 

342 

3G 

M 

Extraction  of 

Two  teeth  had  been  e.xtraeted  when  it  was 

Silting  poslm'c. 

teeth. 

fimnd  that  he  had  ceased  to  breathe.  Ar- 
tilicial means  to  restore  R.  proved  fruit- 
less. 

343 

48 

.M 

Rctiuctioii  of 

1>. 

Action  of  heart  suddenly  failed.  P.  stoii))ed 

Paralysis  of  heart. 

dislocation  of 

before  breath  ceased.  Usual  restoratives 

P.M.  Heart  large, 

shoulder. 

applied. 

with  much  fat  in  its 
Bulistance.  Lungs 
emphysematous. 
Liver  fatty.  Large 
ecchymosis  in  axilla 
iinil  pectoral  region. 

344 

5U 

M 

Removal  of 

F.&K. 

.Seven  minutes  after  Cliri  , given  P.  .and  K. 

? .‘'yncope. 

Patient  was  subject  to 

eiicliondrnma 

ceased.  Meatis  resorted  to  were  ; .\rlilitial 

P.M.  Extreme  em- 

imlnionary  emphy- 

of  upper  lip 

1!.,  tongite  drawn  forward,  faradism,  and 

physema  of  lungs, 

sema,  lint  no  obvi- 

(7  uiiuutes). 

tracheotomy. 

liypertrophy  of  right 
ventricle,  conges- 
tion of  liver  and 
kidneys,  and  arterial 
atheroma. 

ous  cardiac  disease. 

345 

.M 

For  hernia. 

Syncope. 

Had  been  without  pro- 

]ier  food  for  9 days. 
Was  complaining  of 
severe  pain  in  lower 
]iart  of  body,  and 
was  sent  to  the  iiilir- 

mary. 

34C 

1'' 

For  abscess  of 

After  a few  inspirations  of  the  ntimsthotic 

the  breast. 

she  became  itiscnsible  and  all  elTorts  to 
restore  life  were  in  vain. 

347 

40 

.M 

For  stone  iu 

Iblded 

? R. 

Before  becoming  totally  unconscious,  patictit 

Syncope. 

bladder. 

napkin. 

sprang  from  table atid  struggledwiththo.se 

P.SI.  Fatty  degene- 

holding  him  : strength  gave  way,  he  sank 
on  floor  and  ceased  to  brealho.  Artilicial 
R.  for  i hottr  without  avail. 

ration  of  heart. 
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Series  B. 

DEATHS  UNDER  CHLOROFORM. 

Cases  between  1860  and  1801  from  Published  Records  (loniinucd). 


1 

2 

3 

4 

A 

6 

7 

8 

9 

Reference. 

17 

ic 

< 

>< 

cc 

Operation  and 
duration  of 
ndniiiiistration. 

Method  of 
administration. 

1*.  orR. 

Symptoms  occurring  under  amesthetie. 

Assigned  cause  of 
dcalli. 

Remarks. 

348 

40 

■\I 

Reduction  of 

P. 

After  6 or  8 inlialalions  of  the  chloroform 

I’. M. revealed  no  licart 

Had  twice  before  bad 

subglenoid 

his  P.  ceased  and  all  efforts  to  revive  him 

disease. 

dislocation  redin’ed 

dislocation  of 

failed.  Artilicial  R.,  electricity  and 

at  hos])itaI  under 

the  shoulder. 

digitalis. 

chloroform,  and 
“ T li  is  man  was 
known  to  liavc  liad 

CIICI3  as  lujuiy  as  8 
times  on  former  oc« 

casious”. 

35 

1'' 

E-Ktruction  of 

Skinner’s 

? P. 

When  stumps  were  Iieing  renioveil  iiatienl 

? Syiieo  0. 

Patient  had  taken 

tcetli. 

inhaler. 

jumpcii  up  ami  hegan  to  struggle  with 

1 CHCl;)  twice  before. 

2 ilr. 

operator  and  administrator  as  if  iiysterieal. 

Examination  of 

(little  over.) 

I'liis  lastc<l  2 minutes.  Tlieii  swooued 

heart  showed  no  in- 

back  and  was  dead  in  5 minutes. 

dication  of  dise.4.se. 

1 

3o0 

50 

51 

Amputation  of 

Skinner’s 

p & i:. 

At  comnnmceinont  of  operation  patient 

Syiicoiic. 

Hail  taken  ( IKI3 

leg. 

inhaler. 

seemed  as  if  wanting  to  vomit,  but  only 

P.JI.  “ Fatly  lieart. 

twice  before 

? 2 dr. 

Spat  out  a little  inueiis.  In  t/  miniilejiw 

a'duiiiatoiis  Intiiis; 

dropi)'^d  and  faced  turned  blue.  Tongue 
drawn  out  and  artilicial  R.  begun.  R.  had 
ceased,  no  P.  at  wrist.  In  5 minutes  1)  )th 
returned,  when  suddenly  P.  tinttei  d,  be- 
came intermittent  and  sto))ped  altogeilier, 
R.  failing  at  same  lime.  Artilicial  R. 
carried  on  some  time  longer. 

granular  kidneys.  ’ 

3.51 

49 

F 

Amputation  of 

2 Ur. 

p. 

Took  several  long  insirirations  and  passed 

P.5r.  No  disease  of 

I’.atieiit  stout  and  full- 

breast. 

into  tile  e.xcited  stage.  Directly  this  was 

lungs  or  lie  a r t. 

blooded ; nervous  at 

over  the  1’.  ceased  to  beat,  but  2 slight  in- 

Arachnoi<l  very 

lakiiigCHCL.  In- 

spiratious  were  uiade. 

oi>ai|iie,  ami  large 
elfiisioii  of  blood. 

temperate. 

352 

42 

.51 

For  epulis  of 

p. 

I’atient  liad  just  come  under  inliiicnee  of 

ftyncope. 

Anaesthetic  carefully 

Upper  jaw. 

aiia;stlietic  wlieii  heart's  action  «as  ar- 
rested. Measures  taken  were  : Drawing 
forward  longue,  artilicial  R.,  galvanism  to 
carolid  region  ami  liyiioilerinic  of  aln)])ine. 

administered. 

3.53 

59 

M 

For  litlxotrity. 

2l  dr. 

.4s  oiieration  was  going  on  patient  seamed  to 

Syncope. 

Had  iindergmic  11  lir.st 

have  fainted.  Ar.ilieial  R.  for  i liour  witli- 

l’.5I,  lleiirl  weak  i n 1 

operation  for  iillio- 

out  elfcct. 

flabby,  especially 

trily  sueec.ssfiilly 

right  veiitriele. 

under  CHCI3,  this 
liaving  taken  place 
recently. 

354 

15 

K 

For 

2 doses. 

I’.  A R. 

After  left  eye  liad  been  operated  on  success- 

Syucoiie. 

Patient  a lit  suliject 

strabismus. 

(1)  2 dr. 

fully  and  dose  for  operation  on  riglit  liad 

for  CllCla. 

t2)lc.ssquanti(y 

been  given  and  ojieration  cmiimenced, 
breathing  and  P.  both  failed.  Every  effort 
to  restore  animation  unavailing. 

355 

18 

F 

“Effect  of  drug  too  pouerful;  galvanic 
hallery  ai>plied,  coiiBciuiisncss  could  not  he 
restored  and  patient  died.” 

? Syncope. 

356 

F 

Died  under  tlie  influcucc  of  chloroform  prior 

? Syncope. 

to  an  operation. 

P.M.  Heart  of  de- 

ceased  was  very 

small,  but  the 

357 

43 

.M 

For  incisions 

Iiihalor,  flannel 

or;^^a!is  were  per- 
feetlv  healthy. 

P.&R. 

Immediately  patient  came  iimler  influence 

.Syncope. 

Patient  had  l.ikeii 

into  sulicutaue- 

over  wire 

of  <'H('l;i  lie  ceased  to  breatlie  and  1’. 

No  P..5I. 

Cn<  well  a moiit  h 

ous  structures 

frame. 

stopped.  He  drew  a few  hii'allis  after 

lieforr. 

(erysipelas). 

this.  Traelieotoniy,  galvaiiisiii  and  arti- 
ficial R.  for  I hour  were  tried,  hut  all  un- 
availing. 

358 

:J5 

M 

Removal  of 

? Syncope. 

Patient  6 ft.  7iii.  in 

359 

31 

.M 

wen  from  neck. 

P.Jf.  Heart  disease. 

lieiglit. 

Removal  of 

On  towel. 

? P. 

Face  liecame  livid,  breotliiug  slow  and 

Syncoiie. 

tumour. 

3 dr. 

laboured,  gasped  ami  colour  bee, tine  jiur- 
plu.  Battery  ami  artilicial  R.  (the  latter 
for  1 hour)  were  tried  with  no  success. 

P.M.  lieart  llaliby. 

1 

360 

41 

Reduction  of 

On  cone 

P. 

Immediately  after  operation  breatliing  be- 

.Syncope. 

dislocation  of 

of  lint. 

came  slei  toroiis.  face  congested,  P.  suddenly 

P.M.  Fativ  change 

loft  .shoulder 

2 dr. 

slopp(‘(l.  .Pleasures  for  re.suscitatioii  were  : 

in  heart  witli  fibroid 

(3  l or  4 

Anifieial  R.  for  J hour,  eueina  of  braudy, 

thickening  of  valves 

minutes). 

galvanism. 

which  were  howc5  cr 

3G1 

55 

M 

For  uterine 

P. 

healthy. 

tumour 
(Ij  hour). 
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Series  B. 

DEATHS  UNDEK  CHLOROFORM. 

Cases  between  1860  and  1891  from  Published  Records  [continued). 


1 

2 

3 

4 

6 

e 

1 

8 

9 

Reference 

be 

<3 

M 

OQ 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  or  R. 

Symptoms  occurring  under  anEesthctic. 

Assigned  cause  of 
death. 

Remarks. 

362 

60 

M 

For  cataract 

On  funnel- 

P. 

Face  became  livid  and  P.  suddenly  ceased. 

From  “ heart  disease  ” 

Patient  had  been  run 

(about  5| 

folded  towel. 

All  restorative  efforts  useless. 

according  to  verdict 

over  aud  slightly  lu- 

minutes). 

In  2 doses,  less 

at  inquest,  but  this 

jured  a fortnight  be- 

than  2 dr. 

not  borne  out  by 

fore  operation.  This 

P.M. 

was  not  known  to 

surgeon  till  after  his 
death. 

363 

27 

M 

Rectifying 

P. 

When  operation  completed  patient  beeamc 

Syncope. 

defective 

suddenly  livid  aud  heart  ceased  to  beat 

P.M.  Liver  fatty. 

position  which 

but  K.  continued  considerable  time. 

Heart  in  most  ad- 

leg  had  taken 

Jleasures  employed  were  : Artificial  K., 

r anced  state  of  fatty 

after  com- 
pound fracture. 

galvauisui,  brandy  injections. 

degeneration. 

364 

9 

M 

For  abscess 

Operation  successfully  performed  but  patient 

in  thigh  and 
spinal  disease 

never  recovered  consciousness. 

(afew  minutesy 

365 

45 

Dental. 

R. 

Brcatliing  suddenly  ceased  and  death  almost 

Syncope. 

Patient  apparently 

immediate. 

healthy.  W as  sitting 
up  in  chair  when 

CHCI3  was  given. 

366 

367 

F 

Dental. 

368 

M 

For  sympatlietic 

Anmsthotic  not  given  many  minutes  before 

ophthalmia. 

patient  died. 

369 

50 

>I 

Reduction  of 

I’.&K, 

At  convulsive  stage,  breathing  suddenly 

Syncope. 

Vigorous  man. 

dislocation  of 

ceased  and  it  was  found  tliat  heart  had 

shoulder. 

stopped. 

370 

50 

M 

Reduction  of 

Handker- 

P. 

Before  operation  ])atieut  raised  his  body,  got 

Syncope. 

subcoracoid 

chief. 

black  in  face  and  died.  Artificial  R.  for 

P.M.  Heart  in  state 

dislocation  of 

2 dr. 

^ liour  of  no  effect. 

of  fatty  degenera- 

shoulder-joint. 

t,  i 0 u,  a n d other 
organs  extensively' 
diseased. 

371 

21 

M 

Adenoma  of 

Operation  almost  performed  when  P.  was 

'i  Syncope. 

This  death  occurred 

neck. 

found  to  have  become  thready.  Battery 
sent  for  but  in  1 minute  patient  was  dead, 
though  battery  arrived  aud  was  a])plicd. 
No  means  were  successful  in  bringing 
patient  back  to  life. 

on  the  very  day  that 
M.  Gosselin  formu- 
lated the  proposition 
,at  the  Academie  de 
M edec  i ne,  “ that  chlo- 
roform was  never 
the  cause  of  death 
when  it  wa.s  well 
administered." 

872 

23 

M 

Excision  of 

“ Towel  over 

r. 

After  operation  had  begun,  ])aticnt  began 
struggling,  towel  was  replaced,  and  at 

? Syncoi>e. 

eye-bail 

face,  Edin- 

No  P.M.  ai)pearauces. 

(8  minutes). 

burgh 

once  I’,  failed.  Remedial  efforts  un- 

except  some  copper- 

method.” 

availing. 

coloured  spots  on 
leg-9. 

373 

9 

M 

On  broncho- 

R. 

When  nearly  under  influence  of  anmsthctic 

Asphyxia. 

Patient’s  R.vory  defec- 

cele. 

breathing  became  worse.  Incision  in 

P.M.  Tumour  an 

tive  from  the  tumour 

tumour  having  been  made  patient  became 

enlargement  of  tliy- 

(tressiug  ou  trachea. 

quickly  livid,  was  making  respiratory 

void.  Passage  of 

efforts,  but  no  air  entered  chest.  Tongue 

trachea  where 

drawn  forward  and  position  of  head  and 

pressed  on  by  tu- 

neck  changed  with  no  advantage.  Traclie- 

mour  very  much 

otomy  could  not  Ire  ircrformcd.  Artificial 

contracted.  Mucous 

K.  commenced,  flexible  catheter  being 

membrane  slightly 

passed  through  glottis,  and  was  kept  np  ^ 

swollen.  I.ungs 

hour.  The  P.  kept  good. 

congested.  Nume- 
rous buliir  under 
visceral  phmrse. 

374 

29 

JI 

Opening 

Lint  in  cone- 

p. 

Operation  commenced.  K.  strong,  a little 

Syncope. 

Patient  was  small. 

ab.scess  in  sac 

sliapcd  com  • 

stertorous,  P.  goo<l.  P.  grew  weaker  little 

P.M.  Heart  : malm- 

wretched-looking,  of 

caused  by 

press. 

by  little  and  R.  also  grew  weak  atnl  fitmlly 

g a n y-c  ol  o ur  c d . 

alcoholic  habits,  and 

strangulation 

4-6  grm. 

stopped,  although  the  compress  Inid  been 

Lungs:  pseudo- 

was  attackerl  with 

of  large  right 

removed  sotne  minutes.  Month  to  month 

membranous  plcu- 

“ guelc  dclonp.’’  On 

inguinal 

ineutllation,  artificial  K.  (Chanssicr’s  tube) 

risy  somewhat  ad- 

account  of  deformity 

hernia. 

did  tint  succeed  in  restoring  animation. 

vauced,  not  liaving 

of  throat  more  than 

At  3 intervals  there  was  a deep  inspiration 

given  place  to 

usual  precautions 

but  death  took  place. 

appreciable  reac- 

taken  with  chloro- 

tionary  phenomena. 

form.  The  chloro- 
form was  not  abso- 
lately  pure;  i t 
contained  a little  al- 
cohol, but  this  fact 
counted  for  nothing 
in  tho  causation  of 
death. 
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Skriks  B. 

DEATHS  UNDER  CHLOROFORM. 

Oases  between  1860  and  1891  from  Published  Recobds  (continued). 


1 

2 

3 

4 

6 

6 

7 

8 

9 

Reference 

60 

< 

Sex. 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  or  E. 

Symptoms  ocenrring  nnder  anesthetic. 

Assigned  cansc  of 
death. 

Remarks. 

375 

Keduotion  of 

Asphyxia  caused  by 

dislocated 

pulmonary  con- 

shoulder. 

gestion. 

P.M.  Lungs  conges- 

ted  on  side  of  frac- 
ture of  ribs. 

37C 

31 

M 

Forcible 

fiitermittingly 

R. 

After  complete  anaisthesia  was  obtained, 

Respiratory  failure 

Was  suffering  from 

stretching  of 

Oil  a compress. 

operator  beut  lej*'  :md  tbii>h  upon  trunk  in 

and  syncope. 

sciatic  neuralgia  tliat 

sciatic  nerve. 

Had  not  in 

siieh  a way  that  tlie  foot  was  carried  totlie 

defied  treatment,  but 

spired 

neighliotirhood  of  the  head.  Patient  lieeame 

was  otherwise  vigor- 

10  grm. 

livid,  stopiu'd  lireatbing,  and  died.  Lower- 

oils  and  ill  perfect 

iug  head,  artificial  U.,  electricity  and 
tracheotomy  were  tried  in  vain. 

health. 

377 

38 

F 

Rciliictinn  of 

r. 

For  2 minutes  all  well,  lint  cidlapse  followed. 

Syncope. 

fracture  of 

Artitieial  R.  and  other  uietliods  useless. 

l'.5I.  Fatty  degene- 

378 

leg. 

ration  of  lieart — 
“ heart  « hicli  could 
not  resist  the  sliock 
of  pain  first  and  of 
chloroform  upon 

jiaiii.” 

34 

F 

For 

“ (.'ollapse,'’  verdict 

ovariotomy. 

at  imiucst. 

379 

M 

Ueiiioval  of 

Scotch  method. 

Died  suddenly  before  commencement  of 

Syiico)ie. 

Healthy  man. 

tumour  troiu 
nape  of  neck. 

operation. 

380 

35 

I' 

For  iistula  in 

On 

At  stage  of  muscular  rigidity  P.  stopped. 

Syncope. 

:iuo. 

folded  lint. 

Measures  to  restore  adopted  were  : Cold 

Heart  e.xeeed- 

alfnsion,  artificial  K.,  application  of  farudic 
current. 

ingly  fatty. 

381 

4U 

M 

Removal  of 

3 dr. 

p. 

Fiece  of  ilisoased  bone  liaving  been  removed 

? Svneope. 

Patient  looked  oldct 

iliseased  hone 

(less  than). 

liaticnt  struggled,  sat  iij)  in  bed.  P.  at 

iNo  P..M. 

lliaii  li(‘  ruullv  was. 

of  right  foot 

wrist  became  weak,  fiieken'd  and  slopped. 

1*.  siroiii:  jimi  n*L*u- 

(10  miiiutesj. 

face  hi  came  livid,  but  temporal  artery  still 

tar,  and  a liillr  liaid. 

beating.  I'lipils  li.xcd,  not  dilating.  Arti- 

No  siiiiis  of  uardiac 

iieial  K.  and  fsiradie  current  to  phrenic 
nerve  were  tried  but  patient  only  L*ave  '2  or 

iiiistdnuf. 

382 

3 gasjis. 

02 

M 

On  cancerous 

Oil  lint. 

I'atieiil  became  very  violent,  P.  became  im- 

Syncope. 

Xo  exainiiialion  of 

growth  oil  li]). 

1 ilr. 

percept ilile,  and  breatliing  after  S or  5 Rs. 

P.M.  lleiirt  large  anil 

lu'art  was  inadi'  prior 

seenu'd  alumt  to  stop.  Artificial  K.  and 

tlabbv  ; c.xtciisive 

to  administration, 

other  means  used  witlioitt  avail. 

aiherorna  of  coroii- 

but  it  is  drubtrul 

:iry  arifvies ; no 

hot  her  any  e.xami* 

fatty  degeneration  ; 

nation  could  liave 

383 

On  (lislocjition 

no  valvnliir  disoaso. 

rev  aled  a dangerous 
state  of  llic  organ. 

14  M 

rnhalor. 

p. 

After  operation,  when  patient  wasbeginnirg 

.Syncope. 

Heart  e.xainiiieil  be- 

and  Iracuiri*  ol 

IJ-  dr.  given  at 

to  recover,  he  raised  himself.  In  111 

No  P..M. 

fore  o p e r a i i o ii  . 

boiiesat  elbow. 

a lime. 

minutes  more,  breathing  prolonged  and 

F o II  lid  no  r in  a 1, 

slow,  pallor  and  cessation  of  I*.  Jaw 

tlioiigli  slightly 

384 

drawn  forward ; took  inspiration.  Tongue 
drawn  forward  witli  artery  forceps,  cold 
water  on  face  and  chest,  head  lowered 
further.  Silvester's  artificial  R.  used, 
batter.v  applied  and  ammonia  to  nostrils. 
Died  in  2 minutes  from  first  symptoms 
being  noticed.  Artificial  R.  kept  up  some 
time. 

weak. 

M 

For  stricture 

2 dr. 

I’aticiit  suddenly  ceased  to  breatlie  and  died 

? Syncope. 

Patient  had  not  led 

of  urethra. 

ill  two  minutes.  Usual  restorative  means 

P.M.  Heart  under- 

very  regular  life,  and 

without  success. 

going  fatty  degene- 

was  somewhat  in- 

85 

40 

F 

For  lateral 

ration. 

teiiiiierate. 

Towel  folded 

P.&R. 

Became  cyaiiosed,  eyes  staring  and  fixed. 

Paralysis  of  heart. 

Was  of  peculiar  iierv- 

fissure  of  the 

iiifmim'lslni]>e. 

K.  embarrassed,  gurglingiioi.se  in  bronchi. 

[Frigid  and  terrilile 

o 11  s organisation. 

. 

ccrvi.x  uteri. 

3 dr. 

Measures  iidoiited  were  : Raising  liead  and 

aii.xietv  may  have 

thill,  and  aiia  uiic. 

(less  than). 

turning  body  into  su]iiiic  position,  opening 

had  iiineh  to  do  with 

windows,  cobl  affusions,  slapiiiiig,  depress- 

fatal  ending  of 

386 

iug  head  and  raising  liody  and  lower  ex- 
tremities ; brandy  injection  and  hypo- 
dermic of  liquor  ammonite  and  brandy  ; 
applying  hot  towels  over  cardiac  region, 
vein  in  arm,  and  then  right  jugular,  opened 
— all  with  no  avail. 

case.] 

36 

SI 

Amputation  of 

Inhaler. 

p. 

Showed  symptoms  which  necessitated  restor- 

Syncope. 

Fatty  degeneration 

left  thumb. 

90  drops,  Ij  dr 

ative  measures  being  used.  On  liis  coming 

P.M.  Fatty  degene- 

could  not  be  detec- 

to  and  operation  being  hastened,  P.  failed, 
heart  ceased  beating,  and  patient  was 
dead. 

ration  of  heart. 

ted  by  the  stetho- 
scope. 
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fcJEKlKS  B. 

DEATHS  UNDER  CHLOROFORM. 

Cases  between  18G0  and  1891  peom  Published  Records  (continued). 


Operation  and 
duration  of 
administration. 


Method  of 
administration. 


P.or  R, 


Symptoms  occurring  under  an  Eesthetic. 


8 


Assigned  cause  of 
death. 


8 

Remarks. 


«87 


S88  58] 


389 


390 

391- 

392 

393 


394 


395 


35  : 


397  ,50  ] 


For  cancer  of 
tongue. 


For  cancer  of 
tongue. 

For  double 
fi  ivctuve  of  jaw. 


Extraction  of 
teetli. 


Amputation  of 
finger. 


Extraction  of 
teetli. 


Extr.action  of 
tooth. 


2 dr. 


Folded  towel. 
2 teaspoonfuls. 


399 


10 


400- 

»40U 


407 

408 


409 


110 


On  diseased  i Small  quantity 
knee  joint. 


Opening  absces? 
in  tliigli. 


Extraction  of 
tooth. 


Opening  abscess 
in  knee-joint. 
For  stricture  in 
membranous 
portion  of 
nretlira  (ex- 
ternal nretliro- 
toniy). 
Removing 
tootli. 


F Extraction  of 
teeth. 


On  a towel 
About  1 dr. 


Excision  of 
tongue. 


Towel. 


? P. 


In  3 or  4 minutes  turned  blue  ; pulsation 
ceased.  Restoratives  administered  without 
effect. 


P.  stopped,  patient  became  livid  and  com- 
menced gasping.  Restoration  tried  with 
•out  effect ; operation  not  begun. 

Death  occurred  during  administration  of 
CHC'ln.  Wlien  the  struggling  (which  was 
excessive)  ceased,  the  P.  was  impercejitible 
and  after  about  G respirations,  breathing 
stopped. 


Before  operation  began,  patient  ceased 
breathing. 


Alarming  symptoms  supervened.  Measures 
adopted  ivere : Artificial  R.,  nitrite  of 
amyl,  suspension  with  head  downwards, 
all  unavailing. 

Operation  having  been  performed,  which 
occupied  but  a second  or  two,  child's  heart 
suddenly  ceased  to  beat.  Every  means 
used  in  vain  to  restore  R. 

Operation  about  to  be  commenced  when 
P.  failed. 

While  the  inhalation  w'as  proceeding,  the 
pupils  of  both  eyes  slowly  dilated  to  2 or 
3 times  their  natural  size.  On  being 
spoken  to  the  patient  answered  intelligibly 
but  as  she  s])oke  her  P.  abruptly  ceased 
beating.  K.  continued  for  some  seconds 
afliu'wards. 

On  first  indication  of  alarming  symptoms, 
artificial  K.  tried  which  kept  np  life  for  2 
hours  and  then  patient  died. 


Died  before  operation  was  performed. 

While  the  anaesthetic  was  being-  given, 
during  stage  of  excitement,  patient  raised 
himself  sndilculy  and  fell  down  dead. 


When  the  tooth  had  been  drawn,  patient 
found  to  be  dead. 


As  last  tooth  was  being  removed,  patient 
showed  signs  of  returning  consciousness  by 
lifting  up  her  hands,  and  immediately 
afterwards  expired. 

Chloroform  not  long  given  before  patient’s 
R.  ci-ascd  and  face  became  livid,  and 
aiqjearance  w-as  of  tonic  stage  of  epilepti- 
form eonvulsiou.  Every  measure  for  res- 
toration used  with  no  success. 


? Syncope. 

P.M.  Kidneys  and 
liver  much  disettsed; 
heart  so  slightly 
that  nothing  coidd 
be  detected  during 
life. 

Syncope. 


Asphyxia. 

P.M.  Larynx  injured, 
extravasation  baeeof 
tongue,  andaccumn- 
lation  of  blood  in 
trachea. 


? Syncope. 

P.M.  Cardiac  disease, 
result  of  old  attack 
of  pleurisy. 

? Syncope. 

Had  diseased  heart 
and  kidneys. 


Syncope  as  shown  by 
P.M.  ; also  from  de- 
bility following  dis- 
eased knee  joint. 

? Syncojte. 


? Syncope. 


‘ Death  from  gradual 
paralysis  of  nerxes 
of  heart  and  respi- 
ration.” 


Syncope. 
? Syncope. 


■yncope  (nppnrently). 


Asphyxia. 
(Eplle])liform  con- 
vulsion.) 


Patient  was  examined 
thoroughly  before- 
hand. 


Sitting  posture. 


Patient  apparently 
healthy. 


Had  taken  CHCI3  well 
3 weeks  before;  ad 
ministered  by  same 
dentist. 

Sitting  posture. 
Sitting-  posture. 


Had  taken  CIICI3 
twice  before. 


Bronchitic  and  asth- 
matic, with  very 
feeble  circulation. 

1‘rior  examination  had 
detected  no  disease 
of  heart  or  lungs. 


Sitting  posture. 


No  comment. 


An  ounce  of  whiskey 
had  been  given  h 
hour  before,  and 
another  ounce  just 
before  using  the 
CHCI3. 

IVas  in  good  health, 
suffered  from  occa- 
sional neuralgia 
ascribed  to  ulcerated 
gum. 

Sitting  posture. 

Had  frequently  had 
teeth  n-moved  under 
CHCI;i  before. 

Sitting  posture. 


• Case  402.  Before  operation  was  performed  patient  died. 


Case  403.  Died  while  under  Influence  of  drug. 
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DEATlifcj  UNDKlt  CHLUltOFOlCM. 

Cases  uetween  18G0  and  1891  from  Published  Records  (continued). 


1 

2 

3 

4 

6 

6 

7 

8 

9 

1 

Operation  and 
duration  ot 

Method  of 
administration. 

P.orR. 

Symptoms  occurring  under  anaesthetic. 

Assigned  cause  of 
death. 

Remarks. 

t 

< 

(J2 

ndmiiiistration 

412 

17 

F 

Extraction  of 

Died  while  under  influence  of  CIICI3. 

Patient  insisted  upon 

teeth. 

being  put  under 
CHCI3  against  the 
advice  of  the  admin- 
istrators. 

Sitting  posture. 

413 

M 

Re-setting  of 

During  operation  was  seized  with  epileptic 

Epilepsy. 

broken  thigh. 

fit  and  died  in  a few  minutes. 

414 

20 

M 

I’assage  of 

On  handker- 

Operation  proceeding  when  death  took  itlace 

? Syncope. 

The  ]iatient  was  a 

catheter. 

chief  formed 

suddenly  without  any  preliminary  convul- 

? Overdose. 

strong  healthy  man. 

into  hollow 

Sion,  “ patient  being  completely  overpowi  red 

keenly  sensitive  to 

cone. 

by  anesthetic.” 

pain.  Native  assis- 
tant not  paying 
attention  to  his 
patient  allowed  the 
cone  to  completely 
cover  botli  mouth 
and  nostrils. 

415 

28 

JI 

Removal  of 

1*.  & 1!. 

Had  hardly  taken  2 whiffs  when  R.  ceased 

? Svneope. 

Ittpoid  growtli 

and  lie  w.as  dead. 

P.JI.  Fatty  degeue- 

from  under  lip. 

ration  of  right  ven- 
t r i c 1 0 of  heart. 
Death  attributed  to 
physical  causes; 
dread  of  oiieration. 

416 

35 

F 

Cancer  of 

Died  before  operation  was  commenced. 

“ Death  from  chloro- 

tongue. 

form  before  opera- 
tion." 

P.JI.  Emphysema  of 

lungs.  Dilated  right 
heart. 

417 

Extirpation  of 

h oz. 

In  about  15  minutes  after  first  inhabit iou. 

P.JI.  apiiearances  nil. 

eyehali. 

R.  became  embarrassed,  I’,  affected,  patient 
became  livid  and  in  5 minutes  1!.  luid 
ceased.  Artificial  R.  electricity,  hypo- 
dermics of  brandy,  ether  and  stryclinine 
solution  tried. 

418 

32 

JI 

Amputation  of 

Small 

Svneope. 

Every  care  used  to 

toes. 

quantity. 

guard  against  fatal 
result. 

419 

45 

M 

Removal  of 

Patient  hcc.auie  livid.  Re.-foratives  tried 

“ Paralysis  of  the 

■Xilministrator  gave 

tumour  from 

but  de.itli  took  place  immediately. 

nerves  causing  syn- 

CllC'Ij  prior  to  com- 

Up. 

cope.” 

mencing  operation 
without  assistance  of 
second  professional 
attendant.  Patient 

had  taken  Cllt  Ij  be- 
fore. 

420 

45 

JI 

Contracted 

Died  before  operation  was  commenced. 

P.JI.  “ Death  from 

palmar  fascia. 

chloroform  before 
operation.” 

421 

28 

JI 

Urethral 

On  lint. 

V. 

As  ]>atient  passed  into  final  stage  muscular 

Svneope. 

Had  taken  ether  S 

stricture. 

1 dr. 

rigidity  came  on,  face  became  pale  an  1 P. 

P..M.  Tubercular  dis- 

liiiu's  Ijefon*.  but 

lost.  Inversion,  artitU'iul  U.  umi  i^alvunisni 

ease  of  kidney  and 

refuseil  to  do  so  on 

practised.  No  return  of  P.  ami  hrculhiiig 

ureter,  earlv  tuber- 

this  occasion. 

gradually  ceased. 

culosis  of  epididymis 
on  both  sides,  with 
conijilicated  siric 
t u r e of  urethra. 
Heart  :overlaid  w itii 
fat.  and  muscular 
tissue  iiale. 

• 

422 

4i 

JI 

For  fistula  in 

R. 

At  close  of  operation,  breathing  became 

Failure  of  R. 

ano. 

shallow  and  stoppeil,  P.  being  weak,  rapiil. 

P.JI.  All  org-ans 

but  evident.  Artillcial  R.  1 hour  20 

healthy  except  fatlv 

niiiiuies,  also  ammonia,  cold  effusions,  and 
galvanism.  P.  gradually  faded,  and  K. 
nevi  r restored. 

liver. 

423 
4 25 

1 

No  particulars 

42G 

Dressing 

Few  drops. 

Died  after  a few  drops  had  been  inhaled. 

“Syncope  consequent 

sprain  of 

on  drunken  habits 

ankle. 

of  patient.” 

427 

54 

JI 

For  lierida. 

Copious  vomiting,  failure  of  P. 

Asphy.xia,  small 

quantity  of  food  be- 
low rima  glottidis. 
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1 1 

2 

3 

4 

5 

6 

7 

8 

Reference. 

J 

0 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

?.  orB. 

Symptoms  occurring  under  amesthetic. 

Assigned  cause  of 
death. 

Bemaras. 

428 

VI 

Strabismus. 

429 

15 

VI 

Excision  of 

Flannel. 

F. 

Face  became  livid  and  heart’s  action  found 

Syncope 

Heart  examined  be- 

])art  of  tonsne 

Skinner's  in- 

to  have  ceased.  Measures  employed  were  : 

fore  admintstratiou 

for  papilloma 

haler. 

Laying'  patient  flat,  putting  bolster  under 

and  sounds  found  to 

(5-6  minutes). 

shoulders,  artificial  K.,  galvanic  battery, 
cold  douche  to  head.  No  good  result. 

be  normal. 

430 

)7 

VI 

Epithelioma  in 

F.M.  “Emphysema. 

cheek. 

Syncope  under  chlo- 
roform.” 

431 

F.M.  Heart  mat- 

formed. 

432 

50 

Ml 

Amputation 

Towel. 

Fatient  expired  after  only  12  inspirations. 

? Syncope. 

' 

just  above 

i dr. 

Nitrito  of  amyl  aiul  aiumonia,  together 

1 

ankle-joint. 

with  artificial  1{.,  used  inetfectually. 

133 

17 

M 

Exploration  of 

Took  aiucsthetic  well  and  breatluMl  easily 

“ Fatal  fainting 

] 

ankle-joint. 

during  operation,  which  lasted  about  5 

caused  by  ailminis- 

1 

niimites.  CIICI.)  then  discontinued.  Fa- 

tr:ition  of  chloro- 

1 

tient  seemed  recovering  when  vomiting 

form.”  No  F.M. 

came  on.  Throat  cleared  by  fingiu's  and 
tongue  brought  forward  by  force))s.  By 
this  time  heart  had  failed.  Artificial  R., 
electricity  and  tracheotomy  tried  with  no 
avail. 

allowed.  Syncope. 

484 

35 

F 

For  necrosis  of 

Cone. 

R. 

F.  became  more  rspiil  and  less  strong, 

“Spasm  of  diaphrag-m 

Intemperate.had  taken 

tibia 

muscles  became  rigid,  and  R.  suddenly 

and  respiratory 

CHC1|  four  months 

(sujiposed  to  he 

failed.  Usual  methods  for  resuscitation — 

muscles.” 

previously  with  no 

syphilitic). 

nitrite  of  amyl,  ammonia,  reversing  body. 

F.M.  Heart  dilated 

bad  symptoms. 

artificial  U. — all  employed  without  avail. 

and  extended  with 

CHC1-)  ou  fatal  occa- 

ilark  fluid  blood  and 

sion  tested  and  found 

clots;  large  fibrinous 
clot  extending  into 
pulmonary  artery. 
Lungs : old  pleuritic 
adhesions.  Brain : 

pure. 

substance  ana-mic. 
Kidneys  contracted, 
albuminous  urine. 

435 

44  F 

Epithelioma 

F.M.  “ Death  under 

of  toii“ue. 

chloroform.” 

430 

•>G 

,M 

Forcibly 

Folded  towel. 

F. 

Fatient  commenced  inh.aling  hy  t.aking 

Syncope. 

Fatient  a strong 

imiving 

several  rapiil  shallow  breaths,  then  fol- 

There  was  no  pallor 

bealthy  labourer. 

stitVened  joints 

lowed  3 or  4 deep  insjjiraiions.  Cloth  was 

and  the  pink  appear- 

Had  been  in  hospital 

for  fracture. 

then  removed,  though  he  was  breathing, 

ance  at  dcatli  nas 

3 months  laid  on  his 

eyes  wide  open  and  ]mpils  rapidly  dilating. 

abnormal.  Either 

back.  This  may 

conjunctiVta  insensible.  Face  not  livid  but 

vasomotor  centre  in 

have  caused  some 

slightly  flushed,  lips  normal,  on  feeling 

common  with  car- 

organic  changes 

radial  no  P,  could  be  detected.  Tongue 

(1  i a c became 

leading  to  a fatal 

withdrawn  by  artery  forceps  and  arti- 

paralysed  and  thus 

result. 

ficial  R,  begun.  Bed  raised  at  foot,  ether 

bloorl  was  kept  in 

injection  and  galvanism  applied.  Patient 

small  arteries  and 

made  3 or  4 Rs.  but  no  return  of  P. 

capillaries,  or  the 
veins  contained  ar- 

teiial  blood,  from 
the  highly  oxy- 
genised  condition  of 
blood,  due  to  rapid 
R.  No  F.M.  allowed. 

4 37 

28 

M 

Amputation 

Napkin. 

F. 

Before  operation  begun,  suddenly  long 

Cardiac  paralysis. 

Fatient  seemed  10 

throutth  second 

to  3 Ur. 

stertorous  B.,  heart  ceased  heating,  patient 

F.JI.  Brain  slightly 

years  older.  Heart 

phalant-es 

liecaine  pallid,  breathing  ceased.  Then 

congested.  Lungs 

examined,  no  trace 

for  mangled 

dark  venous  congestion  wliich  faded  away. 

very  congestid  and 

of  organic  disease. 

lingers. 

Measures  adopted  were;  Driiwing  forward 

slightly  a-dematons. 

but  acted  rapidly 

of  tongue  by  vulsellum  forceps,  artificial 

Heart  ; much  fat 

and  feebly.  Frevious 

R.,  ami  heart  Irritated  by  fine  aspiraliii!. 

round  auricles, fatty 

history  could  not  bo 

needle.  All  efforts  useless. 

infiltration  of  mus- 
cular fibres. 

ascertained. 

438 

31 

M 

Extraction  of 

Given  In 

Fatient  fainted  after  extraction  of  2 teeth. 

Failure  of  heart’s 

Fatient  not  strong  and 

teeth. 

“usual  way.” 

Was  ])laced  on  floor  and  usual  means 

action. 

had  suffered  iiinch 

taken  to  restore  animation.  Breathed  3 

F.M.  Heart  and 

from  toothaclic  and 

times  after  this,  but  death  ensued. 

lungs  found  healthy. 

neuralgia,  but  bad 

I’l-imary  cause  prob- 

]>roveil  hiiusclf  ^oumi 

ably  irritation  of  6th 

in  heart  and  lungs. 

nerve  which  would 
produce  slowing  of 
heart's  action  and 
finally  stoppage 
through  pueumo- 
ga-strlc  nerve. 

Sitting  posture. 
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1 

2 

3 

4 

5 

6 

7 

8 

9 

Reference, 

1 

1 

Operati  in  and 
duration  of 
administration. 

Meth 'd  of 
administration. 

I’.  orR. 

Symptoms  occurring  under  an.Tsthetie. 

Assigned  cause  of 
death. 

Remarks. 

139 

71 

M 

? 

? 

I’atient  ceased  breathing,  and  attempts  to 

(5-6  minutes). 

1'.  AR. 

re-excite  heart  were  unavailing. 

>40 

56 

,\r 

Removal  of 

? R. 

In  the  early  part  of  administration  slight 

I’.Jf.  Right  lung 

Patient  was  a man 

tongue  foi’ 

liatmorriiage  began  and  increased  during 

found  generally 

mncli  brok(‘n  down 

ej)ithelioma. 

the  struggling  of  the  excitement  stagi', 

attached  to  <diest- 

in  lieallh  from  alco- 

wliich  was  vitv  viokuit.  IkToro  oporalion 

walls  by  old  adlie- 

holi.-ni  and  neglect. 

commeiiciMl  lie  tiiriuMl  |>ali‘,  became siukUmly 

sions ; substance  of 

Mueli  luemorrhage 

livid  and  ce:ised  to  breathe.  No  respira- 

heart  natural  and 

occurred  from  tongue 

torj'  nioveineid  afterwards  made,  though 

valves  competent. 

on  night  after  ad- 

inversion  and  otlu'r  motliod  ol’  restoration 
nsod. 

mission. 

441 

53 

M 

lueision  into 

? I*. 

.'^0011  after  commencing  iidialation,  imlse 

I’.ir.  Ueneral  bvper- 

Was  admitted  on 

inflamed  arm. 

became  weak  ami  irregular.  Adiniuistra- 

trophy  of  heart  with 

JIarch  22,  and  fatal 

tion  continued  cautiously,  hut  before  in- 

dilat  a tion,  especial)  V 

administration  of 

Kiusibil.ty  u as  comiilete  patient  suddenly 

on  right,  sliglit 

CUCl.-j  look  place  on 

became  faint  and  died. 

thickening  of  edges 

March  29.  A week 

of  cusi)s  of  mitral 

earlier  was  operated 

valve.  Miliarv 

on  under  Cl  H I-. 

tubercles  thickly 

Canse  of  adnii.ssion 

scattered  Throngh- 

\v:is  wound  of  fore- 

outliing'sand  spleen; 

arm  with  division  of 

a few  tubercles  ivere 

uln:i  l>y  circular  . 

.also  found  beneath 

The  ends  of  the  hone 

endoeardinni.  Com- 

were  united  with 

ineucing  cirrhosis  of 

wire,  lint  arm  be- 

liver  and  kidney. 

(‘.‘Line  iiitl.ini(‘d  ami  a 
second oi)crat ion  wa> 
neces.sary. 

442 

Removal  of 
necrosed  bone 

from  U'u. 

443 

M 

Injury  to 

lianil. 

444 

24 

M 

Reduction  of 

? V. 

? Syncope. 

dislocated 

I’.M.  “.'slight  disease 

humerus. 

of  the  large  vessels 
of  the  heart.’’ 

445 

53 

E 

For  alxlominiil 

? 1’. 

? Syncope. 

Before  administration 

section. 

“ ibilargcment 

licart  examined  and 

of  liearl  and  liver, 
and  disease  of  other 
organs.” 

found  quite  sound. 

446 

40 

M 

f.igaturing 

.\fter  a few  inbnlatlons  of  Cllfl,)  it  was 

Failure  of  R. 

Anaesthetic  given  and 

right  earotiil. 

noted  tbal  R.  bad  ce.-e  ed.  tlioiigli  1'.  beat- 

1’.31.  I, lings  niueh 

iiiti'iidcd  o]icrati(m 

iiig  Well  ; all  cdbrts  niiavailin<>',  and  in  lo 

coni.iested.  Heart 

agreed  uiion  at  ur- 

miiiiitcs  lie  .rl  ceased  to  beat. 

liealtliv.  Iiinoinin- 

gent  request  of 

ale  artery  dilated 

pa(i(‘iLt,  thon^b  tiie 

into  large  aneurysm 

dun;;>i'r  of  liotli  was 

with  no  trace  of  its 
original  foriu  re- 
maining. 

poinied  oui. 

147 

M 

For  ligattire  of 

I‘.&  It. 

O))eration  performed  quite  sneeossfnily.  At 

Syncope. 

external  iliac 

termination  and  witliont  warning  1*.  and 

artery  for 

K.  ci‘ased,  and  all  clVorts  to  restore  tinima- 

R‘moral 

aneurysm. 

tion  failed. 

44  S 

1’ 

For  change  of 
dressings  of 
amputated 

R. 

R.  ceased  wlicn  operation  was  over. 

I’.M.  Extensive 

tliroinbosis  of  part 
of  venous  system. 

Extremely  weak. 

thigh. 

440 

) 

1 

450 

No  partienlars. 

151 

31 

For  abscess  in 

V 1>. 

fn  about  3 minutes  patient  lieeame  pale. 

Syncope. 

bladder 

and  it  was  found  lu'art  liad  ceascMl  to  beat. 

(3  minutes). 

Resnseitation  tried,  ljut  wit  bout  .avail. 

452 

Reduction  of 

dislocaterl  bill. 

453 

M 

Injury  to  anal 

I'.A  H. 

Had  only  just  been  aiiscstbetised  ami  opera- 

I’.M.  Lungs:  tissue 

ft  was  known  that 

region. 

tion  just  comineiieed  when  R.  and  cirenla- 

rcpi.aocd  hv  tuhercii- 

till!  ]>:ilient  was 

tion  stopped,  and  the  inaii  was  dead. 

lous  masses. 

plitliisieal  lint  neither 
ansciiltat  ion  nor  per- 
cussion leve  lied  such 
e.Xten.sive  lesions  as 

the  autopsy  bmuj^lit 
to  liii'lif. 

h 
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1 

3 

3 

4 

5 

6 

7 

8 

» 

Reference 

1 Ase. 

1 iperation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  under  anaesthetic. 

Assigned  cause  of 
death. 

• 

Remarks. 

454 

j[ 

Thoracentesis 

Asphyxia  from  beginning,  turned  bluish, 

Cardiac  syncope,  not 

for  pleuritic 

efforts  made  to  resuscitate  him.  Then 

asphyxia,  because 

effusion. 

cardiac  syncope,  heart  stopping. 

by  me.ans  of  insuffla- 
tion he  respired  4 or 
5 times. 

P.M.  Gummatainkid- 

neys,  choroid  plexus 
and  lungs.  Whole 
of  one  lung  was  seat 
of  chronic  pneu- 
monia with  greyish 
infiltrations.  Numer- 

ous  pleuro-pulmon- 
ary  adhesions. 

4.55 

F 

Extraction  of 

Pupil  became  widely  dilated.  P.  could  not 

Syncope. 

Patient  had  taken 

tooth. 

be  felt,  and  face  became  blanched.  Chair, 

P.M.  not  allowed. 

CHC1-)  (2  dr.)  well 

on  which  patient  sat,  turned  back,  head 

? Reflex. 

for  same  operation 

lowered,  body  and  limbs  I'aised.  Nitrite 

5 days  before.  Sit- 

of  amyl,  artificial  R. 

ting  posture. 

45G 

28 

M 

Paraphimo.sis. 

No  P.AI. 

457 

59 

F 

Removal  of 

After  90  minutes,  .sat  up,  became  convulsed. 

No  P.M. 

tumour. 

and  fell  back  unconscious.  Breathing 
w(mt  on  20  minutes,  but  no  P. 

? Syncope. 

458 

F 

Dental. 

Sitting  posture. 

459 

13 

.11 

Dental . 

Stood  up  after  operation,  and  immediately 

Sitting  posture. 

fell  back  dead. 

460 

Dental. 

Sitting  posture. 

401 

47 

Examination 

? 1!. 

Breathing  suddenly  stopped.  Artificial  R. 

Paraly.sis  of  heart. 

Pa  tien  1 1 1 ad  good  reg u - 

for  injury  to 

and  usual  restoratives  used  for  2 hours 

I’.M.  Heart  in  state 

lar  P.,and  stated  had 

knee 

without  success. 

of  marked  fatty  de- 

always  been  strong 

(4  minutes). 

generation. 

and  healtby. 

4 62 

No  particulars. 

463 

48 

.M 

Amputation  at 

Embarrassed  breathing  came  on  soon' after 

? Syncope. 

Anaesthetist  knew  that 

liatella  for 

beginning  of  operation. 

P.M.  Old  standing 

patient  had  diseased 

"angrene  and 

disease  of  heart  and 

heart  but  CHCl  j had 

blood- 

fatty  degeneration 

been  lormerlv  used 

poisoning”. 

of  heart,  liver  and 
kidneys. 

with  no  ill  results. 

464 

43 

? P. 

“ (.!ardiac  syncope. 
Chloroform  admin- 

istratiou.”  No  P.M. 

467 

54 

M 

For  long 

? P 

Immediately  on  completion  of  operation 

Syncope. 

Ex.amination  of  heart 

standi  iig 

heart’s  action  found  to  have  ceased.  An 

before  administra- 

disease. 

ounce  of  brandy  given  | hour  before  ml- 

lion  gave  no  evidence 

ministration. 

of  disease.  Patient 

had  successfully 
undergone  similar 
opc'ration  25  years 
previously. 

468 

M 

Reduction  of 

After  reduction  of  dislocation  patient  gave 

Syncope  (apparently). 

.\s  far  as  could  be 

dislocation  of 

3 deej)  Rs.  and  dciitli  took  ])lace,  all 

No  I’.M. 

ascertained  patient  s 

right  shoulder. 

attempts  at  resuscitation  failing. 

heart  organically 
sound. 

469 

30!.II 

For  false  an- 

Napkin. 

E. 

R.  ceased.  The  most  active  efforts  failed  to 

I’.M.  Fatty lieart and 

kylosis  of 

Slight  dose. 

resuB(‘itato  him. 

liver.  Diseased  kid- 

finger-joints 

neys. 

t 

(4  minutes). 

472 

35 

H 

For  em])yema 

2 dr. 

After  administration  sank  rapidly. 

Asphy.xia. 

following 
pleurisy  of 

right  side. 

473 

32 

M 

Incision  for 

Esmarch’s 

? P. 

Patient  struck  out  wildly  with  arms,  became 

? Syncope. 

Patient’s  heart  care- 

glandnlar 

open  inlialer. 

stiff  in  opisthotonos,  face  became  livid  and 

fully  examined  be- 

abscess  of  right 

2 dr. 

distorted,  pupils  widely  dilated,  abdo- 

fore  operation.  P. 

suh-maxillary 

niinal  muscles  rigid.  P.  ceased  suddenly. 

go<Ml  except  just  be- 

region. 

patient  turned  lax  and  was  dead.  All 

fore  oi>eration  when 

efforts  at  resuscitation  emi)loyed  for  45 

weak  and  rapid. 

minutes  of  no  avail. 

Suffered  from  ner- 
vous dei»ression. 
CHC'I;.  used  unex- 
ceptionable. 

474 

41 

F 

Incision  for 

2 dr. 

P. 

Before  the  administration  w.as  completed 

Syncope. 

pleurisy  with 

(about.) 

P.  stojiped,  and  heart  ceased  beating  in  5 

P.M.  Heart  fatty  and 

effiision  of  left 

seconds.  Artificial  K.  performed,  patient 

empty. 

side. 

breathing,  but  no  return  of  P.  Fluid 
drawn  off,  and  various  means  used  witli 
no  effect. 

• Case  465,  No  pavtinilars. 


* Case  4 66.  For  cancer  in  niontli. 


f Cases  470  and  471.  So  reinarka. 
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1 

‘i 

3 

4 

6 

7 

8 

» 

Reference. 

CJ 

tc 

< 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  under  aniesthetio. 

Assigned  cause  of 
death. 

Remarks. 

475 

1 

14  M 

Removal  of 

? P. 

Became  faint,  and  action  of  heart  ceased 

Syncope. 

1 1 ad  undergone  siui  i lat 

diseased  bone 

when  operation  half  completed. 

P.Ji.  Liveramlliings 

operation  success- 

from  leg. 

much  (M»n‘»ested, 
owim^,  i>rol)ably,  to 

fully  befora. 

action  of  (TICl^. 

478 

30  M 

Removal  of 

On  lint. 

P.&  li 

Operation  just  eommeneed  when  P.  became 

Syncope. 

a piece  of 

2 dr. 

fliekering  and  R.  shallow. 

P.M.  ileart : right 

necrosed  meta- 

auricle  much  dis- 

carpal  hone. 

teinUd  witli  blooil  ; 
va  1 ves  iical t liy  ; 
museular  substance 
brown  : walls  thin 
ami  fatty,  l^leiiritie 
adhesions. 

479 

45  :m 

Removal  of 

li  dr. 

P. 

P.  fluttered  snddenlv  and  became  imjier- 

Syncope. 

Careful  examinali 

C)>it)iclioni:i 

ceptihle.  1!.  iiniieded.  Artilicial  It.  (Sil 

IVM.  1 1 cm t substance 

of  chest  had  been 

from  tongue* 

Tester's  method)  begun.  Patient  lirealhed 

vel  lo  w ish-hrown  ; 

made  before  a<lmin- 

(5  minutes). 

onee  or  twice  hut  no  heart  sound  lieard. 

tissue  friable  ; cut 

istration. 

For  ^ iion?  evury  otYovt  imulc*  witli  ysii* 

surface  a])pcand 

?uuic  batti  rv,  etlu'r  injections,  and  nitrile 

i*ranular;  walls  mi 

of  amyl  to  nostrils. 

right  side  thin,  al- 
most transiiarent, 
large  de)iosit  of  fat 
globules  in  muscu- 
lar fibres;  valves 

healthy  : aorta  sac- 
culated and  athero- 

matous.  J^ungs 

em])hysematous. 

480 

28  M 

Di’ainage  of 

? P. 

During  last  steps  In  operation  symptoms  of 

Syncope. 

chest  for 
idenrisy  with 

syncope  suddenly  (levehqied,  and  all  ctforts 
to  restore  iiaticnt  inovcil  unavailing. 

ellusion. 

Oiso  <181.  All  oporatiiiii  “nn  thumbs," 

( use  482.  Operatiim  for  swelling  in  ankle  and  calf.  Was  eom|ileted  when  deceased  ceased  to  hrealhe  (5  minutes). 

Case  482.  Operation  for  examination  of  sinus  in  loin.  The  patient  w.as  seized  with  syncope  before  oper.ition  was  complete,  and  died  in  a 
few  minutes. 

Cases  484,  tS.!,  and  486  call  for  no  remarks,  except  that  the  latter  was  a ease  of  removal  of  mvvus. 

Case  487.  Syphilitic  shrinkage.  After  a few  inhalations  patient  fell  down  dead. 

Case  488.  Tracheotomy.  Patient,  who  had  complete  eiilcifieation  of  the  thyroid  gland,  swallowed  an  enorinons  quantity  of  blood. 

Case  489.  Cancer.  Immediately  CHCli  administered,  patient  fainted  and  died.  Hail  previously  undergone  iqieration  for  e.incer  under 
CHCI;|  successfully. 

Case  490.  Abscess  in  neck.  Patient  died  almost  immediately  CIICL  was  given. 


491 

34 

M 

Incision  in 
abscesses  in 
arm. 

Jletal  inhaler. 
Lint  lining. 

2 dr. 

? R. 

Revived  after  having  seemed  to  he  fully 
under.  Inhaler  reiqiplied  ami  no  more 
given.  Incision  imide,  ami  suddenly 
breathing  sto])|ied.  Neck  and  face  hecaine 
cyanotic.  The  head  was  lowered,  the 
tongue  pulled  forward,  and  artificial  It. 
begun,  after  which  several  long  Rs„ 
cyanosis  continued.  Incision  did  not 
bleed.  Breatliiug  again  stiqqicd.  Arti- 
ficial R.  and  flipping  with  cold  and  hot 
water  towels,  hypodermic  of  ether  in  thigh 
20  minutes,  and  faradism,  all  failed  to 
resuscitate.  During  arlitieial  R.  no  beats 
of  heart,  and  pnpiks  dilating. 

Failure  of  lieart. 

P.M.  Ilearl  filled  n illi 
blood,  O'dema  of 
pericardium  cover- 
ing first  ]iart  of 
aorta,  walls  soft  and 
imtuloiis,  but  not 
breaking  down  with 
finger  nail.  IValls 
of  auricles  niueli 
thinner  th.in  usual. 
Kiidocardinm  and 
pericardium  in  con- 
tact. .Mitral  valves 
slightly  alfectcd. 

M'as  well  developed, 
fairly  good  heiillh 
though  weakened  hv 
.state  of  arm.  and  hud 
brn'oinc  slightly  in 
temiicralc,  hail  frac 
tured  both  hones  ol 
forearm,  cotn])oiind. 
2 or  3 inoiilhs  earlier, 
witli  laceration  ot 
soft  |)arts,  and  liail 
Im-cii  treati'd  sncrcss- 
fully  under  chloro- 
form. 

492 

26 

M 

Closing  of 
fistula  after 
extraction  of 
urethral  cal- 
culus. 

Skinner’s 
inhaler. 
1 oz. 

P. 

When  operation  nearly  completed,  patient 
became  sick,  and  P.  then  stopjied.  Usual 
means  for  resuscitation. 

? Syncope. 

P.AI.  Heart  emiity, 
muscles  tliiii  nml 
flabby,  no  valvular 
disease. 

Had  taken  ClICI., 
well  for  extrarlion 
of  caleiilus. 

493 

45 

M 

For  malignant 
growth  at  back 
of  pharyn.x 
(2§  minutes). 

Junker’s 
inhaler, 
li  dr. 

R. 

Before  operation  was  begun  patient  slo])ped 
breatliiug  and  became  livid  in  face,  heart 
continued  to  beat.  KiTorts  were  made  to 
restore  R.,  but  heart  cea.sed  heating  2 
minutes  after  R.  stopped. 

Arrest  of  R.  caused 
by  new  growth  oc- 
elnding  aperture  of 
larynx. 

P.M.  New  growth 
fro  m right  a nd 
upper  pharynx  in- 
volving palate  and 
right  side. 

Patient  had  been  very 
healthy  till  4 months 
Itrcvioiisly,  when  he 
began  to  sitll'er  from 
dysphagia,  |mins  in 
head,  and  hud  fetid 
discharge  from 
month. 

* Case  476.  Opening  an  abscess,  and  P.M.  showed  that  the  heart  was  structnrally  healthy.  * Case  477.  For  injury  o hand. 
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DEATHS  UNDER  CHLOROFORM. 

•CASJJ5  BETWEEN  1860  AND  1891  EKOM  PUBLISHED  RECOHDS  {coiUinilCll], 


1 

2 

3 

4 

5 

6 

7 

8 

1 * 

Reference. 

tL 

< 

X 

cc 

Operation  and 
dur.ation  of 
administration. 

Method  of 
administration. 

P.  orE. 

Symptoms  occurring  under  anaesthetic. 

Assigned  cause  of 
death. 

Remarks. 

494 

42 

,\I 

Amputation  of 

P. 

During  inhalation  patient  began  to  struggle 

Sync.oi>e. 

Fairly  robust  and 

finger  for  cel- 

violently  and  P.  became  lecble.  Ames- 

P.JJ.  Heart : extreme 

seemed  in  average 

lulitis  after 

thetic  sus]iondcd,  but  P.  became  imper- 

fatty  degeneration, 

health.  Heart  aus- 

injury. 

ceptible.  No  return  of  P.  although  some 

much  dilated. 

cultated,  and  no 

slight  automatic  breathing  took  place  after 

Valvo.-i  healthv. 

mnrmiirheard.  Had 

1’.  had  ceased. 

Kidne.vs  cirrhotic 

hadtwootherfingers 

and  cystic. 

lately  removed  under 
CHCI3. 

Cases  495  to  605  have  110  comment.  Case  505  was  a case  of  extraction  of  teeth. 

Case  50G.  Stnuinnlated  uml)ilical  hernia.  1*.M.  Fattj'  lieart.  Case  507.  Pus  in  pelvic  tissues. 

Case  508.  Cellulitis.  Death  just  after  completion  of  operation.  Case  509.  Obstetrical.  P.M.  Fatty  degeneration  of  heart. 

(iase  510.  No  remarks. 

Case  511.  Enucleation  of  ej'e.  .Just  before  completion  of  operation  patient  recovered  consciousness;  few  more  whiffs  of  CHCI3  given, 
when  heart  ceased  beating.  Every  effort  made  to  resuscitate  without  success.  P.M.  Heart,  right  side  dilated,  though  valves  noMiial. 


512 


30 


Amputatiou  of 
injured  fingers. 


J ordinary 
quantity. 


513 


Fungous  syno- 
vitis of 
extensors  of 
left  liugors. 


“ P.soudoehlo- 
rnre  de 
methylene” 
(compress). 


514 


5 0 M 

! 


Removal  of 
an  terior  part  of 
tongue  and  jaw 
(epithedioma). 


.Junker’s 

inhaler. 


KilM 


r 


3 dr. 


P. 


P. 


n. 


As  operation  was  about  to  be  commenced  P. 
ceased.  Artificial  K.  tried.  Patient 
breathed  ouce  or  twice,  but  did  not 
revive. 


Sjnicope. 

P.M.  He.art,  though 
not  diseased,  very 
flabb3'. 


P.itient  much  agitated,  was  ready  for  opera- 
tion in  2 or  3 minutes.  All  went  well  at 
first,  K.  being  normal,  but  when  Esmarch's 
bandage  was  aiiplicd,  patient  had  fit  of 
violent  e.xcitation  and  struggled  without 
crying' out.  K.  rcra:iiuing  difficult.  Tongue 
was  drawn  forward  with  forceps.  Face 
congested.  Chloroformisation  had  been 
stopped  some  minutes.  P.  ce,ased,  there 
were  2 or  3 stertorous  11.,  pupils . were 
dilated,  and  there  were  no  corneal  reflexes. 

0])cration  nearly  concluded,  little  blood 
lost;  P.  good.  When  CHCI3  resumed, 
patient  became  cyanotic  and  K.  stoppe<l. 
Stump  of  tongue  dragged  forward — one 
deep  inspiration.  Attempt  to  c.atlieterisu 
larynx — another  deep  gasp.  Artificial  R. 
maintained  and  laryngotomy  performed 
with  no  effect. 


Cause  could  oidy  be 
conjectured  — 
probably  paral.vsis 
of  heart. 


Failure  of  respiration. 

P.M.  I'ractically 
healthy  heart 
muscle.  Extensively 
adherent  pleiine. 


.Stntggled  violently  and  expired  quite 
suddenly. 


Syncope. 

I'.M.  Mallorm.atiou 
of  he;irt  and  exten- 
sive kidney  disease. 


Patient’s  chest  care- 
♦fully  examined 
before  administra- 
tion, and  no  signs 
found  of  heart  being 
affected. 


Powerfully  built, 
habitual  drunkaid. 
Said  to  have  had 
acute  Bright’s 
dise.ase  with  exten- 
sive oedema,  imt  free 
from  albuminuria  at 
time  of  operation. 
Heart  sounds  iior- 
mul  at  operation. 


Case  310.  Removtil  of  calculus.  During  the  opcr.ation  a change  in  P.  was  perceived.  Artificial  R.  for  more  than  J hour  without  avail. 

Case  517.  Extraction  of  teeth.  Before  patient  had  drawn  lier  hre.ath  half  a dozen  times  she  slipi>ed  from  her  chair  and  expired  almost 
at  once.  Syncope  lirought  on  liy  excitement.* 

Case  518.  Hip-joint  disease.  Died  after  inhaling  the  anesthetic  13  minutes.  P.M.  Fatty  degeneration  of  heart,  liver,  sideen,  aud 
kidneys. 

Case  619.  Amput.'itiou  of  thumb.  Before  becoming  fully  ansesthetised  patient  collapsed  aud  died.  Syncope.  “Fatty  degenenitiou  of 
heart  ’’  cause  of  death. 


• Sitting  posture.  See  .also  Brit.  Med.  Journ.,  October  5,  1889,  p.  778,  where  a case  is  also  recorded  of  a female  insisting  on  taking  CIICI3 
for  extraction  of  teeth.  Tlie  dentist  pretending  to  comply  with  her  wish  gave  her  eau-de-Cologuo.  After  2 or  3 iuspiratious  she  fell  from 
the  chair  aud  died.  This  took  place  in  Germany. 
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Cases  between  1800  and  1891  fuom  Rublished  Records  {cunlinucd). 


1 

2 

3 

4 

6 

6 

7 

8 

Reference. 

aJ 

bf 

< 

s 

Operation  and 
duration  of 
administration 

Method  of 
administration. 

?.  orR. 

Symptoms  occurring  under  anaisthetic. 

Assigned  cause  of 
death. 

D”0 

u 

V 

Junker’s 

P.&R. 

When  half  way  through  operation,  It.  and 

Syncope. 

Inhaler. 

heart's  action  ceased,  and  pupils  became 
widely  dilated. 

591 

M 

Reduction  of 
dislocation  of 
riyht  shoulder 

joint. 

592 

65 

M 

Exiiloratory 

P.&R. 

Before  operation  was  begun,  jiatieut  gave  1 

? Syncope. 

for  tumour  in 

or  2 gasping  inspirations  and  ceased  breath- 

P.M.  Heart  healthy. 

abdomeu. 

iiig  and  heart  stoii)ied.  Every  elTort  for 

Malignant  disease 

rt’storatioii  miule  witlumt  sivjiil. 

of  stoiiiacli. 

693 

24 

P 

Operation  for 

Skinner's 

R. 

At  beginning  of  oiieratioii  as  signs  of  return- 

.Vsphyxia;  heart 

1 upus  of  face. 

Inhaler.  J dr. 

ing  consciousness  were  seen  more  CHCh) 

liaving  ccaised  lo 

t7  or  8 miuutesj 

given.  Then  patient  suddenly  stopiicd 

beat,  subseiiuently 

breathing.  Tongue  drawn  out  with  forceps 

to  respiratory 

and  artificial  It.  for  i hour  (Silvtaster's 

failure. 

method).  Galvanic  battery  and  nitrite  of 
amyl  inhalation. 

P.M.  Heart  sound. 

694 

oO 

11 

Removal  of 

2 dr. 

P.&  R. 

Patient  took  CHCI3  readily,  tvas  turned  on 

“ Paralysis  of  lungs.” 

tumour  from 

side.  R.  ceased  and  heart  also,  at  same 

P.M.  Fatty  heart 

bac;k  of 

time  face  became  eyaiioscd.  Artificial  R. 

blit  no  valvular  dis- 

shoulders. 

and  inversiou  re.)Oi  ted  to. 

eaue. 

525 

.56 

M 

Reduction  of 

rationt  succumbed  before  reduction  could  be 

fracture  of 

made. 

30 

femur. 

•526 

F 

Removal  of 

On  diit]icr. 

It. 

Cutting  had  just  liegun  when  R.  suddenly 

Failure  of  1!. 

small  subeu- 

About  from  9 

stopped.  Jlearl  beat  first  well  then  feelily 

P.M.  Heart  ijiiile 

taiieous  fatly 

to  3 dr. 

for  2 minutes  after  R.  ceased. 

sound,  no  fatty  de- 

tumour  of  face. 

generation. 

627 

Kxaniination 

U dr. 

P.iV,  i;. 

No  alarming  signs  while  abdomen  was 

“ Reflex  shock  ])ro- 

of  intestinal 

(Towel.) 

explored.  After  injeethm  of  -i  pint  of 

dueing  |iaralysis  of 

obstruction. 

soap  and  water  into  bowel,  face  turned 

respirator  valid  ear- 

blue  and  breathing  ceased,  the  child’s  body 

diac  centres.” 

also  having  been  raised.  Artificial  R., 

P.M.  Intestines: 

inversion,  flicking  with  wet  towel,  triid 

obstruction  caused 

628 

M 

for  35  minutes.  Heart  stopped  with  R. 

by  band  eomiiress- 
ing  duodenum.  No 
peritonitis  or  in- 
flammation. Lungs 
congested,  contain- 
ing air.  Heart: 

walls  and  valves 
healthy.  Both  sides 
empty  and  con- 
tracted. 

9 

For  rupture  of 

Patient  seemed  to  have  recovered  when  he 

699 

(il) 

riylit  eye. 

suddenly  lurued  pale  and  faint.  Every 
possible  remedy  applied  without  avail. 

V 

Amputation  ol 

K. 

It.  ceased  immediately  ( IICI-,  was  given. 

Failure  of  R. 

tinner  of  lelt 

.VII  elVortsat  resuscitation  unaviiiling. 

hand. 

530 

M 

Removal  af 
tumour  in 

Death  ensued  before  oiieratiou  took  idace. 

Death  eiiHued  from 
elTeets  of  ClICl:,. 

throat. 

631 

51 

.11 

Probinn  of 

Death  ensued  before  patient  fully  auasthe- 

P.M.  Heart  healthy. 

abscess  of  thigh 

tised. 

but  poorly  nou- 
rished. 

532 

36 

M 

For  fracture 

150  grammes. 

The  operation  was  performed,  and  the 

“ Fatty  degeneration 

of  patella. 

]iatieiit  so  far  recovered.  Was  slightly 

of  heart  actually 

delirious  for  2 nights.  On  3n!  day  wound 

caused  by  aiiais- 

looked  well.  Temperature  UlO'aO,  P.  96. 

thetic." 

Rather  feeble.  In  course  of  evening  P. 

P.M.  Muscular  walls 

grew  neaker,  delirium  iucreased,  and 

of  heart  in  slate  ol 

patient  died. 

extreme  acute  fatty 
d e g e.  11  e r a t i o n 
similar  change  hail 
attacked  fatty  cells. 
Prof.  Thiem  ami 

i 

t 

Fischer  observei 
similar  changes  ii 

9 


Remarks. 


Heart  I'aiel'iilly  cx- 
Ix’fme  ad- 
iiiinialraliiiii. 

ratiiMil  ill  yoiid  liealtli, 
had  111)  cardiiic  or 
res]iiratory  disoii.se. 
Had  taken  tllCl^ 
live  times  iirevioiisly 
for  similar  opera- 
tious. 

Patient  had  iiiider- 
ffoiie  operations  for 
similar  growths. 
Kxaiiiiiiatioii  lisfore 
this  administration 
led  to  conclnsion 
that  iiatient  " had 
weak  heart  lint  no 
valvular  disease.” 


Heart,  lnii”s  and  other 
oruans  seemed  qnile 
sound  liel'ore  ad- 
ministration. 

Had  had  trouble  ivilh 
bowels  siiiee  birth. 
Bowels  had  not  been 
moved  for  14  days. 


I 


Had  been  operated 
n|ion  sneeessf  n 1 1 y 
under  cut '1-, about  10 
days  previously.  .See 
algo  Brit. Med.. loiirii. 
(let.  4,  1890,  p.  789. 

Patient  robu.st  anil 
temperate;  miller'.s 
man  ; accustomed  to 
carry  weights,  tilt 
day  hebroke  iiatella. 
No  iirevioiis  evidence: 
of  any  form  of  heart 
disease. 
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DEATHS  UNDER  CHLOROFORM. 

Cabes  between  1860  and  1891  fbom  Published  Rpxoeds  {continued). 


1 

2 

3 

4 

• 

6 

7 

9 

• 

Reference 

(h 

Operation  and 
duration  of 
administration. 

Method  of 
! administration. 

[ 

P.or  E 

Svmptnms  neeurring  under  anjcsthetic. 

Assigned  cause  of 
death. 

Bematks. 

heart  and  liver  of 
animals  kept  under 
C HCI3,  especially 

when  dose  was  re- 

peated  for  2 or  3 
days. 

•88 

M 

For  rib  resec- 

P.&R 

Pupils  suddenly  dilated,  heart  and  R.  ceased 

Syncope ; death  being 

Had  taken  CHCl,-)  for 

tion  for  pyo- 

almost  instantaneously.  Restorative  mea- 

accelerated  by  dis- 

same  -jperation 

pneumothorax. 

sures  unavailing. 

eased  conditiou  of 
lungs. 

several  limes  bciorc. 

534 

40 

M 

Opening'  up 

P. 

Became  very  excited  and  face  snITused ; 1’. 

Cardiac  syncope. 

Intemperate. 

fistulae  in 

became  weak,  then  stopped  altogether. 

on  ing  to  strain  put 

perinaum. 

though  hreatliing  good.  t'HCfj  at  once 

upon  heart. 

removed  ; breathing  failed  after  45  seconds. 

P.M.  Heart : valves 

Artificial  R.  and  other  means  ti.sed  witliout 

healthy ; walls  of 

avail. 

right  ventricle 
rather  thin.  Lungs 
infiltrated  with 
tubercle.  Liver 
slightly  fatty. 

635 

10 

•> 

For  kuock-knee. 

?P. 

At  end  of  operation  child  suddenly  became 

Syncope. 

Patient  had  been  ex- 

faint  and  in  dangerous  condition.  Arti- 

auiincd  before  ad- 

ticial  R.  was  tried,  natural  breathing  re- 

ministration  and 

sumed,  but  heart  still  failed.  Injections  of 
ether  tried,  but  useless. 

found  healthy. 

636 

64 

M 

Reduction  of 

P. 

Heart  suddenly  stopped.  Opera'ion  had 

Syncope. 

Ex.amination  of  heart 

dislocation  of 

beeu  performed. 

P.M.  Heart  with 

before  operating 

thigh. 

very  thin  walls. 

gave  no  evidence  of 
disease. 

537 

M 

For  enucleation 

Died  under  anassthotic. 

of  eye. 

538 

M 

Suturing  frac- 

Inhaler.  dr. 

P. 

Within  ^ minute  of  loss  of  consciousness 

Syncope. 

tured  patella. 

heart  ceased  to  beat,  and  death  took  place 

I’.M.  Fatty  degcnc- 

in  .spite  of  all  efforts  at  resuscitation. 

ration  of  lieart. 

539 

24 

-M 

For  urethro- 

Small  dose. 

P.  & U. 

R.  and  circulation  stopped  at  same  moment. 

Assumed  that  d(;alh 

toiny  for 

Artificial  R.  tried  and  continued  for  j hour 

due  to  shock  caus-  d 

uretliral  stric- 

with  no  result. 

by  incision,  weakened 

turc. 

by  lcuka;mic  dis- 

craisia. 

540 

7 

M 

Aniputalioii  of 

Death  took  ])lacc  before  amputation  com- 

thigli. 

pleted. 

ri4i 

72 

K 

Removal  of 

? P. 

Died  whilst  under  the  influence  of  the 

Syncope. 

glaucouratou.s 

ana:sthetic. 

I’.M.  Heart  weighed 

eyeball. 

14  oz.  and  was  fatty. 

542 

M 

Putting  up 

Died  under  chloroform. 

P.lil.  Heart  greatly 

diseased  ankle 

dilated  and  hvper 

in  splint. 

trophied  without 
apparent  cause. 
Weighed  more  thaiv 
that  of  a child  of  3 
years  old. 

543 

F 

Excision  of 

After  operation  no  return  to  consciousness, 

mole  from 

and  when  measures  for  resuscitation  were 

M 

check. 

taken  patient  was  seized  with  a convulsion 
and  expired. 

641 

46 

On  arm. 

1 dr. 

P.  & R. 

Breathing  bectime  stertorous  and  heart’s 

Sync  0. 

(9  minutes.) 

Esmarch's 

action  and  R.  ceased.  Opertition  had  been 

P.M.  No  evidence  of 

Inhaler. 

begun.  Ether  and  brandy  injections,  gal- 
vanic battery  and  tirtiliciiil  R. 

organic  disease  in 
heart.  Liver  : slight 
fatty  degeneration. 

545 

M 

Reduction  of 

Patient  succumbed  during  manipulation  of 

dislocation  of 

joint. 

sliouUler. 

546 

20 

F 

Examination 
for  obscure 

P. 

Before  anicsthetic  stage  was  reached,  P. 
became  weak  and  jiatient  expired. 

? Syncope. 

affection. 

647 

17 

M 

Exploratory 

Wire  and  lint 

P. 

Soon  after  administration  marked  dimlnu- 

“ Ri’fle.v  paralysis  of 

Had  stvfTcred  for  6 

incision  over 

mask.  6 dr. 

tion  in  P.  beats,  but  they  soon  became 

heart.” 

ijwmthfl  from  colic 

right  hypo- 

stronger  and  breathing  regular.  In  20 

No  P.M.  allowed. 

of  uncertain  origin. 

548 

II 

chondrium. 
Remoral  of 

minutes  face  Iiccame  pallid,  P.  sto])iied,aud 
breathing  irregular  and  gasping. 

for  which  hypoder- 
mics of  mor))hia  had 
been  used  and  in  in- 
creasing doses. 

F 

Esmarch’s 

P.&  R. 

Operation  almost  performed  when  general 

Dtevus. 

Inlialor. 

convulsions  came  on  ; breatliing  and  heart 
heat  ceased,  a tvw  gasps  and  patient  was 
dead.  Measures  resorted  to  were;  Arti- 

licial  R.,  ether,  whisky  and  nitrite  of  amyl 
injections,  and  electricity. 
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649 

660 

661 

662 


56.3 


664 


?F 
60  M 


Operation  and 
duration  of 
administration. 


49  K 


30  1 


455  M 
556  49  .M 


30  E 


558 


669 


44 


M 


660 


561 


25  M 


68 


662 


For  mammary 
abscess. 
Amputation  of 
arm  for  injury 
caused  by  burn. 
For  fracture  of 
ankle. 

F^or  Iridectomy 


For  drainage 
for  empyema. 


Plastic  opera- 
tion on  face  for 
restoration  of 
nose. 


H.arelip. 

F’or  (rdcma 
and  stiffnessof 
left  lijiud  after 
a Colles’  frac- 
ture. 


Kemoval  of 
ovarian  tumour. 


For  varicose 
veins. 


Removal  of 
dead  bone  in 
case  of  abscess 
of  rio-lit  thigh 
and  di.soasc  of 
thigh  and  bone. 
(Under  5 
minutes.) 
F'or  empyema. 


Opening  chest 
to  evacuate 
empyema. 


A])plication  of 
nitric  acid  to 
noma  of  bard 
palate  .and 
upper  lip. 


Method  of 
administration. 


P.  or  E 


Quantity  not 
measured  but 
not  excessive. 


1 or  dr. 


R. 


' R. 


P. 


P. 


P. 


.Junker's 

inbaler. 


? 1’. 


P. 
& K. 


1 dr. 


R. 


Guy's  mask. 


Symptoms  occurring  under  ansesthetio. 


At  commencement  of  operation  epileptic 
seiznre  took  place  and  patient  died. 


Recovery  bad  to  some  extent  taken  jdace 
when  breatliing-  stopped,  e.vtremc  sudden 
pallor.  Inversion,  ether  injection,  brandy 
and  battery  tried,  and  artificial  R.  kept  up 
for  2 hours,  all  with  no  i ft'ect.  Patient 
not  deeply  under  CJICI3. 

After  a few  inhalations  breathing  became 
suddenly  irregular  and  then  ceased.  Arti- 
ficial R.  kept  for^  hour  without  result. 


I’atient  had  just  become  nnconsciouB  when 
P.  ceased,  though  K.  quite  regular  and  not 
stertorous.  In  a few  seconds  breathing 
failed.  Artificial  K.  for  1 liour  failed  to 
restore  action  of  heart  and  R. 

“Death  under  CIICI3.’’ 

Patient's  face  became  somewhat  dusky.  P. 
failed.  After  4 or  5 deep  gasps  K.  stopped. 
Artificial  R.  for  i hour,  and  ether  injec- 
tions over  heart,  without  avail. 


I’atient  had  only  been  inhaling  2 or  3 
minutes,  when  slie  gave  deep  sigh,  turned 
very  pale,  with  dilated  puiiils,  and  expired. 
All  restorative  measures  and  artificial  R. 
for  ./  hour. 


Struggled  violently,  CIICI3  discontinued  ; 
turned  pale  aud  ceased  breatliing.  Arti- 
ficial R.  begun  but  patient  turned  livid  and 
did  not  breathe  again.  P.  not  perceptible. 
Not  certain  whether  it  stopped  with 
breathing. 


After  inhaling  less  than  5 minutes,  patient 
began  to  struggle,  face  became  dark  and 
congested.  All  measures  possible  used  to 
restore  without  success. 


Assigned  cause  of 
death. 


Patient  succumbed 
ginning  to  inhale. 


in  4 minutes  .after  be- 


Patient  had  only  inh  ilod  from  J to  I dr. 
Cll('l3Wbeubreathiu:  ceased.  A”rlificial  1{. 
re-established  breathing.  Operation  under- 
taken and  nearly  I quart  of  pus  discharged. 
Rut  P.  feeble  and  no  return  to  considous- 
ness.  Brandy  given  by  mouth  and  swallow- 
ed. Pujiils  dilated  but  sensitive  to  light. 
Died  in  1^  hours. 

Anaesthetic  taken  well,  insen.sihility  in  4 
minutes.  Operation  about  to  be  begun 
when  temporal  I’,  became  feeble.  It.  .slow 
and  sighing,  shghl  pallor.  Artificial  It. 
begun  liefore  natural  breathing  censed  and 
carried  on  for  i hour.  Galvanism,  hot 
fomentations,  elevation  and  friction  of 
lower  extremities  also  tried— of  no  avail. 


Syncope  and  epilepsy. 


Syncope. 

P.M.  A])pearauces 
nil,  except  adherent 
pleura;. 


P.51.  Heart  in 
vanced state  of  h 
infiltration.  Col 
tion  of  foctiil  pu 
right  idcura, 
lower  jiart  of  1 
gangrenous. 

Syncojie. 


.Shock. 

? .Syncope. 

P.M.  J inch  fat  over 
chest,  lungs  em- 
])bysematous ; some 
muco-pus  in  bronchi. 
Heart  loaded  with 
fat  on  surface  ; no 
fatty  degeneration. 

Syncope  (apparently). 

P.5I.  Rodyemaciated. 
Heart  dilated  wilb 
thin  walls  ; only  one 
coronary  artery. 
Cavities  in  apices  of 
both  lungs. 

Synco])e,  induced  by 
(1)  struggling  of 
respiratory  and 
other  muscles:  (2) 
small  dose  of  CIICI3; 
aud  (3)  malnutrition 
of  heart,  liver,  kid- 
neys and  brain. 

“ Death  from  effect 
of  C'llCi3  on  lungs 
and  tlieu  on  heart, 
through  nervous 
system,  which 
seemed  weakened 
from  e.xcessive 
drinking.” 

Sjneope. 


Cardiac  syncope. 
'■  Chloroform  acting 
on  already  enfeebled 
circulation  caused 
depression.  Pro- 
bably also  shock 
caused  by  removal  of 
accumulated  fluid 
from  thorax.” 


Remarks. 


Patient  was  opilepUe. 


Intemperate.  Had 
pneumonia  of  right 
base. 


Before  administra- 
tion no  eviih-nce  of 
disease  beyond 
enlarged  spleen. 
Heart  aud  lungs 
healthy. 

I’atient  subject  of 
chronic  bronchitis, 
otherwise  healthy. 


.Vppeared  in  robust 
health. 


Two  months  ])re- 
viously  patient  bad 
undergone  simiiar 
iqieration  under  8 ilr. 
CIICI3  given  over 
period  of  ^ hour. 


Patient  in  a very  weak 
state,  but  wishing  to 
have  chance  of  ojiera- 
tion. 

Healthy  man  till  6 
weeks  previous,  date 
of  beginning  of  ill- 
ness. No  cardiac 
murmurs. 


No  evidence  of  canliac 
disease.  .Vilingchild 
since  birth. 
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S63 

664 

566 


666 


667 


669 


670 

671 


572 

573 


674 


676 

676 


677 


678 


14 


Operalinii  and 
d iiration  of 
adm  inislratiun. 


Method  of 
administration. 


For  straugn- 
latcd  hernia  ; 
tracheotomy 
also  performed. 
Amputation  ol 
forearm. 


Forcibly 
moving  knee 
after  osteotomy. 


For  cancer  of 
tongue. 


30 


679 


680  33  M 


Removal  of 
fibrous  tumour 
of  right  patella, 
(6  minutes.) 


To  open 
abscess  in 
neck. 


For  fistula  in 
auo. 


681 


OlKsning 
abscess  in  jaw 
after  extraction 
of  tooth. 


Amputation  of 
fore-arm. 


P.  or  R. 


Skinner's 

apparatus. 


2^  dr. 


R. 


Symptoms  occurring  nnder  ansesthetlo. 


Vomit  entered  the  trachea. 


Recurrent  hacmorriiage  made  re-.amputation 
necessary.  While  under  CHC1|  p.aticnt 
vomited,  portion  of  vomit, " pulp  of  orange,” 
entering  windpipe.  Tracheotomy  per- 
formed. I’atient  survived  5 hours  and 
died  suddenly  from  syncope. 

Symptoms  resembled  those  of  severe  shock. 


I’atient  is  said  to  have  fainted  during  admin- 
istration. All  measures  adopted  proved 
futile. 

Gave  but  2 or  3 inspirations  when  he  died 
suddenly  as  if  shot  through  the  heart. 
Every  endeavour  to  restore  consciousness 
failed.  Breathing  not  impeded.  No 
pallor. 


Almost  immediately  after  CHCI.-,  had  hern 
given  breathing  ceased.  Measures  adopted 
not  stated. 

11.  ceased  and  inhalation  was  at  once 
stopped. 

After  patient  was  fairly  under  and  sni.all  in- 
cision made,impils  became  dilated  suddenly 
and  breathing  shallow. 


Almost  as  soon  as  he  w.as  under  the  influence 
of  the  aiiEesthctic  he  turncil  pale  and  in 
spite  of  every  effort  at  resuscitation  he 
died. 


I’atient  took  anaesthetic  and  was  quickly 
under  its  influence.  Inhalation  stopped 
and  patient  turned  over  on  rigid  side.  It 
was  then  seen  that  he  was  not  breathing. 


Breathing  suddenly  ceased,  was  restored  by 
artifici.al  E.  and  other  measures,  heart 
keepiug  good.  A’iolent  convulsions  set  in, 
and  death  occurred  in  J hour  from  exhaus- 
tion. Operation  had  been  performed. 

During  the  struggling  stage  the  cardiac 
action  failed  and  the  man  died  in  a few 
seconds. 


I 


8 


Assigned  cause  of 
death. 


‘ Death  due  to  chloro- 
form pure  and  sim- 
ple ” [?  overdose] . 
Asphyxia. 


Syncope. 


Cardiac  syncope. 


Failure  of  heart’s 
action. 


Syncope. 


Syncope. 


‘‘  Failure  of  K.’ 


Syncope. 

I’.M.  Heart  and 
lungs  perfectly 
healthy,  only  .small 
quantity  of  fluid  in 
stomach. 

? Syncope. 

I’.M.  f.eft  ventricle 
of  heart  found  to  be 
dilated  and  in  a 
state  of  fatly  de- 
generatiou.  The 
right  side  of  the 
heart  and  the  veins 
full  of  blood. 

Exhaustion. 


Syncope. 


P.5I.  Lungs : double 
pleurisy.  Heart: 
mitral  and  aortic 
Incompetence.  No 
fatty  degeneration. 
Kidneys:  very 

cystic,  containing 
32  oz.  fluid. 


Remarks. 


A “ remote  death.’ 


A “remote  death.’ 


Had  undergone  opera 
tiou  nnder  ether  4 
days  previously. 
Examination  of 
heart  previous  to 
operation  disclosed 
nothing  the  matter. 


I’atient  was  in  a state 
of  partial  recovery 
from  bronchitis  when 
CHCI3  given. 


A healthy  young  man. 


I’atient  had  bad  ague. 
Examination  of  heart 
beforehand  dis- 
covered nothing. 


Case  582.  For  cleft  p.nlate.  After  f'llCl.-t  had  been  given,  showed  signs  of  returning  consciousness,  oi)eratioii  not  being  commenced.  Morn 
CilCl;,  given.  <’e:i.sed  breathing,  and  though  artificial  R.  resorl«l  to,  suddenly  expired. 

Case  683.  For  piles,  t’hloroform,  which  w:is  puslied  no  further  than  producing  :iiialgae.sic  effect,  was  taken  well  by  patient.  .Suddenly 
patient  succuinbcd.  Resort  laid  to  :iriilicial  R.,  but  all  effortH  futile.  Case  584.  Removal  of  3 teeth.  I’atient  died  during  operatiou. 
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I 

2 

3 

4 

1 ^ 

6 

7 

8 

9 

Reference 

Oo 

t 

< 

a 

73 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR 

Symptoms  occurring  under  anaesthetic. 

Assigned  cause  of 
death. 

Hemarks. 

bS5 

li 

Ji 

Trephining  for 

About  10  minutes  after  the  operation  had 

Syncope. 

injury  to  head. 

commenced  patient  became  faint  and  his 

P.M.  Brain  was 

breathing  ceased.  Attempts  were  made  to 

lacerated,  quantity 

1 

restore  K.  and  were  to  some  extent  success- 

of  blood  near  the 

1 

ful,  but  the  heart's  action  suddenly  ceased. 

wound. 

586 

62 

M 

Hicniorrhoid:^. 

When  operation  about  to  bo  begun  patient’s 

Failure  of  lieart’s 

face  became  blue  and  breathing  ceased. 

action. 

687 

n 

M 

Kxtraetioii  of 

(Towel.) 

P. 

The  roots  of  one  tooth  had  been  successfully 

Syncope. 

Sitting  posture.  Had 

roots  of  teeth 

extracted  and  a little  more  chloroform  was 

suffered  from  a de- 

in  case  of 

given  to  e.xtract  two  other  decayed  teeth, 

cayed  tooth  in  left 

alveolar  abscess. 

when  patient  suddenly  turned  pallid, 

inferior  maxilla 

breathing  continued,  but  P.  lost. 

which  set  up  alveolar 
abscess.  Two  un- 
successful attempts 
Imd  been  made  to 
extract  the  roots,  on 
previous  occasions, 
by  a dentist  other 
tiian  the  one  who 
extracted  them. 

588 

39 

M 

To  relieve  ur- 

I (dialer. 

K. 

Was  Ijciug  turned  over  wlieu  he  gave  a gasp 

No  P.5I. 

gent  symptoms 

1 Wire  cage 

and  ceased  breatliing.  Was  laid  across  bed 

(?iu  what). 

with  Haiuiel.) 

and  artificial  K.  (Sylvester’s  method)  com- 

(10  minutes.) 

2 dr. 

inenced  ami  kept  up  for  1 hour  with  no 
elTect. 

589 

42 

F 

Keductlou  of 

Flannel 

.Soon  after  commencement  of  inhalation 

P.M.  Heart:  right 

dieloc.ation  of 

Inhaler. 

patient  became  very  e.xcited,  chloroform 

ventricle  distended 

shoulder  some 

being  continued  but  not  pushed.  Soon 

with  fluid  blood  ; 

mouths  old. 

liecame  quiet  and  then  at  once  stopped 

left  contracted  in 

iircathing.  Anaesthetic  stopped. 

systole  ; muscle  pale 
and  fatty.  Lungs  : 
congested  aud  cede- 

matou'. 

690 

M 

For  v,aricoso 

20  or  30  drops 

V P. 

Breathing  Ijccame  sliallow  and  face  pale  ; I’. 

Syncope. 

•Seemed  organically 

voius. 

on  lint. 

fair  and  retle.xes  persisting.  (,'ondition 

healthy,  although  ill- 

liecame  rapidly  dangerous.  Restorative 
measures  used. 

looking  aud  amemic. 

501 

21 

F 

Abscess 

Teaspoonfnl 

Died  at  a moment's  notice. 

Syncope  and  “not 

Robust. 

(less  than  5 

given  in  ordiu- 

from  chloroform,’’ 

minutes). 

ary  mauuer. 

692 

27 

JI 

Incising  leg  to 

Breathing  became  slow  and  gasping  ; tongue 

Syncope. 

Fairly  heal  thy -look- 

let  out  ))ent-up 

pulled  out  liut  symptoms  became  worse. 

I’.Jf.  Heart  sound  as 

ing,  but  it  was  after- 

pus  (sloughy 

No  P.  could  now  lie  felt.  Ammonia  ap- 

to  valves,  but  \ory 

wards  ascertained 

cellulitis  over 

Iilied  to  nostrils,  liypodermic  of  suliihuric 

tliin-walled,  soft 

that  he  liad  been 

loft  shin). 

etlier  (2  dr.) ; battery  to  nape  of  nock,  and 

and  fatty.  Liver 

“ living  on  drink  for 

alternately  over  phrenic  nerves  and  prae- 

large  aud  fatty. 

severaldays,"  though 

cordiuui.  Artificial  R.  (Silvester’s  method) 

said  to  have  been 

employed  from  beginning  of  alarming 

only  moderate 

symptoms,  patient  only  gave  few  gasps. 
Measures  discontinued  after  1 hour.  At 

drinker. 

1 

beginning  of  bad  breathing,  pm>ils  moder- 
ately contracted  but  quite  insensible  to 
light. 

593 

37 

F 

Putting  .splint 

Folded  lint. 

P. 

Before  .siilint  could  lie  aiiplied  P.  suddenly 

? Syncope. 

Oil  arm  that 

failed  and  R.  became  sigliing  and  irregular. 

I’.JI.  Body  fat,  with 

had  been 

aud  iu  spite  of  hypodermics  of  brandy  and 

signs  of  alcoholic 

fractured. 

artificial  R.,  no  rally  could  bo  induced. 

excess  and  venereal 
disease.  Heart 

large,  pale,  con- 
tracted, with  dark 
fluid  blood. 

694 

36 

M 

Removal  of 
lipoma  over 

(Towel.) 

K. 

Struggled  at  first.  Directly  relaxation  came 
on.  towel  was  removed  and  he  had  no  more 

Paralysis  of  R.  ’ 
P.M.  Organs  all 

Was  strong  and  robust, 
witli  good,  full  and 

loft  iliac  crest. 

CHCI;|.  Was  turned  on  right  side  still 

healthy. 

regular  P.  It  was 

breathing  well.  Just  before  commencement 

found  out  after  his 

1 

of  operation  breathing  ceased  suddenly. 

death  tliat  he  had 

Tongue  well  out  but  pulled  more  forward 

taken  CHf,'!';  before, 

with  forceps,  and  artificial  K.  started  which 

and  liadi  V,  liad  been 

was  continued  for  almost  1 hour.  Nitrite 

dreading  this  opera- 

of  amyl,  hypodermics  of  ether,  and  battery 
used  without  any  response. 

tion  for  some  lime. 

595 

? 

P. 

Attack  of  syncope  came  on  during  admin  is- 

Svticope. 

tration  of  chloroform.  R.  continued  after 

P.M.  Hypertrophied 

1 

heart  bad  ceased  to  beat. 

hearl  with  dilatisl 
lefi  ventricle ; no 
valvular  disease  or 
malformation. 

1 
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3 

3 

4 

• 

6 

7 

8 

• 

Age. 

H 

a 

'X) 

Operation  and 
duration  of 
administration. 

Method  of 
administration. 

P.  orR. 

Symptoms  occurring  under  anaesthetic. 

Assigned  cause 
ol  death. 

Remaika 

58 

M 

Removal  of 
folds  of  false 
tissue  about 
anus. 

(Rather  over  -J 

hour.) 

Skinner’s 

inhaler. 

P.&R. 

Patient  went  easily  under.  About  5 minutes 
after  operation  2 oz,  of  fluid  with  small 
milk-curds  vomited.  Radial  P.  and  R. 
ceased  together  ; pallor  of  face  and  hands. 

P.M.  Nothing  ab- 
normal seen  about 
the  heart.  Brain 
normal.  Veins  of 
pia  mater  exces- 
sively engorged  and 
all  the  viscera  dark 
engorged  with 
blood. 

Series  C. 


DEATHS  RECORDED  IN  REPLY  TO 

Series  C comprises  a number  of  fatalities  under  chloroform  i 
which  were  reported  to  the  Lancet  through  the  medium  | 
of  the  special  enquiry  form  issued  by  the  Lancet  to  the  | 
hospitals  as  well  as  to  practitioners.  As  we  had  occasion  to  ] 
mention  above,  most  of  the  cases  which  were  originally  com- 
prised in  this  Series,  were  also  reported  in  the  medical 
journals,  and  where  this  was  the  case  we  have  allowed  the 
reports  to  appear  among  the  deaths  occurring  between  1848 
and  1864,  or  among  those  deaths  reported  in  the  journals  j 
wliich  took  place  between  1864  and  1891,  and  have  excluded 
them  from  the  present  series.  The  first  section  deals  with 
reports  of  cases  received  from  hospitals,  and  the  second  with 
those  which  have  reached  us  from  private  practitioners.  ' 


I.— Hospitals. 

1.  — Male,  aged  35.  Tnicheotomy  for  diffu.se  inflammation  round 

larynx  (1  minute).  Chloroform  given,  flannel  on  wire  frame. 
Respiration  failed  first. 

2.  — Female.  No  particulars  given. 

3. — Jlale,  aged  42.  Incision  into  thumb.  Died  before  operation. 

4.  — Male,  aged  40.  Abscess  in  neck.  Had  mitral  disease. 

5.  — For  empyema.  Pupils  dilated  and  heart  suddenly  failed.  Syn- 

cope. 

6.  — For  phimosis.  Before  operation  could  be  begun,  death  occurred 

suddenly.  Syncope. 

7.  — Male,  aged  15.  Removal  of  left  eye.  Epileptiform  seizure  on 

right  side  .and  death.  Cause  assigned  for  death,  “central  epi- 
leptiform attack." 

8.  — Male,  aged  8.  For  contracted  fingers  from  old  burn.  Chloroform 

given  (on  lint)  I dr.  Pulse  and  respiration  ceased  simulta- 
neously. “Pallor,  blue  lips  and  checks,  pupils  dilated  to  the 
full.  Respiration  did  not  completely  cease.  Measures  used 
were  : Drawing  out  tongue  with  forceps,  raising  legs,  artificial 
respiration,  faradic  current.  Air  entered  chest,  but  no  pulse 
felt.”  “ Death  due  to  syncope.  Post-mortem.  Heart : right 
side  full  of  dark  fluid  blood  ; left,  contracted  and  empty. 
Other  organs  healthy.  Patient  well  developed.” 

9.  — JIalc,  aged  CO.  Reduction  of  Pott’s  fracture  (3  days  old).  (lU 

minutes).  Chloi'oform  (towel).  Post-mortem.  Advanced 

degeneration  of  heart.  Hard  drinker. 

10.  — .Male,  middle-aged.  Forcible  catlictcrism  (a  few  seconds). 

Chloroform  (Skinner’s  inhaler).  Re.^piration  failed  first.  Death 
probably  due  to  (dfects  of  chloroform,  and  uramic  poisoning. 
An  intemperate  seafaring  man  with  almost  complete  urethral 
stricture. 

11.  — Male,  aged  38.  For  dislocation  of  shoulder.  (Skinner’s 

inhaler).  Respiration  failed  first.  Patient  fully  under 

chloroform  1 minute,  when  signs  of  asphyxia  .appeared,  then 
l>nlsc  stopped  suddenly;  but  patient  breathed  twice  after, 
lior.sal  decul)itns  adopted.  Measures  of  resuscitation  wore — (1) 
artificial  respiration  ; (2)  raising  legs  ; (3)  hypodermic  ether  ; 
(4)  cold  allusion  ; (5)  nitrite  of  amyl  ; (6)  forcible  traction  on 
tongue.  Post-mortem.  Well  marked  signs  of  death  from 
asphyxia  ; venous  engorgement  of  brain  and  meninges.  Heart 
very  flabby,  great  loss  of  muscular  tone,  no  fatty  degeneration, 
right  side  of  heart  full  of  blood. 

12.  — M.ale,  aged  25.  External  urethrotomy  ; several  minutes.  Respi- 

ration failed  lirst.  Patient  was  thoroughly  anatsthetised. 
Cause  assigned  for  death,  “Asphyxia,  due  to  overdose  of  chloro- 
form.’’ 

13.  — Aged  lOj.  Necrosis  of  os  calcis.  No  particulars. 

14.  — Psoas  abscess,  incision  and  draiuoge.  Pulse  failed  first.  “Death 

(rum  sudden  cardiac  failure.” 
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15. — Male,  aged  40.  Breaking  adhesion  in  knee-joint  (5  minutes). 
(Junker's  inhaler.)  Respiration  failed  first.  Inhaler  removed, 
and  operation  begun,  when  respiration  suddenly  stopped,  face 
became  cyanosed.  .Measures  adopted  for  resuscitation  were  ; — 
drawing  forwiu  d tongue  ; opening  windows  ; artificial  respi- 
ration ; applic.ation  of  hot  flannels  to  heart ; and  injection  of 
ether.  Despite  all  efforts,  he  never  rallied.  Heart  stopped 
almost  directly  after  respiration.  Post-mortem.  Heart  : 
surface  was  more  fatty  than  normal,  though  patient  a spare 
man ; walls  of  both  ventricles  thiu  and  pale,  muscular  tissue 
at  apex  of  right  ventricle  less  than  3^  inches  thick. 

IS. — Female,  aged  10.  Exploration  of  hip.  Anaesthetic  given  by 
house-surgeon.  No  particulars. 

17.  — Female,  aged  16.  Necrosis  of  tibia.  No  p.articulars. 

18.  — Male,  adult.  Removal  of  carious  bone  from  finger.  Chloroform 

on  folded  towel.  Pulse  failed  first.  'When  fully  under,  pidso 
became  weak.  Towel  was  at  once  removed.  As  respiration 
w.as  good  the  incision  was  made,  but  it  was  noticed  that  very 
little  blood . flowed.  Patient  showing  signs  of  returning  con- 
sciousness, towel  was  again  applied,  without  any  additional 
chloroform.  He  inhaled  a few  times,  and  then  respiration 
suddenly  stopped.  Post-mortem.  Jlit/or  mortis  well  marked. 
Cicatrices  on  right  side  of  thorax,  showing  old-standing  disease 
of  ribs.  Heart:  r:ithcr  snuill,  pale,  and  friable;  right  side 
contained  small  quantity  of  dark  veuons  blood.  Microscopi- 
call.y : the  muscular  tissue  of  the  heart  was  distinctly  fcUly. 
Right  lung  was  intimately  adlicront  to  the  costal  pleura. 

19.  — Male,  aged  28.  Fistula.  Post-mortem.  Extensive  pleural 

adhesions.  Perforation  of  one  lung,  with  collapse,  result  of 
superficial  abscess. 

20.  — Male,  aged  30.  Excision  of  left  shoulder  ; J hour.  Chloroform 

given  by  a student.  Pulse  failed  first.  Heart  stoi)ped  suddenly 
just  when  a slight  effort  was  being  made  to  rela.x  the  bared 
head.  Syncope.  “ The  drag  upon  the  brachi:il  plexus  (irobabiy 
as  much  the  cause  of  death  as  the  chloroform.” 

21.  — Male,  aged  about  40.  Incision  and  removal  of  facial  tumour 

1 (sarcoma).  Pulse  failed  first.  After  about  six  respirations 

! patient  started  up,  was  held,  towel  with  chloroform  being 

j still  over  face.  While  half  sitting,  fell  back,  having  taken 

I one  breath;  the  heart  seemed  to  luive  suddenly  stopiied. 

Died  at  beginning  of  2nd  stage,  after  the  heart  had  stopped. 
I’ost-mortem.  Cadaveric  rigidity  well  marked.  Lungs:  healthy 
but  congested.  He.art  : 22  oz. ; cavities  much  dilated  : left 
auricidar  ventral  orifice  :ulniittcd  three  fingers,  mitral  ciiqts 
slightly  thickened  at  margins  ; lining  meuibr.ine  at  tirch  of 
aorta  :itheromatous.  Pliysiciil  examimition  rcvc.ilcd  inesence  of 
some  cirrhosis  of  liver  :ind  a soft  blowing  murmur  over  mitral 
1 ;irea  of  heart. 

I 22. — Female,  .aged  15.  E.xcision  of  elbow  ; 20  minutes.  No  par- 
I ticulars. 

23.  — Male,  aged  13.  Amputation  at  wri.st ; 40  miuutos.  No  par- 

ticulars. 

24.  — Male,  aged  43.  Exploration  of  etudes  of  rib;  10  minutes.  No 

particulars. 

25.  — Mtile,  aged  59.  Radical  cure  of  hernia ; on  a towel.  Became 

suddenly  livid  :uid  limbs  rigid,  breathing  slmllow  and  heart 
wetik,  followed  by  death. 

20. — Mtile,  aged  14.  Dislocation  of  elbow-joint ; folded  towel 
Respiration  failed  first.  After  operation  before  constdousness 
returned,  vomiting  ctiused  obstruction  to  respiration  iind  death 
followed. 

27. — Female,  aged  36.  Ovariotomy;  only  1 or  2 whitls.  Respiration 
failed  first. 
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Pbivate  Practice. 

1.  — Female,  aj?ed  40.  Entropion.  Pulse  failed  first.  Patient  was 

just  under  the  influence  of  the  anaesthetic  when  the  face  became 
livid.  Had  been  taking  a good  deal  of  alcohol  and  little  food 
for  some  time  before  the  operation. 

2.  — ? Aged  35.  Finger  (amputation).  Duration  of  anaesthesia, 

under  3 minutes.  Heart  failed  before  respiration. 

3.  — Female,  aged  30.  Labour  (puerperal  convulsions).  No  parti- 

culars. 

4.  — Incisions  for  pyaemia.  No  particulars. 

5.  — Patient,  a European.  For  pyothorax.  Respiration  failed  first. 


G. — Male,  aged  50.  Stone  in  ureter.  Chloroform  (on  towel). 

7. — Male,  aged  40.  Tracheotomy  (cancer  of  larynx)  ; 2 minutes  (per- 
haps less).  Chloroform  on  flannel  on  wire  frame.  Respiration 
failed  first.  Patient  started  up  as  if  choked  on  first  inhaling 
chlorofunn.  The  administrator  was  then  told  to  give  the  chlo- 
roform slowly  ; suddenly  respiration  ceased,  pulse  still  flickering. 
Immediately  after  breathing  ceased.  The  trachea  was  opened, 
and  artificial  respiration  kept  up  ^hour.  Patient  breathed  twira 
imperfectly  but  never  rallied.  The  cause  of  death  was  assigned 
as  “mechanical  obstruction  to  respiration”  interfering  with 
adequate  breathing  while  inhaling  the  chloroform.  Post- 
mortem. Engorged  lungs,  besides  cancerous  larynx. 


DEATHS  EEMOTELY  DUE  TO  THE  AN-^ESTHETIC. 


We  have  next  to  consider  a series  of  eases  in  which  death  occurred 
as  a result  of  chloroform,  or  presumably  from  that  cause,  but  under 
circumstances  which  make  it  impossible  to  say  that  the  anaesthetic 
stands  immediately  in  casual  relation  to  the  fatality.  ^ These  deaths 
have  been  classed  as  “ remotely  due  to  the  ansesthetic.”  They  include 
cases  occurring  from  1848.  Some  of  the  cases,  although  chloroform 
was  assigned  as  the  cause  of  death,  seem  simply  deaths  from  the 
surgical  procedure  adopted.  In  the  preceding  lists  several  of  the  1 
cases  should  have  perhaps  been  also  removed  and  placed  under  this  j 
heading,  but  the  line  is  difficult  to  draw,  and  so  when  the  narrators 
have  positively  stated  the  death  to  be  the  immediate  result  of  the 
chloroform,  it  has  been  so  classed  by  us.  In  a few  cases — e.;/., 
.Series  B,  9— the  anaesthetic  seems  to  have  had  no  casual  relation 
with  the  death  either  directly  or  indirectly.  It  was,  however, 
regarded  as  a death  from  chloroform  by  the  reporter. 

/6feri'es  A. — 1848-1864. 

1.  — Male,  aged  le.  Lithotomy.  Lateral  operation  performed.  There 

was  difficulty  in  removing  the  stone.  Patient  never  completely 
regained  consciousness  after  the  operation  ; during  the  night 
constantly  delirious.  Felt  pain  when  abdomen  was  pressed 
14  hours  after  the  operation,  and  died  at  end  of  28  hours.  No 
post-mortem.  Had  suffered  from  symptoms  of  stoue  for  12 
months,  previously  very  healthy. 

2.  — Female,  aged  28.  Removal  of  small  mammary  tumour.  “A 

very  moderate  quantity  ” of  the  anssthetic  was  given.  Patient  , 
was  very  sick  and  faint  afterwards,  requiring  stimulants,  i 
During  the  night  was  very  restless,  notwithstanding  the  ex- 
hibition of  morphia.  At  5 a.m.  on  the  following  day  violent  | 
vomiting  of  thin  biliary  matter  again  set  in  and  continued  for 
several  hours.  She  became  unconscious  and  died  at  11  p.m., 

66  hours  after  the  operation.  For  several  hours  before  her 
dcatli  her  pulse  was  quite  imperceptible.  The  wound  had 
healed  by  first  intention.  No  post-mortem.  She  was  a slight 
nervous  woman. 

3.  — Female,  aged  52.  For  onychia  of  the  left  thumb  ; anjesthesia 

J hour.  Respiration  and  pulse  failed  together.  The  patient 
was  long  in  yielding  to  the  amesthetic,  requiring  a “ more 
than  ordinary  proportion  of  chloroform  vapour  to  atmospheric 
air,”  passed  suddenly  from  state  of  excitement  to  one  of  coma, 
which  condition  passed  off  in  a minute  or  two  and  nothing 
unusual  presented  itself  again,  her  pulse  being  rather  better  at 
the  conclusion  of  the  operation  than  at  the  commencement  ; 
rather  less  than  J gr.  morphia  was  injected  beneath  the  skin 
of  arm — “ she  had  taken  about  1 gr.  in  three  doses  during 
the  niglit.”  After  operation  complained  merely  of  feeling 
sick,  was  left  quite  comfortable  at  1.30  r.M.  Until  3 p.m.  she 
remained  perfectly  seusilile  when  she  seemed  to  drop  off  to 
sleep,  but  soon  after  began  to  breath  in  a peculiar  way.  Her 
husband  having  examined  lier  and  finding  her  pulse,  as  he 
thought,  good,  was  satisfied,  as  he  was  accustomed  to  hear  her 
breath  in  this  way  when  asleep.  At  3.45  p..m.  she  was  scon  by 
her  medical  attendant,  who  was  told  that  she  was  “slec])ing 
nicely,”  and  found  her  comatose,  tdiceks  deep  purple,  lip., 
livid,  face  cold,  conjunctiva  insensible,  pupils  contracted,  not 
affected  by  light ; breathing  stertorous,  about  3 respirations  in 
a minute,  gurgling  expiration.  I’nlse  90,  regular,  small,  weak. 
Mustard  poultices  were  applied  to  epigastrium  and  calves  of 
legs ; ammonia  to  nostrils  and  Ups  followed  by  an  enema  of 
turpentine  and  coffee  ; respirations  then  increased  to  6 or  7 in 
a minute  ; the  pulse,  too,  improved  in  volume  and  power,  and 
face  grew  less  livid  and  dusky;  12  leeches  also  applied  to  j 
temples  but  slight  improvement  soon  gave  way,  pulse  becoming  1 
feebler,  respiration  slower,  till  she  sank  gnulually  and  died  at 
6 P.M.,  about  5 hours  after  chloroform  had  been  discontinued. 
Very  stout  and  of  iilethoric  habit.  Extremely  timid  and 
nervous.  Had  been  suffering  from  onychia  of  the  left  thumb  I 
for  several  weeks,  but  would  not  permit  any  incisions  to  be  | 
made;  under  a fresh  attack  of  inflaniination  she  was  persuaded 
to  take  chloroform  for  the  purpose  of  (qieraiion. 

4.  — Male,  aged  64.  Removal  of  tumour  of  eyeliil  ; J hour.  Chloro- 

form oz.  Anaesthetie  only  itroduced  slight  drowsiness. 
Ratieut  remained  well  until  6.0  uext  morning,  and  suddenly 


died  about  18^  hours  after  chloroform  Inhalation.  Post- 
mortem 24  hours  after  death — all  organs  healthy.  Coagula- 
bility of  the  blood  slightly  diminished.  Healthy  peasant. 

Series  -B.— 1864-1891. 

1.  — Aged  30.  In  labour  for  7i  liours,  the  chloroform  given  at  inter- 

vals from  a handkerchief,  3-J  oz.  being  used.  Died  5 days  after 
administration  from  excessive  vomiting.  No  abdominal  tender- 
ness. The  cause  assigned  for  death  was  exhaustiou.  The 
patient  is  described  as  being  violent  during  the  laljour. 

2.  — Male.  A ligature  of  femoral  above  profunda  was  about  to  be 

applied  for  gunshot  wound  of  the  thigh.  He  vomited  during 
the  operation,  and  subsequently'  sank  and  shortly  died  from 
what  was  at  the  time  thought  to  bo  exhaustiou  ; but  tlicrc  is 
no  doubt  that  the  true  catise  of  death  was  asphyxia,  for  tho 
post-mortem  showed  that  tho  trachea  was  filled  with  vomited 
matter. 

3.  — Boy.  Amputation  of  leg.  chloroform  given  by  “ usu.al  method.” 

Boy  is  said  to  have  been  apiiarently  quietly  aslcc|),  when  upon 
chloroformist  touching  his  throat,  ho  said  “Don't  put  your 
hand  upon  my  throat.”  He  remained  with  eyes  open  during 
the  operation  but  appeared  ignorant  of  what  was  going  on. 
“ In  this  case  clearly  consciousness  was  retained  and  sensation 
was  clearly  lost.”  Retention  of  consciousness  apparently 
regarded  as  “ untoward  ” symptom. 

4.  — Male,  adult.  Removal  of  tumours  of  eyelids.  During  operation 

tho  chin  dropped,  and  face  became  deathly  pale.  Ammonia 
and  water  poured  into  month  was  not  swallowed.  Artificial 
respiration  commenced  by  mouth  to  moutli  insufflation.  Then 
more  ammonia  given.  In  1|-  minutes  rc.spiration  and  circu- 
lation re-established,  and  operation  concluded.  About  4 hours 
later  the  patiout  suffered  from  sore  throat.  Respiration  very 
difficult  and  pulse  rapid.  Died  36  hours  later,  ('ongestion  of 
lungs  caused  by  dilute  spirits  of  ammonia  having  entered  the 
lungs.  Rost-mortem.  Report  not  given, 

5.  — Male,  aged  29.  Circumcision.  Operation  successful  under 

chloroform,  but  followed  by  excessive  and  continual  vomiting, 
which  proved  fatal  on  the  ensuing  day. 

1;.— Female.  Amputation  of  left  breast  for  canceron.s  tumour. 
Respiration  failed  first.  Complelcanatsthesia  was  obtained,  after 
which  semi-consciousness  was  allowed.  Operation  was  long 
and  dressing  difficult.  Alter  operation  all  went  well  first  day  ; 
on  second,  oppression  and  cough;  next  day  respiration  and  pulse 
rapid,  skin  hot,  bronchitis  had  set  in,  but  there  was  110  trace 
of  pleurisy  or  pneumonia.  In  spite  of  active  treatment  and  the 
application  of  a large  blister,  erysipelas  appeared  round  the 
wound  on  7th  day,  and  on  same  day  serious  vomitingq  which 
was  allayed.  Death  took  place  about  llth  day,  the  bronchitis 
getting  worse  than  ever.  The  last  symptoms  were  severe 
pains  in  the  knees  and  ankle.s,  which  proved  to  be  purulent 
arthritis  of  the  femoro-tibial  and  tibio-tarsal  joints.  Asphyxia 
caused  by  bronchitis.  I’ost-mortcm.  Purulent  arthritis  of  the 
femoro-tibi.al  and  tibio-tarsal  joints,  but  no  other  ]iuruleiit  de- 
posit. Not  far  from  the  bifurcation  of  the  trachea,  over  against 
the  large  bronchial  tube  of  the  right  side  was  found  an  oblong 
tumour  nearly  as  large  as  a chestnut,  resulting  from  the  calci- 
fication of  an  enormous  bronchial  ganglion.  This  had  i)resscd 
on  the  pneumo-gastric  nerve  and  had  irritated  it.  Lung.s 
red,  in  some  places  almost  blackish-red,  especially  towanl 
base  of  right  lung,  where  there  was  a large  area  of  ecchymosis. 
No  hepati.sation,  pieces  of  lung  floated  in  water.  Pulmonary 
tissue  softened  however ; bronchial  tubes  reddened  and  much 
irritated.  Heart  fatty,  no  valvular  lesion.  Kidneys  con- 
gested; spots  of  ecchymosis  as  in  lungs.  Was  exceedingly  fat. 
Before  an;csthetisation  there  had  been  a repeated  and  most 
careful  auscultation  which  revealed  nothing  abnormal  in  either 
heart  or  lungs. 

7. — Female.  Removal  of  fumonr  from  breast.  Respiration  failed 
first.  There  were  no  untoward  symptoms  at  first  after  tin- 
operation,  when  bronchitis  supervened  witn  ialtoured  breathing 
growing  worse  and  worse.  Death  took  place  at  end  of  8 or 
10  dtiys.  aVsphyxia  wtis  the  only  apparent  cause.  No  post- 
mortem allowed.  Tho  patient  was  vr.ry  fat.  There  had  been 
a most  careful  auscultation  before  giving  the  chloroform. 
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8.  — Male.  To  facilitate  reduction  of  hernia  of  long  standing.  Respira- 

tion faiied  first.  From  the  time  of  operation  there  was  oppres- 
sion in  breathing,  prsccordial  trouble,  vomiting,  and  diarrhoea. 
On  4th  day  after  operation  respiration  was  40  per  minute,  and 
^ulse  small  and  rapid  (130  per  minute).  In  spite  of  treatment 
patient  became  worse,  and  died  on  17th  day.  Cause  assigned 
for  death— asphyxia.  Post  mortem— no  local  cause  for  death. 
Auscultation  had  revealed  some  crepitant  rales  toward  the  apex 
of  the  lungs,  otherwise  the  sounds  heard  had  been  normal. 

9.  — Dilatation  of  anal  fissure.  Respiration  failed  first.  The  anecs- 

thetisation  showed  nothing  uncommon  ; } hour  after  the 
patient  said  he  felt  comfortable,  but  respiration  became 
uneasy,  hissing  and  sonorous  r^les  were  heard  on  auscultation 
of  both  lungs  ; no  dulness  on  percussion.  Up  to  7th  day  the 
symptoms  grew  w'orse,  respiration  54  per  minute,  pulse  140 
The  crepitant  rales  were  mixed  with  sonorous  rales.  On  8th 
day  there  was  a sort  of  lull,  this  was  at  once  succeeded  by 
diphtheria,  which  rapidly  extended  over  the  buccal  and 
pharyngeal  mucous  membrane.  The  patient  died,  suffocated, 
10  days  after  the  operation.  Asphyxia.  Very  fat,  strong  and 
full  blooded. 

10. — Female,  aged  41.  Craniotomy  in  a case  of  contracted  pelvis. 
Respiration  failed  first.  Operation  performed  and  patient 
delivered  with  the  greatest  difficulty.  Was  under  chloroform 
8 hours.  Reacted  fairly  and  felt  well  but  feeble ; 36  hours 
later  developed  intense  dyspnoea.  Was  cyanosed  and  found 
suffering  from  general  pulmonary  hyperiemia.  All  larger  and 
smaller  bronchi  full  of  mucus,  which  was  expectorated  with 


great  difficulty.  Patient  died  8 hours  later.  Dyspnaa  caused 
probably  by  decomposition  of  chloroform. 

11.  — Male.  For  compound  fracture  of  thigh.  “Small  quantity”  of 

chloroform  given.  Patient  died  suddenly  during  anaesthesia. 
No  food  or  mueus  found  in  mouth  : tongue  had  been  drawn 
well  forward.  Artificial  respiration  and  electricity  employed 
when  first  dangerous  symptoms  appeared.  The  patient  died 
from  asphyxia.  At  the  post-mortem  a piece  of  chewed  tobacco 
found  in  the  larynx  completely  obstructing  glottis.  Chloroform 
pure. 

12.  — Male.  For  fracture  of  neck  of  femur:  3 dr.  of  chloroform  used 

on  Esmarch’s  mask.  Pulse  and  respiration  failed  together. 
Patient  suddenly  ceased  to  breathe,  and  directly  after  the  heart 
failed.  Every  means  resorted  to  to  resuscitate  the  patieirt; 
artificial  respiration  for  IJ  hours,  tracheotomy,  electricity, 
strychnine  iirjections  without  avail.  The  cause  assigned  for 
death  was  fatty  embolism,  as  shown  by  post-mortem,  which 
showed  vessels  of  lungs,  especially  capillaiies,  full  of  minute 
particles  of  fluid  fat.  Patient  of  strong  healthy  constitution, 
but  intemperate. 

13.  — Removal  of  sequestra  of  bone  from  region  of  shoulder.  Opera- 

tion lasted  1 hour : no  incidents  of  note  occurred ; patient 
without  doubt  recovered  from  ana'sthesia.  Was  put  to  bed; 
died  suddenly  J hour  afterwards.  Post-mortem.  No  lesions 
capable  of  accounting  for  the  fatal  termination.  The  recorder 
of  this  case,  of  which  no  explanation  could  be  given,  proposed 
to  style  it  “death  following  chloroform,”  but  not  “death  by 
chloroform.” 


“UNTOWARD”  CASES  OF  CHLOROFORM  ADMINISTRATION. 


Wb  have  now  to  submit  probably  the  most  important  part  of 
our  Report — those  recorded  cases  of  chloroform  inhala- 
tion in  wliich  more  or  less  grave  symptoms  occurred 
eventually  disappearing  on  resuscitative  measures  being 
adopted.  It  seems  more  likely  that  lessons  of  material  im- 
portance w’ill  be  learnt  from  the  study  of  such  cases  than 
from  that  of  fatalities ; for  in  the  latter  instance  facts  are 
often  overlooked  in  the  stress  of  the  moment,  while  in  the 
former  there  is  usually  less  haste,  more  precaution,  and  a 
more  orderly  carrying  out  of  such  manoeuvres  as  the  character 
of  the  symptoms  suggests.  We  are  likely  to  learn  from  these 
cases  somewhat  of  the  nature  of  chloroform  toxEemia,  the  pro- 
cession of  its  symptoms,  and  the  result  of  measures  adopted 
for  remedying  its  dangers.  \Ye  are  able  to  present  a com- 
X>aratively  large  number  of  instances  of  untoward  cases — 245— 
although  these  cases  in  which  dangerous  symptoms  arise 
during  Chloroform  Narcosis  are  seldom  published,  the  heading 
“ Fatality  under  Chloroform  ” being  unfortunately  far  more 
common. 

ChASSIFICATlON  OP  CASES. 

Of  tlie  245  cases  reported,  101  are  stated  to  have  occurred 
in  hospitals  and  90  in  private  practice  ; and  in  several  of  the 
reports  sent  to  'I’he  Lancet  in  respon.se  to  the  Special  In- 
quiry forms  numerous  cases  are  grouped  together  without  any 
particular  number  being  specified. 

Age  and  Sex  as  Determining  Factors. 

The  same  condition.s  appear  to  obtain  in  the  cases  now- 
under  consideration  as  were  mentioned  and  discussed  under 
the  heading  of  Fatalities  on  j).  90  of  this  report. 

Geographica).  Distriuution . 

As  was  stated  above  (p.  90)  no  telluric  or  climatic  influence 
could  be  proved  to  affect  the  area  of  distribution  of 
fatalities  under  chloroform,  so  also  tlie  .same  holds  true  for 
tlic  “ untow-ard  cases.”  Records  of  these  cases  from  even 
a larger  area  than  tliat  given  at  p.  90  tiave  readied  us.  It 
miglit  tic  thouglit  that  more  recoveries  would  occur  in  certain 
latitudes  i.e.  in  regions  in  whicli  persons  w-cre  more  favour- 
alily  placed  as  regards  chloroform  and  so  would  stand  a better 
chance  of  eliminating  an  overdose,  but  the  facts  before  us  do 
not  justify  any  such  conclusions.  The  fact  is  very  important 


that  fatalities  and  untoward  cases  appear  to  be  distributed 
ever  corresponding  areas,  so  it  would  seem  to  indicate  that 
climate  and  race  are  not  important  factors  in  determining 
them.  If.  for  example,  deaths  were  veiy  rare  in  our  latitude 
but  untoward  cases  were  fairly  frequent  it  would  show  that 
although  the  inhabitants  were  liable  to  casualties  from  chloro- 
form yet  they  were  so  far  helped  by  their  physique  or  by 
climateric  influences  as  to  get  rid  of  the  chloroform  before  a 
fatal  issue  showed  itself.  This,  however,  does  not  appear  to 
be  the  case. 

Methods  of  Administration. 

Untow-ard  symptoms  seem  to  have  ocem-red  both  when 
chloroform  was  administered  according  to  the  open  method 
as  well  as  when  an  inhaler  was  employed.  The  variety  of 
inhalers  seemed  to  point  to  the  conclusion  that  none  were 
absolutely  to  be  relied  upon  as  a certain  preventive  to  grave 
symptoms  of  toxsemia. 

Predisposing  Causes. 

In  only  a very  few  instances  do  we  find  any  particulars 
noted  of  conditions  which  might  be  held  as  predisposing  to 
the  production  of  untoward  symptoms  under  chloroform. 
Thus,  intemperance,  epilepsy,  cancer,  although  noticed  as 
having  been  present  two  or  three  times,  may  practically  be 
regarded  as  having  been  omitted  from  the  consideration  of 
those  who  reported  the  cases.  In  one  instance  an  individual 
is  mentioned  as  having  on  two  separate  occasions  given 
evidence  of  chloroform  toxsemia  from  which  recovery  took 
place.  Tlie  occurrence  of  complications  during  the  opera- 
tion, such  as  vomiting  or  profuse  liEemorrhage,  do  not  appear 
to  have  been  responsible,  save  in  a very  few  cases,  for  the 
onset  of  grave  symptoms. 

Direct  Causes. 

The  immediate  causes  of  danger  in  tliese  cases  are  prac- 
tically in  every  case  respiratory  or  circulatory.  We  are  told 
that  in  a \-ery  large  proportion  of  cases  the  respiration  failed 
licforc  the  heart  or  pul.se  showed  signs  of  tlagging,  and  it 
w ill  be  seen  that  the  measures  adopted  in  resuscitation  were 
in  most  cases  those  which  arc  applicable  to  cases  rather  of 
I cessation  of  respiration  than  to  those  of  cardiac  failure. 
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The  measines  a(lo|)ted  lor  resuscitation  consisted  in  the 
admission  of  air  liy  tlirowing'  oiien  windows  and  doors.  In 
one  case  tlic  patient  was  held  by  his  legs  outside  a window. 

Artificial  respiration  is  mentioned  as  having  been  employed 
in  more  than  half  of  the  untoward  cases,  and  to  liave  been 
.succes.sful  in  the  majority  of  the  instam^es  when  resort  was 
had  to  it.  The  following  plans  of  conducting  artificial 
re.spiration  are  mentioned Mouth-to-mouth  insurtlation, 
with  or  without  compression  of  abdomen  or  thorax  ; lateral 
compression  of  thorax.  The  other  methods  mentioned 
were  : Howard’s,  Marshall  Hall’s,  Silvester’s,  the  performance 
of  laryngotomy  with  or  without  the  in.sertion  of  a tube, 
or  tracheotomy  and  artiiicial  respiration.  Various  other 
adjuvant  measures  were  tried  during  the  artificial  respira- 
tion. The  use  of  both  faradism  and  gahanism  is  mentioned 
as  successfully  employed  in  a few  cases.  The  object  in  most 
of  the  instances  was  to  excite  the  diaphragm  to  contraction 
either  by  direct  stimulation  or  through  the  phrenic  nerves. 
The  substitution  of  ether  given  by  inhalation  was  success- 
fully adopted  in  a few  cases.  Nelaton’s  method  of  inver- 
sion w'as  frequently  employed  in  the  later  cases,  and  a 
considerable  success  is  claimed  for  this  plan.  No  mention 
is  made  of  any  dangerous  symptoms  having  followed  its 
employment.  It  aijpears  to  have  been  resorted  to  mainly 
in  cases  when  more  or  less  enfeeblement  of  the  circulation 
occurred,  and  when  this  was  associated  with  failure  of 
respiration  inversion  was  practised,  together  with  the  per- 
formance of  artificial  respiration  by  compression  of  the 
abdomen  and  thorax.  In  one  case  we  are  told  that,  besides 
inversion,  the  patient’s  trunk  was  swung  laterally  so  as  to 
resemble  the  oscillations  of  a pendulum,  although  what  was 
the  particular  merit  of  this  movement  does  not  appear  to  be 
very  clear. 

Mechanical  stimulation  of  the  larynx  by  pres.sing  a 
finger  down  to  the  glottis  was  stated  to  have  been 
succes.sful  in  one  case.  This  procedure  is  intere.sting 
in  connexion  with  the  views  of  certain  authorities  that 
mechanical  traction  upon  the  tongue  or  grasping  the 
epiglottis  and  dragging  it  forward,  either  by  means  of 
a thread  introduced  into  it  or  by  means  of  fine  vulsellum 
forceps,  will  successfully  initiate  natural  breathing  even 
after  some  seconds’  ces.sation  of  respiration,  ^’’ery  various 
forms  of  stimulation  are  credited  with  success  in  the  treat- 
ment of  the  dangers  of  chloroform  toxasmia —e.g.,  the 
mechanical  mode  of  applying  cold  or  heat  to  the  thorax  or 
praicordium  by  simple  application  or  by  being  flropped 
upon  the  body  from  a height  ; in  one  case  the  water  is 
described  as  having  been  “ nearly  scalding,”  in  others  the  feet 
were  immensed  in  -‘almo.st  scalding  water”  ; slapping  with 
a wet  towel  and  friction  to  the  prsecordium,  chest  wall,  and 
spine,  with  or  without  stimulating  applications  like  turpentine; 
tickling  the  soles  of  the  feet,  massage  of  the  rib-muscles  and 
twisting  of  the  arm  are  also  mentioned  as  remedial  measures. 
Hypodermic  injections  of  ether  or  brandy  are  reported  in 
.some  cases.  Internally  the  usual  stimulants— sal  volatile, 
brandy,  and  so  on — have  been  given  by  the  mouth  ; nitrite  of 
amyl  inhalations,  rectal  injections  of  hot  coffee,  brandy,  and 
hot'water  are  all  mentioned.  Valerian  is  stated  to  have  been 
sriven  with  success  in  cases  in  which,  although  the  respiration 
was  re.stored,  it  yet  remained  feeble.  Venesection  was 
practised  in  one  ca.se. 

N.m'URE  of  Operation. 

The  character  of  the  operations  in  progress  when  untoward 
symptoms  arose  cannot  be  of  slight  importance,  as  it  will  b(> 
seen  by  a study  of  the  cases  that  in  not  a few  “shock”  is 
assigned  as  the  cause  of  the  untoward  .symptoms. 

The  follow'ing  list  comprises  the  ojierntions  named  : Opera- 


tions on  tlio  abdomen  ; for  the  relief  of  large  strang\daled 
licrni:i  : and  for  ruptured  gall-liladder  ; amputation  of  tlie 
thigh:  oi)erations  on  bone;  on  the  breast  (serious) ; on  the 
cliest  (empyema,  pneumotomy) ; reduction  of  dislocations; 
reduction  of  fractures;  amputation  of  penis;  operations  on 
the  eyes  ; cathctcri.sation  ; circumcision  ; cystotomy  ; litho- 
tomy; for  phimosis  ; for  elephantiasis  of  scrotum:  sounding 
of  bladder  ; dilatation  of  the  cervix  ; uterine  polypectomy  ; 
remoial  of  uterine  fibroid  ; serious  cases  of  operations  on  or 
about  the  jaws;  incision  of  joints  for  pyoarthron  ; ligature 
of  the  external  iliac  artery ; forcible  movement  of  joints  ; 
removal  of  naivus  ; removal  of  glands  from  the  neck  : opera- 
tion on  nerves  ; obstetric  cases  ; operation  for  hremorrhoids, 
for  fistula  in  ano  : stretching  of  sphincter  ani ; extraction  of 
teetli ; remo\  al  of  tongue  ; tracheotomy ; and  removal  of 
tumours.  In  many  cases  the  operation  had  not  been  com- 
menced when  the  disquieting  .symptoms  appeared. 

We  now  pass  to  the  abstracts  of  the  actual  cases. 


Series  A . 1848  1864. 

1. — Male,  young.  Amputation  of  thigh.  Pulse  and  respiration 

failed  togetlier.  Pulse  and  respiration  suddenly  stopped, 
countenance  altered,  and  jaw  dropped.  Mar.'hall  Hall's  reailv 
method  " of  artificial  respiration  was  persevered  with  for  half 
an  hour  before  there  was  any  evidence  of  return  of  life  ; but  at 
end  of  45  minutes  the  patient  spoke.  In  this  case  the  chloro 
form  was  said  to  he  “ very  impure.” 

2. — Male.  To  examine  the  bladder  and  prostate  gland.  Pulse 

failed  first  In  3 or  4 minutes  the  breathing  was  much 
accelerated,  and  the  chloroform  was  discontinued.  The 
pulse  ceased,  and  subsequently  the  respiration.  The  heart 
sounds  could  not  be  heard.  The  Marshall  Hall's  “ ready 
method  "of  artificial  respiration  in  two  minutes  caused  signs 
of  returning  animation. 

3.  — Female,  aged  45.  Removal  of  tumour  from  breast.  Pulse  failed 

first.  More  chloroform  was  being  given  to  prevent  return- 
ing sensibility,  when  the  pulse  became  weaker  and  cea.sed ; 
bleeding  from  the  wound  stopped,  and  respiration  was  sus- 
pended, the  heart's  action  very  imperfect.  The  face  became 
livid,  then  colourless,  and  the  pupils  dilated.  Artificial 
respiration  {bouchc  d bouche);  in  3 minutes  radial  pulsalion 
«as  felt  to  return,  and  in  6 or  7 minutes  complete  recovery 
had  taken  place.  Full  ana'sthesia  had  been  obtained,  aiui 
the  operation  was  nearly  completed  when  untoward  symptoms 
set  in. 

4.  — Female,  aged  18.  To  relieve  neuralgia  of  eyeball.  Chlorofoiin 

by  Snow’s  inhaler.  Respiration  failed  first.  In  1 to  IJ 
minutes  from  the  commencement  of  inhalation  the  patient 
moaned,  and  respiration  ceased  ; pulse  continued  steady  ; 
shaking  and  cold  affusion  instantly  employed.  Pulse  com- 
menced to  fail.  Ai’tifieial  respiration  by  compression  of  thoi'ax 
was  practised,  then  the  Marshall  Hall's  “ ready  metlmil,”  which 
induced  inspiratory  effoi-ts;  but  it  had  to  be  per.severed  with 
for  3 hours.  The  reporter  of  the  case  regai  deil  it  as  an  instance 
of  “secondary  apniea,”  due  to  a prolongeii  administration  of 
chloroform  10  hours  before.  The  patient  had  frequently  taken 
chlorofoi-m  for  the  same  affection,  even  2 or  3 times  a day. 

5.  — Female,  aged  6.  Excision  of  knee-joint.  Pulse  and  re.spiration 

probably  failed  together.  Insensibility  passing  away,  more 
chloroform  was  given.  Pulse  became  feeble,  and  in  a minute 
ceased  to  beat ; the  respiration  also  stopped.  The  tongue  was 
drawn  forward,  and  artificial  respiration  by  compression  of 
the  thorax  was  tried,  but  for  15  minutes  no  pulse  or  positive 
sign  of  life  was  evident.  An  enema  with  brandy  given.  The 
pulse  then  became  perceptible,  but  \ ery  faint  and  flickering  ; 
in  10  minutes  it  improved  a little,  and  then  gasping  took 
place.  Ammonia  applied  to  the  nostrils  ea\ised  a scream  and  a 
sudden  inspiration.  Artificiai  respiration  was  kept  iij)  for  more 
than  } hour.  Ana'Rhesia  had  been  coniplete.  Had  taken 
chloroform  to  insensibility  three  times  before. 

fi.  —Male,  aged  4.  Removal  of  tumour  from  eyelid.  1 drachm  of  chloro- 
form given  on  a sponge.  Pulse  failed  first.  In  less  than  2 
minutes  the  pulse  became  feeble;  inspiration  short,  tracheal 
rattling  ; face  livid,  limbs  relaxed.  Cold  affusion  and  ammonia 
to  nostrils  were  applied;  mucus  wiped  from  epiglottis  with  a 
sponge;  friction  applied  to  thorax.  These  tried  for  2 or  3 
minutes,  when  pulse  ceased ; pupils  dilated ; jaw  dropped. 
Compressions  of  abdomen  used  for  3 minutes,  when  one  con- 
liuctor  of  Du  Bois  Reymond's  induction  apparatus  was  placed 
on  the  course  of  the  phrenic  nerve,  the  other  on  the  seventh 
intercostal  space,  and  alternate<i  •from  side  to  side.  This  pro- 
iluced  a sob,  and  on  discontinuing  the  process  there  was  a 
spontaneous  inspiration  ; the  pulse  also  returned.  Compression 
of  abdomen  was  again  resorted  to,  and  continued  for  about  2t> 
minutes,  when  recovery  was  complete.  Any  cessation  of  the 
compressions  caused  enfeebled  pulse  and  respiratory  effoi-ts. 
Operation  not  commenced. 

7.— Female,  aged  50.  Removal  of  breast  for  cancerous  disease. 
Chloroform  given  in  an  inhaler.  Insensibility  not  complete. 
Operation  not  commenced.  Pulse  and  respiration  faileii 
together.  In  5 minutes  the  conjunctiva  was  still  sensitive,  and 
pupil  contracted;  slight  cough  (M'casionally.  A profuse  per- 
spiration broke  out,  the  juilse  failed,  and,  with  the  respiration, 
ceased.  The  pupils  were  “contracted  to  a i>in's  point  " ; face 
pale,  lifeless.  Cohi  affusion  ami  compression  of  chest  resorted 
to,  when  in  about  a minute  the  respiration  coulil  be  felt 
Huttering,  .and  soon  began  to  improve,  A gasp  was  given  and 
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pulse  rose  at  once,  becoming'  regular,  but  weak.  The  operation 
was  then  performed,  followed  by  faintness  and  vomiting. 

8. — Male,  aged  54.  To  pass  a catlieter  in  case  ol  stricture,  raise  and 
rcsiiiration  failed  together.  The  respiration  became  rapid,  the 
eyes  suddenly  assumed  a“  corpse-like  appearance.”  I’nlseand 
re.spiration  ceased.  The  tongue  was  drawn  forward.  Ai'tificial 
respiration  by  compression  of  the  thorax  and  cold  waterafEusion 
Induced  several  vigorous  inspirations  and  the  pulse  returned. 

The  alarming'  symptoms  lasted  for  three  minutes.  The  patient 
was  nearly  under  influence  of  chloroform,  buttlie  operation  was 
not  commenced  at  the  time  of  the  onset  of  the  bad  .symptoms. 

3- — Hale,  young.  To  sound  for  calculus  in  bladder.  Pulse  and  re- 
spiration probably  failed  together.  Did  not  take  chloroform 
readily.  He  breathed  with  stertor  for  a few  seconds,  and  then 
respiration  ceased.  Tong\ie  was  pulled  forward  by  means  of  a 
hook,  and  air  was  heard  to  rush  into  the  now-open  glottis. 
Compressions  of  the  abdomen  resorted  to  and  heart’s  action 
recovered.  He  was  not  fully  mider  the  influence  of  chloroform 
when  untoward  symptoms  supervened. 

10.  — Female,  aged  9.  Removal  of  necrosed  bone  from  femur.  Pulse 

and  respiration  apparently  failed  together.  In  35  minutes  the 
face  grew  pale ; pulse  was  small,  feeble,  and  fluttering ; re- 
spiration slow  and  indistinct;  the  surface  of  body  cold,  with 
rel.axation  of  the  sphincters.  She  was  fully  under  influence  of  1. 
chloroform,  and  the  operation  had  been  commenced.  The 
means  of  resuscitation  adopted  were  ; Exposure  to  cold  current 
of  air,  warmth  by  heated  flannels,  administration  of  brandy 
and  diluted  liquor  ammonia.  She  gradually  but  slowly  re- 
covered. 

11.  — ilale,  aged  64.  Excision  of  a cancerous  tumour  from  the  axilla. 

Duration  10  minutes.  Complete  anaesthesia.  Operation  com- 
menced. Pulse  and  respiration  failed  together.  Had  inhaled 
for  10  minutes,  when  respiration  g ew  stertorous,  face  con- 
gested, pupils  rather  dilated,  pulse  labouring  and  slow.  These 
symptoms  became  more  marked,  and  respiration  seemed  on 
the  point  of  ceasing.  Means  of  resuscitation  : exposed  to  a 
current  of  air,  and  cold  aifusion  employed.  Gradually  the 
danger  passed  away,  but  he  continued  quite  insensible  until 
operation  was  completed. 

Vi. — Female,  child.  To  examine  a diseased  elbow-joint.  2 drachms  of 
chloroform  given  from  an  inhaler.  Pulse  and  respiration 
failed  together.  After  being  insensible  for  about  6 minutes 
pulse  became  quick,  then  slow,  and  afterwards  imperceptible ; 
the  respiration  also  ceased.  Anaesthesia  was  complete  in 
G minutes.  Tongue  drawn  forwards  ; compressions  of  thorax 
resorted  to ; face  became  intensely  livid.  In  2 or  3 minutes 
spontaneous  insi)iratory  efforts.  Recovered  in  about  10  minutes. 
Had  taken  chloroform  previously  two  months  before. 

13.  — Female,  .aged  30.  To  relievo  neuralgia  of  face.  2 or  3 drachms 

ol  chloroform  given  on  a napkin.  Pulse  and  respiration  faileil 
together.  Face  changed  to  a pallid  hue  ; eyes  dull  and  glazed  : 
jaw  dropped,  and  respiration  and  pulse  ceased.  Heart  sounds 
inaudible.  Had  been  under  influence  20  minutes.  Exposed  to 
current  of  cold  air.  Tongue  drawn  forward,  and  in  doing  so  a 
set  of  artificial  teeth  were  found  loose  in  the  fauces,  and  re 
moved.  Artificial  respiration  by  compressing  thorax.  In 
10  minutes  there  was  a spontaneous  effort  at  Inspiration,  and  in 
10  minutes  more  patient  had  quite  recovered. 

14.  — Female,  aged  45.  Removal  of  mamma  for  scirrhus  ; 1 minute. 

Probably  pulse  failed  first.  She  was  in  a sitting  posture. 
After  having  inhaled  for  1 minute,  the  chloroform  maintained 
a “ strong  influence  ” from  2 p.m.  to  4 a.m.  14  hours  after 
operation  she  suffered  from  syncope,  the  pulse  being  very 
Irregular.  She  eventually  recovered.  Operation  completed. 

15.  — Male.  Strangulated  hernia.  About  2 drs.,  in  three  doses,  of 

chloroform  given,  on  piece  of  lint  in  a handkerchief.  Pulse 
and  respiration  failed  together.  About  40  minims  were  first 
given,  with  no  effect  beyond  a slight  spasm  of  the  limbs,  and 
a rise  of  rate  of  pulse  from  70  to  90.  Thirty  drops  were  added, 
but  he  still  remained  conscious  at  the  end  of  3 or  4 minutes, 
when  40  minims  were  again  added.  In  about  ^ minute  the 
spasm  relaxed.  Pupils  dilated;  pulse  80,  steady,  full ; slight 
stertor,  and  the  chloroform  was  removed.  The  respiration 
became  noiseless,  sliglit,  and  in  20  seconds  altogether  ceas(H. 
The  pulse  intermitting.  Under  influence  of  chloroform  ; 
oiicration  not  commenced.  Cold  water  and  wet  towel  pro- 
(lucttd  no  effect,  and  the  pulse  ceased.  Mouth-to-mouth 
insnftlatiou,  nitli  pressure  on  tlie  chest,  produced  a slight 
resi>iratory  effort,  after  about  20  inflations,  and  the  pulse 
could  be  felt  as  a 'thread  after  7 or  8.  Vomiting  occurred 
and  respiration  failed,  but  was  restored  by  the  same  means, 
the  pulse  being  weak,  but  steady.  Soon  vomiting  again  set 
in,  and  the  breathing  gave  way,  but  wtis  re-indncod  by 
artificial  respiration  as  above.  Conssciousness  returned  after 
a short  time.  He  remained  very  drowsy,  but  was  not  allowed 
to  sleep,  as  when  ho  dozed  the  respiration  bt^came  diminished, 
and  the  pulse  faltered.  He  gradually  recovered. 

16.  — Female,  aged  39.  Removal  of  breast  for  scirrhus.  About 

3 dr.,  in  2-dr.  and  1-dr.  doses,  of  chloroform  given  from 
Snow’s  inhaler.  Pulse  and  respiration  failed  together. 
After  5 minutes’  inhalation  she  vomited  some  mucus,  and 
the  chloroform  was  temporarily  discontinued,  but  at  the 
end  of  15  minutes  trea  its  commencemeut  she  was  com- 


pletely under  its  influence;  with  muscles  relaxed,  pulse  80 
(it  had  risen  to  144),  breathing  easy,  with  slight  stertor, 
chloroform  discontinued,  and  operation  commenced.  After 
4 minutes,  sensibility  was  returning,  and  inhaler  applied 
with  another  drachm  of  chloroform;  this  soon  produced  its 
effect,  and  was  iigain  removed.  The  respiration  now  became 
more  and  more  feeble,  so  as  to  be  scarcely  perceptible  in  3 or 

4 minutes,  and  pulse  irregular.  Perfect  anaesthesia.  The  f:ice 
became  livid,  and  cold-water  douche  applied  ; the  pulse  and 
respiration  improved  slightly,  but  they  shortly  again  failed, 
and  there  was  an  effort  at  vomiting.  At  this  time  (50  minutes 
fi'om  commencing  to  inhale)  the  face  was  livid,  hardly  any 
respiration,  and  the  pulse  scarcely  to  be  felt  ; the  tongue  was 
not  retracted.  Cold  douche  applied,  and  ammonia  to  the 
nostrils.  In  about  a minute  galvanism  was  employed  ; a few 
apitlications  caused  a deep  inspiration,  and  in  a few  minutes 
breathing  was  fully  restored.  Galvanism  was  continued  for  a 
short  time,  and  consciousness  returned.  She  had  no  relapse, 
and  recovered  without  a bad  symptom. 

Series  -B.— 1864-1891. 

— Male.  Reduction  of  dislocated  femur.  Chloroform  given  on 

handkerchief.  Pulse  and  respiration  failed  together.  In 

5 minutes  stertorous  breathing  set  in;  respiration  became 
slow  and  laboured  : pulse  flagged,  and  skin  became  livid. 
Operation  performed,  but  patient  became  almost  asphyxiated. 
Measures  for  resuscitation  adopted  ; slapping  on  chest  and 
buttocks,  cold  water  poured  from  a height  on  chest.  In  3 or 
4 minutes  patient  gave  deep  inspiration  ; air  was  expelled  by 
gentle  pressure  of  chest ; this  was  repeated  several  times,  and 
cold  affusion  continued,  until  in  | hour  recovery  took  place. 
Reduction  of  dislocation  accomplished. 

2.  — Numerous  cases.  Resuscitation  by  vigorously  slapping  with  flat 

hand  naked  surface  of  body  and  limbs,  and  by  flapping  face 
and  front  of  chest  with  corner  of  wet  towel ; this  produced 
deep  inspiration,  and  action  of  heart  was  restored  even  when 
pulse  had  ceased.  Continued  till  breathing,  pulse,  and  colour 
were  natural. 

3.  — Female,  aged  23.  Amputation  for  obscure  disease  of  knee-joint 

(2  or  3 minutes).  6 dr.  chloroform  (ou  lint  folded  in  funnel 
shape).  Pulse  and  respiration  failed  together.  Inhaled 
chloroform  quietly.  In  2 or  3 minutes  was  insensible,  with 
slow,  steady  pulse,  and  natural  respiration.  Pulse  became 
slower.  When  operation  about  to  be  commenced  respiration 
ceased  suddenly,  and  pulse  could  not  be  felt.  Cold  water 
thrown  on  face,  artificial  respiration  practised,  and  air  freely 
admitted  into  room.  As  last  resource,  trachea  opened,  and 
lungs  inflated  through  wound.  This  failing,  catheter  intro- 
duced, and  artificial  respiration  kept  up  through  it.  Patient 
spare,  not  emaciated.  Pulse  rather  feeble,  heart  sounds  normal. 
After  recovering  from  chloroform,  disease  became  worse. 
Chloroform  again  given  successfully,  and  limb  removed  ; but 
disease  returned,  and  she  died  about  6 weeks  later  of 
hatmorrhage. 

4.  — Male,  aged  58.  Removal  of  tumour  in  right  mastoid  region. 

Chloroform  1 dr.  45  m.  Respiration  failed  first.  He  had 
scarcely  taken  if  dr.  when  face  became  red  and  respiration 
difficult ; 2 minutes  after  cessation  of  respiration  the  pulse 
ceased  also,  the  face  became  pale,  lower  jaw  fell,  and  eyes 
remained  open,  with  dilated  pupils.  The  chloroform  was 
immediately  withdrawn.  Cold-water  frictions  and  ammonia 
applied,  and  respiration  was  sustained  by  pressing  up  the 
diaphragm.  Pulse  regular  and  not  weak,  but  respiration 
became  more  laboured,  and  finally  ceased.  The  mouth  was 
opened  with  difficulty,  and  a silver  tube  passed  into  the 
larynx  for  the  purpose  of  inflating  the  lungs,  but  only  slight 
distension  of  thorax  ensued,  the  air  escaping  at  the  side.  As 
this  did  not  do  tracheotomy  was  performed,  .and  a large 
tube  introduced  as  far  as  the  bifurcation  of  the  trachea,  and 
air  was  forced  in  and  out.  At  the  end  of  6 or  8 such 
inspirations,  the  pulse  returned  gradually,  respiration  became 
re-established,  and  the  wound  began  to  bleed.  In  ij  hours 
patient  coughed  up  a quantity  of  bloody  mucus  from  trachea. 
Strong  coffee  was  introduced  into  stonuach,  and  an  enema  of 
mush  given.  Cold  douche  to  head,  and  blister  to  epigastrium. 
I’atient  slept  well,  and  was  all  right  next  day. 

5.  — Male,  aged  14.  Removal  of  sequestrum  from  tibia.  Pulse  failed 

first.  In  the  middle  of  the  operation  the  patiotit  began  to 
struggle  ; this  was  followed  by  stertor,  cessation  of  heart’s  action, 
and  of  respiration,  the  lijis  were  blanched  and  the  limbs 
flaccid.  Artificial  respiration  (Silvcst<!r’s  method),  smacking 
face  and  chest  with  wet  towel.  Faint  gasping  in  2 or  3 minutes ; 
galvanism  to  nape  of  neck  and  epigastrium  restored  heart’s 
action.  Recovery.  Rrandy  and  water  given.  The  patient  was 
very  timid. 

6.  — Female.  Respiration  failed  first.  Respiration  c»»iscd,  and  patient 

seemed  almost  dead.  The  heart  continued  beat  however. 
Forced  respiration  kept  up  for  a time,  aud  cold  water  dashed 
on  chest  and  face. 

7.  — Male.  Trivial.  Fainted  under  use  of  chloroform.  Resuscitated  by 

simple  measures. 
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8. — Male  32.  Kemoval  of  bulbous  nerve  from  stump  of  lower  tliinl 
o£  arm  after  amputation.  I’ulse  (probably)  railed  lirst.  Wlien 
operation  was  la'^uii  patient  turned  pale,  iu-eatbiii";  ceased,  and 
pulse  also  ceased.  Cidil  water  dashed  on  face  and  cliosl,  w ith- 
out avail,  artificial  respiration  by  comprcssiii"'  chest  laterally  ; 
lower  jaw  lorced  dow  nwards  and  mouth  kept  open.  Tongue 
held  out  of  mouth  bj-  means  of  flat  forceps.  Respiration  and 
pulse  slo\yly  returned,  and  in  3 or  4 minutes  fully  estal)lished. 
Operation  proceeded  with  and  completed. 

ti. — Male,  aged  4.  Amputation  of  arm.  Small  amount  of  chloroform 
used.  Boy  was  weak  and  faint  on  admission,  was  given  stimu- 
lants and  opiate.  Remained  under  influence  of  chloroform  for 
considerable  time,  10  minutes  after  ai>parent  recovery  becauu! 
restless,  jerking'  arms  about,  symptoms  were  put  down  to  con- 
gestion of  the  brain  from  chloroform.  I'ulse  slow,  full  bounding  . 
Action  of  heart  and  lungs  normal.  Convulsions.  Final 
recovery.  The  recovery  from  chloroform  is  stated  to  have  been 
perfect  before  the  onset  of  these  symi)toms. 

10.  — Female,  aged  25.  Kemoval  of  “fungus  haematodes  ” from  arm. 

Towards  close  of  operation  face  became  livid,  breathing 
stertorous.  In  J minute,  jiatient  was  aiiparently  at  point  of 
death.  Ammonia  and  brandy  given,  ])atient  slowly  re 
covered. 

11.  —Male.  Forelephantiaslsscroti.  Small  quantity  chloroform  u.sed. 

I'ulse  failed  first.  As  he  was  “ coming  under  ” the  chloroform, 
pulse  suddeidy  failed,  neither  lividity  of  face  nor  failure  of 
respiration  occurred  at  first.  “ Usual  restoratives.”  Apparently 
healthy  man. 

1-2. — — , aged  4.  Removal  of  encysted  tumour  from  eyelid. 
Chloroform  on  sponge  and  compress  (4  grm.).  Fulse  and 
respiration  together.  Fulse  became  small  almost  immediately  ; 
inspiration  laboured,  face  livid,  respiration  gradually  ceasing  ; 
pulse  totally  ceased  in  3 minutes.  Artificial  respiration  ; 
ammonia  to  nostrils ; faradic  current  to  phrenic  nerve,  and 
7th  intercostal  space,  compression  of  abdomen  also  being  em- 
ployed. Operation  proceeded  with  and  patient  did  very  well. 
Recovered  ultimately, 

13.  — Female.  Amputation  of  breast.  Pulse  andrespiratlon  together. 

Respiration  reduced  to  5 or  6 per  minute,  radial  pulse  scarcely 
perceptible  ; these  symptoms  attributable  to  want  of  care  on 
))art  of  administrator,  who  wanted  to  witness  operation. 
Restored  by  giving  brandy. 

14.  — Male,  aged  18.  Removal  of  strumous  cervical  glands.  Snow’s 

Inh.aler  used.  Pulse  and  respiration  together.  Struggling  ; 
heart’s  action  and  breathing  ceased.  Severe  flagellation  on 
every  part  of  body  for  10  minutes  ; mouth  opened,  tongue 
drawn  forward.  The  patient  was  strumous. 

1,5. — Female.  Removal  of  poly))ns  of  uterus.  Shortly  after  the 

administration  of  the  chloroform,  and  before  complete  anaes- 
thesia was  induced,  her  pulse  began  to  falter,  her  breathing  was 
embarrassed,  and  her  countenance  livid.  Ether  was  substi- 
tuted for  chloroform  with  the  best  results.  Patient  was  very 
anaemic,  and  feeble  from  loss  of  blood.  She  had  a damaged 
heart,  and  profuse  sanious  discharge  from  vagina. 

IG. — Female.  Removal  of  seirrhus  breast.  Immediately  the  tumour 
was  removed  pulse  and  respiration  were  noticed  to  have  ceased. 
Artificial  respiration  at  first  tried  with  no  effect,  and  then  the 
rotatory  electrical  apparatus  was  administered,  one  pole  at  nape 
of  neck,  and  the  other  at  epigastrium.  Gradually  respiration 
returned,  and  operation  was  completed,  the  patient  being  still 
under  chloroform. 

17.  — Male,  aged  64.  For  ligature  of  pUe.  1|-  oz.  of  chloroform. 

Pulse  and  respii'ation  failed  together.  Operation  begun,  but 
as  patient  flinched  more  chloroform  given.  Respiration  ceased, 
and  no  pulse  could  bo  felt  at  wrist.  Measures  adopted  for 
resuscitation  were  placing  on  back ; pulling  forward  tongue ; 
artificial  respiration  (Silvester’s  method);  cold  douche  ; ammonia. 
These  failing  galvanic  battery  applied — one  ))ole  to  cardiac 
region ; other  to  nape  of  neck — for  2 minutes.  Beat  felt  at 
wrist  ; breathed  again,  soon  respiration  and  appearance 
imtural.  On  examination  after  recovery,  no  disease  of  heart 
and  lungs  could  be  detected.  Slight  arcus  senilis.  “The  action 
of  the  heart  recovered  by  stimulus  other  than  respiration.” 

18.  — Male,  aged  72.  Reduction  of  ilislocation  of  right  humerus  into 

axilla.  80  min.  of  chloroform  on  lint.  Pulse  and  respiration 
failed  together.  After  fourth  inspiration,  respiration  ceased, 
pulse  stopped,  eyes  became  glazed,  pupils  dilated  and  insen- 
sible to  light,  iris  could  be  altered  in  shape  by  pressure  on 
eye-ball,  there  was  also  dropping  of  jaw.  It  was  evident  that 
anaesthetic  vapour  had  produced  temporary  arrest  in  circu- 
lation through  pulmonary  capillaries,  and  the  mixed  air  had 
failed  to  stimulate  the  filaments  of  the  pneumo-gastric. 
Chloroform  at  once  suspended;  and  resuscitation  commenced, 
as  follows : Left  baud  laid  firmly  across  chest.  Right 
band  crossed  over  left,  and  forcible  pressure  made ; hands 
then  suddenly  removed,  and  chest  allowed  to  expand  by  its 
own  elasticity.  These  movements  repeated  three  times  in 
J minute  with  no  effect.  Liquor  ammonise  fortioris  on  sponge 
held  close  to  nostrils  during  each  interval  of  compression  so 
tluit  the  ammoniacal  vapour  was  inspired  during  each  expan- 
sive movement  of  the  chest.  After  6 artificial  respirations, 
patient  gave  a gasp,  and  after  12,  a second  and  third  gasp.  In 
V minutes  more  pulse  felt  at  wrist,  and  in  35  minutes  (u)mpletc 
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restontion.  Shoulder  dislocation  reduced  while  in  letlnirgic 
shigc.  Was  of  healthy  constitntion. 

19.  — Male,  aged  12.  Ainpnhition  of  right  forefinger.  3 dr.  Oi 

chlond'orm.  Resph  ation  failed  first.  Directly  atnesfhet ic  had 
heeti  given,  patient  sttd<lcidy  ceased  breathing,  face  and  tijipcr 
e.xtnanilics  becoming  livid ; pupils  dilated,  eyes  glazed,  con- 
junctivte  suffused,  and  ]mlse  at  wrists  atnl  carotids  absent. 
Same  treatment  as  in  above  case  adopted  : after  1 0 minutes 
became  consciou.s,  and  in  20  minutes  breathing  and  circulation 
became  quite  normal.  Healthy.  C:iuse  of  untoward  synii)toms 
“ no  doubt  first  noti-oxygemited  blood  passing  through  lungs, 
and  then  tem|iorary  arre.st  in  pulmonic  eaitillary  circtilation.” 

20.  — Male,  aged  8.  Removal  of  large  fibrous  tumour  fro  n back  of  left 

thigh.  About  1 dr.  of  chloroform  used.  For  anafsthis;ttion, 
patient  was  )ilaced  upon  face,  owing  to  situation  of  tumour. 
When  o))eration  was  completed,  he  became  iiallid  and  cyanoseil 
with  cessation  of  res])iration  and  pulse  and  heart’s  action. 
Same  treatment  as  in  two  preeeditig  cases  resorted  to,  and  in  15 
minutes  pulse  and  respiration  returned.  In  atiother  5 minutes 
there  was  a rehiitse.  Cold  affusion  and  gah  aidsm  employed 
with  no  effect ; aminotda  then  applied  to  nostrils,  ;ind  chest 
compressed  8 times  in  minute  ; after  12  minutes  p;itieid  bi^gan 
to  breathe  naturally  ami  to  recover  conseioitsness.  For  several 
days  very  ill  with  wanderitig  delirium.  n:iitse;i,  and  vomititig, 
but  ultimately  made  good  recovery.  Delicate,  but  presenting 
no  evidence  of  iutorniil  di.setise.  In  this  case,  probtibly,  too 
little  atmospheric  airmixed  with  chloroform,  and  from  position 
of  patient,  jugularveins  may  have  been  :iccidentidly  compressed; 
hence,  independently  of  quantity  of  v:ipour  inspired,  there  was 
probable  disturbance  in  cerebral  circulation  and  temporary 
efftision  (serous). 

21.  — Pulse  said  to  have  failed  first.  Patient’s  h.ands  cold  and  wet, 

features  pinched,  muscles  of  face  relaxed,  lids  half-open,  and 
corueae  turned  upwards.  Tongue  withdrawn  and  patient  placed 
at  inclined  plane  of  4U  deg. ; this  restored  pulse  and  breathing 
in  15  seconds.  On  restoring  ptitient  to  horizontal  position,  bad 
sj-mptoms  returned,  but  change  in  position  followed  by  relief. 

22.  — Male,  aged  30.  Removal  of  tumour  from  front  of  leg.  Fulse 

and  respiration  failed  together.  Sudden  lividity,  chtinging  to 
deepening  purple  ; respiration  and  pulse  ceasing.  Artificial 
respiration  (Silvester’s  method)  and  fliiqiing  with  wet  towel 
gradually  restored  anim;itii>n. 

23.  — Removal  of  small  tumour — incision  of  carhuucle.  Sudden  faint- 

ing, with  pallor  of  face,  open  eyes,  and  very  dilated  impils. 
Artificial  respiration  restored  animation. 

2J  -25. — No  particulars  given. 

2G-32. — Pulse  and  respiration  failed  together.  Immediate  action  of 
faradisation  current  successful. 

33  34. — Indications  of  imminent  danger.  Promptly  turning  over  in 
semi-prone  position,  pulling  out  tongue,  and  dashing  cold  water 
on  chest  and  face  were  the  measures  adoi>ted  for  resuscitation. 
35. — Male,  aged  19.  Re-amputation  of  leg  above  knee.  Skinner’s 
inhaler  used.  Resitiration  failed  first.  Frofuse  vomiting  set 
in  when  chloroform  tvas  beginning  to  take  effect.  After  re- 
apidication,  and  in  middle  of  ntnimtation,  patient  stopiied 
breathing.  Placing  in  semi-prone  position  ; tongue  pulled  out 
with  artery-forceps  ; artificial  respiration  (Silvester’s  method) 
commenced  ; windows  thrown  open  ; cold  ;iffusions.  As 
patient  remained  pulseless  and  livid  for  10  minutes,  laittery 
applied  to  neck  and  diaidirag'm  continuously.  This  not  succeed- 
ing, pole  at  neck  alternately  applied  and  withdrawn  ; g;isi)ing 
occurred,  which  changed  to  normal  breathing.  Returned  to 
life  in  20  minutes  from  first  cessation  of  respiration. 

3G. — FemtUe,  aged  50.  Removal  of  breast  for  cancer.  Pulse  and 
respiration  were  believed  to  have  failed  simultaneously.  While 
securing  arteries,  circulation  suddeidy  stopped.  No  juilse,  nc 
resinration  ; no  colour,  Imt  ghastly  white.  Laying-  on  floor, 
head  lower  than  body.  Lips  became  red  ; in  time,  resi>iration 
returned.  Recovery.  No  artificial  respiration,  and  tongue  not 
drawn  out. 

37.  — Female,  yoting  adult.  Amputation  of  leg.  When  dressing  leg, 

breathing  suddeidy  ceased.  Breathless,  pulseless,  and  pallid. 
Pillow  and  block,  on  which  patient’s  head  was  raised  for 
operation,  struck  away;  head  fell  with  noise  on  table.  Li|)s 
reddened,  face  blushed,  patient  breathed  and  recovered. 

38.  — Female,  young  adult.  Extraction  of  tiMitli.  Pallor  followi  d with 

usual  signs  of  death.  Was  laid  down,  head  lowered  ; lips 
presently  showed  signs  of  life,  was  saved. 

39.  — Male,  aged  56.  Amputation  of  thigh.  Circulation  ceased  whilst 

wound  was  being  dressed.  Head  hung  down  over  table,  ami 
patient  soon  recovered.  Delicate,  and  worn  by  long  sullering. 

40.  — Infant.  Removal  of  mevits.  Became  alarmingly  pale  ami  a)>pa- 

rantly  died.  Artificial  respiration  and  drawing  out  longin' 
tried,  but  much  time  lost.  Child  hung  almost  njiside  down,  till 
lips  grew  red  .and  recover)'  certain.' 

41.  — Reduction  of  compound  fracture  of  fore-arm.  Respiration  hiiled 

lirst.  Arrest  of  respiration  took  place.  Twisting  the  :irm, 
which  instantly  caused  an  ellort  of  ins])iratiou  to  be  made. 

42.  — Male,  aged  00.  Lithotomy.  Respindion  failed  first.  At  begin- 

ning of  operation,  imtient’s  respiration  ceased,  but  jiulse  was 


f This  and  the  four  previous  cases  were  relateil  to  show  the  'Up.riority  of 
inver.«ion  over  artificial  respiration  (Brit.  Med.  .lour..  |ip.  03,  Oi). 


i6o  The  Lancet  and  the  Hyderabad  Commissions  on  Chloroform. 


still  yoinj;.  I’atieiit  turned  on  Ids  lace  and artilicial  resiiiratiun 
(IMarsluilI  Hall’s  method  practised).  Natural  respiration  not 
restored  till  tongue  seized  and  drawn  forwards  by  artery 
forceps.  On  turning  patient,  and  allowing  body  to  fall  for- 
ward, a distinct  expiration  was  audible,  and  though  not 
thoroughly  roused  till  tongue  was  seized,  this  would  have  been 
unavailing  bad  not  the  artilicial  respiration  allowed  the  effects 
of  chloroform  to  pass  off. 

43.  — Male,  aged  10.  Kemoval  of  cyst  in  right  scapular  region.  Pulse 

and  respiration  failed  togcthei'.  While  operation  going  on, 
patient  ceased  to  breathe  and  pulse  could  not  be  felt,  ('old 
affusion  failed  to  produce  res])iration,  and  patient  was  slightly 
livid,  when  he  passed  ott  into  pallor.  Window  opened,  and  1 
or  2 artiticial  elevations  of  ribs  proiluced,  without  any  improve- 
ment. Larynx  felt  to  be  open.  Poles  of  electro-magnetic 
battery  aiiplied  to  sides  of  neck,  producing  slight  spasmodic 
movement  of  muscles  of  neck  and  upper  part  of  chest.  This 
was  repeated,  and  slight  respii'ation  and  heart’s  movements 
took  pliice.  Batti'ry  made  use  of  as  stimulant  and  genei-al 
irritant.  Warm  fomeutatious  applied  to  chest,  and  pulse 
became  better ; respiration  became  deeper,  and  child  began  to 
cry,  w'hen  hurt,  in  f hour. 

44.  — Female,  aged  42.  Kemoval  of  axillary  glands.  Pulse  .and  res- 

])iration  failed  together.  Kespirtitory  movements  ceased  with- 
out previmis  stertor  or  other  warning  ; face  assumed  death-like 
))allor  with  slight  lividity,  eyes  staring  and  pupils  wididy 
dilated,  and  pulse  immediately  became  imperceptible.  This 
and  the  preceding-  are  classed  under  “ asphyxia  ” by  the 
narrators.  Tongue  at  once  drawn  out,  which  did  not  restore 
respiration.  Poles  of  electro-magnetic  battery  applied  to  root 
of  neck  over  phrenic  nerve  (cold  affusions  and  compression 
failing  meantime  to  restore  resi)iratiouh  At  last,  short  gasp, 
then  others  deeper  and  regular  ; pulse  became  perceptible, 
colour  returned  to  face,  and  pupils  contracted. 

45.  — Male.  For  stone.  Pulse  failed  first.  Pulseless,  deadly  pale, 

and  breathing  stopped.  Pulse  ceased  beating  some  time  after 
chloroform  discontinued.  Galvanic  battery.  Both  pulse  and 
breathing  returned. 

4G. — Male  (elderly).  Pulse  failed  first.  Pulse  stopped  suddenly  and 
jiatient  seemed  dead.  Galvanic  apparatus.  Deep  and  rapid 
inspiration  followed  by  strong  noisy  respiration.  Patient  then 
started  into  sitting  posture.  Circulation  restored.  Recovery. 
47. — Female  (elderly).  Opening  trachea  for  disease  of  larynx  hour). 
Pulse  failed  first.  Pulse  suddenly  stopped.  Galvanism,  circu- 
lation and  respiration  restored. 

4 8. — Boy.  Pulse  failed  first.  Pulse  became  imperceptible  but  did 
not  sto))  entirely.  Galvanism.  Instant  recovery. 

49.  — Girl.  Amputation  of  leg.  Pulse  failed  first,  stopping  suddenly 

Galvanism.  Instant  restoration.  Patient  was  given  ^ tumber- 
ful  of  brandy  ne.xt  day  and  leg  taken  off  without  her  being- 
aware  of  it, 

50.  — Boy.  Pulse  failed  first.  Cessation  of  pulse  first  symptom  of 

alarm.  Artificial  restoration  and  brandy  enemata  restored 
animation  in  about  5 minutes. 

61.  — Female  (elderly).  Removal  of  breast  for  cancer.  Pulse  and 

respiration  failed  together.  Suddenly  ceased  to  breathe  and 
became  quite  pulseless,  ftleasures  for  resuscitation.  Battery. 
Patient  gasped  and  breathed  again.  Her  state  one  of  almost 
excessive  and  fatal  faintness  ; use  of  battery  very  marked ; 

0) )cration  hastily  completed  ; patient  did  well.  Very  courageous 
and  energetic.  Died  suddenly  3 or  4 years  later,  as  supposed, 
from  cancer  of  lung. 

62.  — Female,  aged  40.  For  mammary  tumour.  Suddenly  became 

faint  and  collapsed  and  appeared  dying.  Was  quickly  revived. 
AVas  so  weak  that  oiieration  was  postponed  to  another  day  and 
done  without  chloroform.  About  3 months  later,  when  patient 
had  become  very  florid  and  stout,  she  died  suddenly  of  a]>o- 
plexy.  Had  cancerous  growths  in  cerebrum,  cerebellum,  liver, 
and  lungs. 

53.  — Male,  aged  74.  Keductiou  of  large  strangulated  scrotal  hernia. 

Pulse  failed  first.  Pulse  ceased,  and  all  res])iratory  movements 
ceased  at  same  time.  Fell  into  a state  of  death-like  syncope. 
Battery  applied  to  epigastrium  and  hack  of  neck,  and  patient 
struggled  into  life  and  started  to  sit  up.  Operation  performed 
without  ehloroform.  Died  3 days  later  of  sloughing  of  the 
scrotum  and  integuments  around. 

54.  — Male,  aged  lU.  Extraction  of  small  bullet  from  ear.  Became 

quickly  insensible  ; 0])eration  commenced,  but  had  to  be 
stopped  as  patient  was  restless  and  vomited.  Re.spiration  then 
stopped  ami  he  hecame  blue  and  moribund.  Turning  over  ; 
tearing  open  clothes  and  smacking  with  wet  towel  ; drip))ing 
with  cold  water  over  chest.  At  length  gave  a gasp,  then 
another;  began  to  breathe  aud  gradually  came  to  life.  Food 
had  been  given  to  patient  shortly  before  operation. 

65.  — Female  (young).  Excision  of  knee.  Aiqtareiit  ileath  occurred  ; 

1) ullor,  absence  of  pulse.  Artificial  respiration  for  10  minutes 
before  animatiou  restored.  Irritation  of  surface  tind  brandy 
enemata  also  employed. 

66.  — Apparent  death  occurred  ; pallor;  absence  of  pulse. 

57. — .M:ile,  aged  35.  Removal  of  two  internal  htemorrhoidal  tumours. 
Chloroform  given  on  lint.  Pulse  and  residration  failed  together. 
After  operation  patient  talked  aud  laughed.  This  c.e:ised  and 
suddenly  pulse  ami  breatliing  stopped.  Slajtpiug  face  and  chest ; 


a slight  movement  seemed  to  follow,  bat  deathly  pallor  in- 
creased. Silvester's  method  practised  without  success,  till  a 
finger  thrust  down  throat  on  top  of  glottis.  Then  patient 
slightly  quivered,  and  by  persistence  in  artificial  rospiratiou 
with  redoubled  efforts,  he  recovered.  Patient  was  quite 
blanched  from  bleeding  through  rectum,  caused  by  the  two 
internal  hicmorrhoidal  tumours. 

58.  — Alale,  aged  20.  On  haemorrhoids  (5  minutes).  Pulse  and  respi- 

ration probably  failed  together.  Operation  finished,  when  at 
once  re-pii  ation  ceased,  features  becoming  lividly  blue,  eyeballs 
turning  upw.-u  ds ; p;itiont  seemed  moribund.  Shirt  ripped 
open  all  down.  The  snrgeons  and  assistants  took  part  in  the 
measures  ;idopted  as  follows : Two  at  patient's  arms  for 
Silvester’s  method  of  artificial  respiration  (relieving  gnardf  ; 
one  at  feet  (counter-resist:inc(^l  : one  to  admit  fresh  air  ; one 
to  turn  face  on  left  side,  hokl  tongue  forward,  wij)e  mouth  : 
one  to  spank  face  and  cliest  with  cold  wet  towel.  Recovered 
perfectly  in  7 minutes.  ll;id  taken  chloroform  in  New  York 
infirmary  in  1870.  Of  fine  fnime,  with  no  cardiac  lesion.  All 
being  able  to  bill  to  work  readily  for  resuscitation  conduced  to 
success.  “ Inclined  to  prefer  G reliable  assistants  to  any  num- 
ber of  galvanic  m;ichines.” 

59.  — Female,  aged  27.  For  chronic  disease  of  hip-joint  ; exploration  ; 

4 minutes.  Pulse  failed  first.  Patient  showed  no  signs  of 
returning  consciousness,  so  tvindow  was  opene<l  and  face  and 
chest  flapped  with  wet  towel.  But  pulse  bictimo  more  ir- 
regular .and  sank  tilarmingly.  Inversion  (Nelaton’s  method) 
re))eatcd  4 times,  between  which  patient  made  an  apparent 
recovery  each  time  ; the  last  was  successful.  Injection  of 
brandy,  egg,  and  beef  tea  ; sprinkling  of  face  with  water  re- 
frigerated with  iee  ; and  artificial  respiration  also  made  use  of. 
After  2nd  inversion  patient  recovered  consciousness  and  power 
of  speech  for  a while.  No  pallor  till  after  2nd  inversion.  Did 
not  get  over  symptoms  of  chlorofoim  pcisoiiing  for  3 days. 
Weak,  anaemic,  and  hysterical.  Chronic  and  catalcptiform 
c,ase  of  chloroform  poisoning.  This  case,  together  with 
Nos.  GO  and  61,  c.an  luirdly  be  :ittributed  to  continuous 
chloroform  poisoning,  it  being  iloiibtful  whether  chlo)-o- 
form  remains  even  an  hour  in  body  )ificr  it  has  beo) 
given ; moreover,  same  symptoms  occurred  in  case  iindei- 
nitrous  oxide.  More  probable  that  there  is  formed  in  body  :))) 
organic  compound  which,  like  amyl  aud  sulphur  compounds, 
produces  cataleptic  condition.  If  this  be  so,  a volatile  narcotic 
would  give  a start  to  action  of  narcotic  alre;uly  in  body,  which 
would  be  sustained  after  producing  agent  was  eliminated  from 
body. 

GO.— Female  (young-  adult).  Remained  unconscious  for  3 d;iys,  but  re 
covered  without  ill  effects. 

Cl. — Femalefyoung  adult).  In  a few  minutes  b))rstinto  fit  of  laughter, 
then  became  unconscious.  A’arious  rneasui-es  used  to  restore 
patient,  it  being  supposed  she  was  still  under  influence  of  chloro- 
form. After  36  hours  a medical  man  was  sent  for.  He  found 
patient  profoundly  Insensible  aud  breathing  feebly.  Valeri;in 
was  given,  and  in  a few  hours  unconsciousness  ))assed  away. 

62. — Female.  R;idical  cure  of  ve.sico-vaginal  fistula.  Pulse  and 
respiration  failed  simultaneously.  The  oi)cration  was  almost 
completed  when  pulse  and  respiration  ceased.  Imme- 
diately at  Nelaton’s  order  the  body  was  inverted,  the  head 
Ininging  down  while  the  heels  were  raised  in  the  air.  The 
jaws  were  hold  open  and  tongue  drawn  out,  and  arti- 
flci;il  respiration  performed.  It  was  15  or  20  minutes  before 
signs  of  returning  life,  were  seen.  AV’lien  the  ptilse  and  respira- 
tion u ere  fully  estahlisiied  the  patient  was  restored  to  the  hori- 
zontal position,  when  she  fainted  again.  The  sjime  measures 
were  ;uloi)ted  with  success;  but  she  fainted  ;igain  when  placed 
horizontally. 

C3. — Child.  Ap])arcntly  dead.  Inversion  aud  suspension  by  feet, 
and  forced  movements  of  chest  (Nelaton’s  method). 

64. — Female,  aged  18.  E.xtraction  of  tooth.  Chloroform  given  in 
cone-sl):iped  napkin,  Pulse  and  resi)iration  failed  togethei'. 
When  tooth  had  been  extracted  did  notretui-))  to  consciousness. 
Pulse  small  and  feeble,  and  together  with  resi)iratiou  soon 
failed.  Was  laid  on  bed.  -Muscular  system  relaxed,  lii)s,  f;ice, 
anil  hands  livid,  breathing  and  ))ulse  having  ceased.  Inversion 
by  Nelaton's  method  together  with  artificial  respiration.  Was 
laid  on  bod  again,  but  brciUhing  and  pulse  failed.  AVas  re- 
moved, and  artificial  respiriition  again  resorted  to.  When  laid 
down  :igain,  s])asmodic  twitches  of  muscles  followed,  with 
inclination  for  deep  slee]),  so  spine  was  stimulated  aud 
feet  put  into  almost  .scalding  water,  which  roused  ])atient 
thoi’o  uglily. 

66. — Alale,  aged  9.  To  facilitate  suture  of  wound  of  hand.  No 
evidence  of  breathing  and  no  pulse  at  temple  or  wrist.  Head 
placed  on  floor  and  legs  held  perpendicularly  ; window  opened, 
cold  water  diushed  on  face,  and  artificial  respiration.  Feelde 
respiratoi-y  effort  ensued,  followed  by  vomiting.  Jlouth  became 
closed  through  tongue  slipiiing  from  hand  of  operator,  .laws 
relaxed,  though  another  attem])t  at  vomiting ; tongue  held  firm 
till  breathing  was  established,  and  pulse  perceptible.  Kept 
inverted  for  another  !>  minutes.  Patient  laid  down,  reclining 
at  acute  angle,  went  to  sleep,  and  recovered.  Recorded  to  show 
the  advantage  of  NilatoiA  method  over  artificial  respiration  in 
horizontal  position. 
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57. — Male.  I’lilse  anil  rcsjiiration  failed  lii  r.  Became  suddenly 
faint;  blue  lips;  Idond  tiiniin;,'- iilack  ; brcatliiii;,'  very  imper- 
fect. Nitrile  Ilf  amyltX  drops)  caused  l•ctnrll  of  r-cspiration 
and  pulse  witli  vomitiUK'.  I’atient  Iroy,  pale,  fat,  blue  lips  and 
elieeks. 

6S. — li'eniale.  Pulse  and  respiration  failed  tos;etber.  Became  blue 
ill  face  and  stertorous  (tonune  fallino-  liaek).  Lint  tvitb  in 
drops  of  nitrite  of  amj'l  was  placed  over  nose  and  nioutli.  In 
a few  seconds  blueness  and  stertor  "live  way  to  "ood  colour, 
reyular  brealliiiiy,  sickne.s.s,  and  voinitiii".  Patient  middle- 
B"ed. 

fill. — Male.  a"ed  0.  Staphyloma  of  left  eye,  3 niinnte.s.  Cliloroform  on 
tlaimel  on  wire  frame.  Pulse  and  respiration  failed  toyetlier. 
Aiuestliesia  obtained  with  some  difticiilly.  ( liieration  performed 
successfully;  when  patient  became  suddenly  deathly  pale  with 
corpse-like  appearance  and  colourless  lips  ; the  heart  had 
ceased  beating';  both  pulse  and  rcspir.ii ion  had  stoiiped.  .laws 
forced  open  and  tongue  drawn  nut.  Patient  held  up  by  feet, 
entirely  upside  down,  suiiiiorted  b.v  o]ierating-  chair.  Artificial 
respiration  then  commenced.  .Vfter  J minute  of  this  siisper.- 
Sion  by  feet,  and  strong  pressure  on  the  thorax  repealed  !(■ 
times,  colour  returned  to  face,  and  some  glairy  viscid  matter 
was  vomited.  .Vrtilicial  resjiiration  continued  for  a minute, 
and  the  child  then  placed  on  the  chair  in  a horizontal  position, 
face  inclined  sideways,  and  a little  lower  than  the  rest  of  the 
body;  windows  o|)ened  wide,  and  iiatient’s  face  and  chest 
vigorously  struck  with  hand  and  lliiiped  with  wetted  linen 
cloth.  Face  remained  pale;  bnt,  under  this  striking  and 
tlipiiiiig  of  the  skin,  iiiilse  roappe.ared,  thready  at  first,  then 
became  stronger.  The  respiration  became  regular,  with  frothy 
vomiting  now  and  then  in  jerks.  When  the  child  was  taken 
out  into  the  air  he  fell  into  the  slumber  that  usually  follows 
aniesthetisation,  but  respiration  and  circulation  were  normal. 
After  dressing-,  placed  on  a bed  near  window  ; was  in  state  of 
stupor  several  hoiir.s,  inten-upted  by  attacks  of  vomiting, 
wbich  were  frequent  in  the  evening  10  hours  after  operation, 
Passed  a good  night  and  recovered.  Patient  quite  blind,  just 
a small  perception  of  light  left.  ‘'The  chloroform  employed  had 
already  been  partly  used  some  days  before  ; Ibere  « as. nothing 
in  its  odour  that  could  suggest  the  fear  of  a fatal  result. 

70. — Female,  aged  7.  Division  of  internal  recti  for  strabismus. 
1 dr.  of  chloroform  given.  Pulse  failed  iirst.  Pallor,  eessa 
tion  of  heart-beat,  dilatation  ofimpils,  failure  of  respiration  and 
liallor  e.xchanged  for  deep  lividity.  Patient  turned  on  left 
side,  pressure  aiiplied  beneath  heart,  chin  drawn  away  from 
sternum,  and  jaws  separated  by  finger.  No  signs  of  recovery, 
so  tongue  drawn  out  by  artery-forceps.  Res]iiration  was 
soon  re-established,  the  faintness  passing  away  with  an  attack 
of  vomiting  and  on  face  being  sponged  with  cold  water.  The 
parents  of  iiatient  were  strictly  enjoined  to  give  her  no  food 
after  a certain  time  before  operation  ; hut  this  order  was  not 
carried  out, 

7 I . — Female.  Dil.atation  of  intolerant  fissure  of  anus.  Small  quantity 
of  chloroform  only.  Patient  soon  came  under  with  prior 
excitement,  and  after  the  operation  had  been  iierformed,  re- 
mained deeply  under,  the  thorax  being  quite  immovable  and 
luilse  very  feeble.  The  various  clforts  at  restoration  had  to  be 
continued  j hour  before  respiration  was  completely  re-estab- 
lished. A'ery  nervous  temperament.  Pregnant  2 month.s. 

72.  — Female,  aged  40.  Dilatation  of  anus.  Small  quantity  of 

( hloroform  only.  After  4 or  five  inspirations  she  fell  into  a 
st-jte  of  resolution  without  prior  excitement.  The  patient 
came  to  almost  immediately  after  the  operation,  which  took 
only  a moment.  Keporlcr  says  that  had  the  chloroform  been 
continued  "disastrous  results  might  have  ensued.”  Patient 
was  nervous. 

73.  — Female,  aged  7.  For  strabismn.s.  .\fler  the  operation  was 

finished  patient  suddenly  ceased  breathing,  and  there  was  no 
radial  or  carotid  pulse.  Holding-  up  by  ankles  and  artificial 
res)iiialioii  made  while  in  that  ixisition.  Breathing  was  re- 
stored, but  ceased  on  l.iying  her  down  ; was  raised  again,  ami 
breathing  restored  ; laid  down  again,  and  breathing  failed  for 
longer  time  than  before.  The  same  means  at  last  restored 
her  ; vomiting  followed  at  once  and  consciousness  returned. 

74.  — For  anal  fissure,  f-imall  quantity  of  chloroform.  Pulse  ami 

rcs])iration  probably  failed  simultaneously.  Anaesthesia 
quickly  induced.  No  e.xc.itement.  Patient  relapsed  into  a 
state  of  profound  coma,  re.spiration  ceasing  and  pulse 
becoming  very  feeble.  This  slow  form  of  death  from  chloro- 
form has  been  called  b.v  -M.  Perrin  the  "adynamic”  in  contra- 
distinction to  the  mori'  sudden  form  called  the  convulsive. 
I’esuscitation  very  dilficult.  (ircat  excitation  of  the  nervous 
system  follows  these  so-called  intolerant  fissures  of  the  anus, 
which  is  liable  to  intlucnce  the  susceptibility  of  the  iiaticnt  to 
the  influence  of  chloroform. 

76 — For  anal  fissure.  Symiitoms  very  alarming.  Chloroform  dis- 
carded and  instant  dilatation  resorted  to. 

76 — Male,  aged  CO.  Kemoval  of  large  epithelioma  by  means  of 
galvanic,  ecraseur.  Clover’s  inhaler  used.  l{es])iration  tailed 
first.  Pause,  in  breathing.  (hloroform  tube  removed,  but 
inbalation  continued  by  nose-ca]),  as  respiration  good  and 
stage  of  operation  important.  J£es]iiratioii  began  ag;iin,  but 
feeble,  so  chloroform  discontinued.  Pressing  upon  chest 


and  abdoiiieii  : drawing  forward  tongue  (ligatured):  artiticial 
respiration  (Silvester's  method).  These  means  failing,  laryii- 
gotoiiiy  performed,  (('hen  lar.ingeal  tube  iiiscrteil  Silvester's 
method  successful.  To  complete  operation  more  chloroform 
given  ; laryngeal  tube  acting  well.  Operation  completcil, 
Iiatient  making  good  recovery. 

77.  — Female.  Dental  operation.  .Patient  almost  lost  her  life.  On 

recovering  consciousness  it  <vas  found  that  tongue  had  almo't 
been  divided  in  two  by  the  teeth. 

78.  — Fe.male,  aged  40.  liemoval  of  fatty'  tumour  in  left  lumbar 

region.  2 dr.  chloroform  only  used.  When  just  about  to  )ia.ss 
into  third  stage  made  an  abortive  etfort  to  vomit  and  raised 
head  from  |)illow;  )iiilse  flickered  and  stopiicd  : patient 
gave  gasi)  ; foam  gathered  on  lijis  ; jaw  became  rigid  ; was 
apparently  dead.  Dashing  cold  water  on  face;  iiiilling  toiiguo 
forward  ; artiticial  respiration  (.Marshall  Hall’s  method),  with- 
out success.  Nitrite  of  amyl  on  lint  held  to  nostrils; 
pulse  and  respiration  restored.  Ana“sthe.sia  still  being 
lircseiit,  o|)eration  performed.  There  was,  by  inference, 
syncope  from  paralysis  of  heart,  and  this  was  met  by  nitrile  of 
amy  l,  which  gave  a tilli|i  to  the  an'osted  circulation. 

79-80. — [1876].  Pulse  failed  first  in  each  case.  'i'he  symiitoms 

noted  were  sudden  failure  of  pulse,  lividity  of  countenance, 
feeble  respiration,  and  the  nie.asnres  adopted  for  resuscitation 
were  : Discontinuance  of  ansesihetic  ; pulling  forward  longue  ; 
artificial  respiration  : free  current  of  air. 

Si. — Female,  aged  7.  Knucleation  of  eye-ball  for  sarcoma  of  choroid. 
Speculum  introduced;  globe  of  eye  burst;  prolapse  of  vitreous; 
globe  enucleated,  followed  by  free  bleedin.g.  Patient  becanu“ 
faint  and  suddenly  collap.sed.  Immediately  inverted  by  raising- 
legs  and  suspemling'  with  head  downwards  ; tongue  drawn 
forward;  deep  inspiration  followed,  and  natural  breathing,  and 
healthy  colour  restored.  Delicate  feeble  child. 

82. — Male,  aged  36.  For  catheterism  for  rupture.  Bespiration 
probably  failed  first.  The  patient  suddenly  ceased  breathing, 
and  appeared  moribund.  Artificial  respiration  (Silvester's 
method);  drawing  tongue  .and  larynx  well  forward.  Tracheo- 
tomy performed,  and  artificial  respiration  re-commenced  ; 
much  blood  sucked  into  trachea  and  coughed  up.  (’olonr  of 
face  became  normal,  and  .spasm  of  the  glottis  disaiipeared. 
Recovery,  but  operation  abandoned  for  the  time.  Operation 
performed  under  ether  on  another  occasion.  (See  Ether 
Untoward  Cases,  Series  11,  No.  13.)  With  ether,  the  dangerous 
s]iasm  came  on  before  anaesthesia  was  very  jirofoiind  ; w ith 
chloroi'oriii,  spasm  came  on  at  later  stage,  and  was  accom- 
panied by  paralysis  of  res]iiratory  muscles  as  if  nervous  cenire.s 
more  deeply  atl'ectcd. 

S3. — Female,  aged  22.  Labour  (to  relax  uterus  in  aid  of  version). 
Pulse  ami  resiiiralion  probably  failed  simultaneously.  The 
symptoms  given  are;  Ceased  breathing  and  became  )nilse- 
less.  With  dilfic.ulty  resuscitated  and  slightest  inspiration  of 
chloroform  reproduced  alarming  symptoms.  Strong,  healthy, 
free  from  heart  or  lung  alTection. 

84-85. — Female,  aged  30.  (1)  For  labour.  Respiration  probably 

failed  fii'st;  after  6 dee]i  inspirations,  ceased  bre;ithiiig.  Restored 
by  JIarshall  Hall’s  method.  (2)  For  labour.  Chloroform 
given  on  handkerchief  (small  dose).  Respiration  probably 
failed  first.  Breathing  ceased.  Restored  hy  Marshall  Hall’s 
method.  The.se  two  cases  and  No.  83  are  recorded  to  show 
that  patients  in  labour  do  not  enjoy  an  absolute  immunity 
from  the  pernicious  elfects  of  chloroform.  I’atients  free  from 
cardiac  or  pulmonary  complications. 

86.  — Female.  Marion  Sims’  (.peration  30  minutes).  3j  drs.  given  in 

Junker's  modification  inhaler.  Resjiiration  failed  first.  Semi- 
amesthetic  state  produced  in  2 minutes,  llesiiiration  slow  and 
shallow  from  the  first.  Pulse  fair,  licef-tea  and  hrandy 
administered  with  view  of  meeting  the  .syncope  which  was 
expected.  (Vlien  left  under  care  of  oiicrator  pulse  was 
slow  and  feeble.  Patient  was  semi-conscious  and  com- 
Iilained  of  the  operation.  Syncoiie  lasted  for  6 hours,  w hen  she 
was  sick.  Had  siiil'ercd  Iroiii  almost  fatal  .synco|ie  on  one 
occasion,  and  very  severe  syncope  on  another,  after  administra- 
tion of  nitrous  oxide  gas. 

87.  — Infant,  one  month  old.  For  harelip.  \ few  minims  given  in 

a Junker’s  modification  inhaler.  Ucs]iiralion  failed  lirsi. 
Dperation  nearly  completed,  child  struggling  and  feebly  crying 
when  re.s))iration  stoiqied  and  the  deathly  iiallor  ensued.  I'lie 
child  was  inverted  and  a teaspoonfiii  of  hlood  ran  from  its 
mouth.  Artificial  respiration  kept  uji.  Heart  feittobe  iKiaiing 
strongly.  Rcsjiiration  was  restored  with  a good  cry. 

88.  — .Male,  aged  11.  Removal  of  pea  from  ear.  30-3.7  minims  of 

chloroform  given  on  a handkerchief.  Pulse  bailed  first. 
Scarcely  had  the.  inhalation  cea-sed  than  the  Ixiy’s  pulse  entirely 
failed.  Etlorts  of  the  usual  kind  for  restoration  were  tried  in 
vaiu  for  20  minutes.  His  head  and  ujqier  jiart  of  body  were 
then  thrust  out  of  the  window  to  try  the  elfect  of  the  cool  air, 
but  as  no  elfect  was  |uoduced  one  of  the  assistants  seized  hold 
of  the  boy  by  the  legs  and  hung  him  out  of  the  w indow  w ith 
his  head  downwards,  swinging  him  to  and  fro  like  a peDdiiliim. 
After  4 or  .7  minutes  of  this  procedure,  the  boy’s  face  hecamo 
red  and  he  uttered  a cry.  The  respiration  and  circulation  were 
restored  after  more  than  half  an  hour’s  arrest. 

89.  — Male.  Pulse  and  respiration  failed  together.  Heart  and  re- 


i62  The  Lancet  and  the  Hyderabad  Commissions  on  Chloroform. 


spiration  became  suddenly  arrested.  Half  an  luiiir  afterwai d.s, 
amongst  other  moans  tor  restoration,  lie  was  bled,  and  gas  n as 
observed  in  the  stream  which  flowed  from  the  vein.  Half  an 
hour  later  ho  made  his  lirst  independent  inspiration. 

90.. — Male,  aged  24.  Cautery  for  injury  to  sjiiue.  I’ulse  and  respira- 
tion failed  together.  At  lirst  pulse  and  breatliing  good,  but 
respiration  ceased  suddenly  and^mpletely.  Mouth  and  ritna 
giottidis  cleansed  from  milctW^Thead  allowed  to  hang  over 
edge  of  bed  for  few  seconds ; ij^y  placed  on  floor  and  needle 
and  thread  passed  through  tongtie  which  was  held  forwards ; 
artificial  respiration,  cold  water  thrown  on  body  and  ammonia 
to  nostrils.  After  6 minutes  with  more  .artificial  respiration 
heart  began  beating  but  no  breathing.  Hard  slaps,  cold  water 
on  face  and  chest,  blowing  down  fauces,  tried,  but  useless.  .Vt 
last  deep  inspiration,  then  others.  G.alvanic  batter.v  tried  with 
(accidentally)  lull  force  of  current  from  50  cells,  but  this  sud- 
deidy  and  successfully  resuscitated  patient.  This  was  the  .5th 
time  the  operation  had  been  performed,  each  time  under  chloro- 
form. ratientcheerlul  and  intelligent.  Spare,  fair  and  boyish- 
looking.  Had  iostall  sensation  and  voluntary  movement  below 
waist. 

91.  — Female.  Ovariotomy.  I’lilse  and  respiration  failed  togeth.  r. 

Operation  had  jnst  been  commenced  when  rcs])iration  suddenly 
stopped  and  the  heart  ceased  to  beat — bleeding  ceased  and  lijis 
of  wound  bloodless.  Mouth  cleansed  from  mucus,  tongue 
drawn  forwards,  patient’s  head  thrown  well  back  and  artificial 
respiration  for  10  minutes — without  result.  Case  almost  des- 
pei-ate  when  surgeon  put  large  cloth  in  boiling  water  and 
applied  it  to  cardiac  region.  I’ulse  and  respiration  returned, 
operation  not  terminated. 

92.  — Female.  Ueraoval  of  uterine  polypus.  Pulse  and  respiration 

failed  together.  Operator  had  just  passed  hand  into  vagina 
and  was  about  to  apply  icrasenr  when  pulse  suddenly  stopped. 
Respiration  ceased  almost  simultaneously.  Jaw  dropped  and 
tongue  lay  between  teeth.  Percussion  of  heart,  artificial  re- 
spiration (Silvester’s  method),  cold  affusion,  and  hypodermic  of  ■ 
ether  tried  with  no  avail  for  3 or  4 minutes.  Patient  then 
seized  by  shoulders  and  ])laced  on  floor  and  legs  elevated. 
I’ulsation  in  neck  beg.an.  Was  placed  on  bed.  Distinct  car- 
diac action  but  respiration  suspended  ; again  pulse  grew  feeble, 
lie-inverted  for  2 minutes  ; strong  palpitation  began,  followed 
by  few  gasps.  Several  distinct  clonic  convnlsions  of  right  side. 
Itespiration  became  natural,  and  after  5 minutes  of  quiet  sleep 
]iatient  awoke.  Ui)eration  deferred.  Had  been  put  under 
chloroform  for  .same  operation  on  31st  of  October,  18S0.  Took 
aiuESthetic  well.  Present  operation  took  place  6th  of  March  1881. 
How  far  interference  with  genital  organs  provoked  the  syncope 
could  not  be  said.  Operations  on  testicle  not  thus  provocative 
if  chloroform  narcosis  deep  enough.  Midwifery  experience 
against  such  a presumption.  It  was  possible  that  the  powerful 
stimulating  properties  of  the  ether  was  overbalanced  by  the 
addition  to  the  narcosis. 

93.  — Male,  aged  66.  Removal  of  upper  jaw.  Chloroform  given 

through  nasal  catheter.  Respiration  failed  before  pulse. 
Short  time  after  commencement  of  operation.  res])iration  be- 
came shallow  and  at  length  ceased.  Heart’s  action  kept  up 
with  vigour.  Artificial  respiration.  Patient  recovered,  but  did 
not  make  any  efforts  at  breathing  till  the  artificial  respiration, 
had  been  kept  uj)  10  minutes,  together  with  tickling  his  sides, 
which  had  the  chief  effect.  Operation  then  proceeded  with  ; 
only  small  quantity  of  amesthetic  given;  respiration  occasion- 
ally threatening  to  cease.  Patient  died  2 days  after  operation, 
apparently  from  e.xhaustion.  Post-morlem.  Lungs  emphyse- 
matous, right  adherent.  Heart : slight  fatty  degeneration  of 
muscle. 

94.  — JIale.  For  cleft  palate  (1  hour).  Pulse  failed  first.  Had  been  on 

table  nearly  1 hour  when  pulse  began  to  flag,  which  at  last  could 
not  bo  felt  at  wri.st.  Cessation  of  respiration  followed.  Gag 
being  removed  and  head  lowered,  preparatory  to  artificial  re- 
spiration, both  indse  and  respiration  were  established  Patient 
not  deeply  under  influence  of  chloroform,  owing  to  dei>resscd 
condition,  vomiting  and  loss  of  blood. 

95.  — >Iale.  For  relief  of  nephritic  colic.  Pulse  probably  failed  first. 

Pulseless,  gasping  for  breath  ; apparently  dead.  1 dose  of 
morphine  (hypodermic)  had  been  given  (with  hot  bath)  before 
chloroform,  and  with  chloroform  a dose  of  morphine  by  the 
mouth  and  dose  of  morithine  and  atropine  (hypodermic).  Pain 
suddenly  relieved  (probably  by  passing  the  calculus  Ifom 
ureter  into  bladder),  but  “ siniden  relief  from  jtain  caused 
narcotics  to  have  the  greatly  increased  effect."  Was  resusci- 
tat((d  after  efforts  of  2 hours.  See  also  New  York  Medical 
Record,  September  2,  1882,  p.  274.  Here  it  is  considered  that 
the  well  nigh  fatal  result  was  due  to  inhalation  of  chloro/onn 
while  giving  morphine. 

96.  — Female,  aged  19.  Kxcision  of  elbow-joint  foranchylosls.  2-4  drs. 

given.  Respiration  failed  first.  Operation  hardly  begun  when 
breathing  completely  stopp((d.  Face  became  jiallid,  but  pulse 
was  felt  in  radials  throughout.  Artificial  respiration  (first 
direct,  then  Silvester’s  method)  was  kept  uj)  with  momentary 
stoppages ; windows  opened  ; chest  with  shoulders  raised,  and 
head  thrown  back  and  lowenrd;  was  flipped  with  cold  water 
towels,  &c. ; faradaic  current  applied,  one  |)ule  over  jihrenic,  oilier 
over  epigastrium.  This  brought  on  action  of  diuplirugm  and 


alidominal  mu.icles  of  expiration,  greatly  aiding  voluntary  resp! 
ration,  now  almost  restored.  This  followed  by  prolonged 
drowsiness;  stimulants  administered  ; cold  water  dashed  in  faee 
and  ribs  kneaded.  After  restoration  from  ( fleets  of  chloroform, 
heart  e.xamincd  and  prc-systolic  roughness  found  in  mitral 
area.  Had  scarlet  fever  when  10  years  old.  Her  father  died 
of  heart  disease,  aged  58.  Patient  had  taken  chloroform  well 
3 days  before.  Operation  successfully  performed  under  ether  a 
week  later. 

97.  — Female,  aged  5.  For  diagnosis  for  vesical  calculus.  1 dr.  of 

chloroform  given.  Pulse  and  re.spiration  failed  together. 
Greyish  lividity,  gasping  for  breath,  cessation  of  heart-beat. 
Ether  injection  in  leg ; inversion  ; intermittent  pressure  on 
chest  walls;  holding  lower  jaw  forward.  Breathing  and  pulse 
returned,  but  both  very  feeble  for  5 hour.  Inversion  continued 
for  1 hour.  tVhen  patient  was  laid  down  (which  was  twice  in 
hour),  face  became  |iale  aud  pulse  flickered.  Full  restoration 
aftc'r  2 or  3 hours.  Heart  and  lungs  healthy. 

98.  — Male,  young  adult.  Removal  of  right  middle  finger  at  centre  of 

metacarpal  bone.  Chloroform  given  on  handkerchief  formed 
into  cone.  I’ulse  and  resjiiration  failed  together.  No  blood 
flowed  from  wound,  and  expression  of  face  became  deathlike. 
Pulse  barely  perceiUiblc,  and  had  almost  ceased  to  breathe. 
Strong  friction  w irh  turpentine  on  the  limbs  and  trunk  towards 
the  heart  after  a time  restored  animation. 

99.  — Patient,  aged  3.  For  cancer  of  left  eye.  I’ulse  and  respiration 

failed  together.  Operation  had  proceeded  no  further  than 
division  of  the  conjunctiva  when  respiration  ceased,  and  also 
pulse  at  w rist.  3 or  4 times  aineiithesia  had  to  be  stop]ied, 
child  being  held  head  downwards,  and  o]ieration  being  per- 
formed while  child  thus  suspended.  Inverted  position  kept 
up  f hour. 

100.  — No  partieulars. 

101.  — Boy.  For  crushed  thigh.  Appeared  to  be  dead.  Was  inverted 

till  life  re-appeared. 

102.  — Death  seemed  imminent,  from  .stoppage  of  heart.  Heart 

stimulated  to  coniraction  by  pretty  heavy  blows  administered 
with  open  palm  over  the  cardiac  region. 

103.  — Male,  aged  10.  Extraction  of  teeth.  Pulse  failed  first.  Before 

operation  was  begun,  pulse  very  weak.  Chloroform  withdrawn, 
and  pulse  became  strong.  Chloroform  re  apiilied  ; pulse  again 
failed,  but  returned  when  chloroform  removed.  10  minutes 
after,  ether  used,  with  Clover's  inhaler,  and  pulse  became  full 
and  strong.  Teeth  successfully  e.xtracted. 

104.  — Female,  aged  5.  (A  minute.)  I’ulse  and  respiration  failed 

together.  Appeared  quite  dead,  pulse  and  respiration  ceasing 
at  same  moment.  Artificial  reiqiiration  ; but  as  natural  colour 
was  leaving  face,  and  replaced  by  livid  pallor,  nitrite  of  amyl 
also  used,  being  held  to  mouth  as  air  produced  by  artificial 
respiration  was  passing  in  ami  out.  At  last  there  was  a sound 
as  if  vocal  cords  were  moving;  artificial  respiration  still  kept 
uj),  but  upon  cessation  lor  a moment  patient  was  found  to  be 
naturally  breathing.  It  was  5 minutes  after  the  commencement 
of  taking  measures  before  signs  of  life  aiipeared.  It  was  con- 
sidered that  without  the  nitrite  of  amyl  the  child’s  life  would 
not  have  been  saved.  The  cause  of  apparent  death  was  that 
although  utmost  pains  had  been  taken  to  keep  the  child  from 
e.ating  anything,  she  had  managed  to  devour  an  apple,  of  which, 
on  bcttoming  conscious,  she  vomited  stalk,  core,  and  jiart  of 
skin.  'The  indigestible  matter  appeared  to  have  caused  reflex 
paralysis  of  cardiac  and  pulmonary  centres,  as  at  no  time  was 
there  any  obstruction  to  passage  of  air.  Child  had  aiqiarently 
taken  no  food,  and  clothes  were  loose  when  chloroform  given 
aud  everything  in  order.  Had  been  anasthetised  3 times  before 
without  anything  unu.iual  occurring. 

105.  — Male,  tiged  14.  Cauterising  chronic  ulcer.  Respiration  failed 

first.  While  dressing  wa.s  being  applied  and  after  chloroform 
had  been  removed  patient  suddenly  ceased  to  breathe.  Bolling 
( Marshall  Hall’s  method) ; this  done  for  several  minutes,  but 
hands  became  cold  and  lips  purple.  Nelaton’s  method  re- 
sorted to  ; the  boy’s  legs  were  lle.xed  over  shoulders  of  admin- 
istrator, head  and  logs  dangling  to  the  floor  ; was  thus  carried, 
at  running  pace,  rotind  room  for  3 minutes,  until  respinition 
returned  b.v  degrees.  Was  again  laid  on  table.  Breathing 
again  became  arrested  ; resort  had  a second  time  to  sus- 
pension, which  was  followed  soon  again  by  restored  respira- 
tion. 'Vigorous  and  healthy  ; taking  the  amesthetic  kindly  ; 
all  being  efl'ectcd  without  any  difficulty. 

106.  — Female,  young  adult.  For  entropion.  Respiration  failed  first. 

When  about  half  through  operation  respiration  sus]iemled,  and 
all  efforts  to  restore  it  ineffectual.  Susjiension  resorted  to,  as 
in  last  case,  and  breathing  at  length  restored.  Wius  of  large 
size.  Took  anesthetic  badly. 

107.  — Female,  aged  7.  Tenotomy  for  strabismus.  Probably  respira- 

tion failed  lirst.  Struggling  during  administration,  but  no 
untoward  symptom  till  operation  completed,  when  respiration 
failed  and  pupils  became  dilated  at  same  time.  Marshall  Hall’s 
method  commenced  with  no  success.  After  .some  lime  the 
child  was  suspended,  and  carried  niund  the  room  by  surgeon, 
then  placed  on  table,  and  it  was  found  that  breathing  was 
noiseless  and  regular,  and  the  jieriod  of  consciousiiess  was 
almost  reached. 

108.  — Mule,  adult.  On  testicle.  Resjiinition  failed  first.  Towards 
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close  of  operation  no  ohioroform  was  "iven,  and  hreathinjr 
was  regular.  Suddenly  breathing  eeased  and  lips  became 
asben.  Rollim;  at.  once  resorted  to,  but  failed.  Suspension 
tben  tried,  a few  turns  about  room  effeetiii"'  restoration  of 
function,  ami  patient  was  again  placed  on  table. 

; 09.— Female,  aged  40.  Removal  of  growth  on  tongue  (more  than  7 
minutes).  Chloroform  given  in  Junker’s  inbaler  with  foot- 
bellows  attachment ; 3 dr.  Pulse  failed  first.  Patient  was 
very  excited  and  talkative  : ana-sthesia  nearly  complete,  when 
she  became  rather  jwle.  At  first  nothing  wrong  in  temporal 
arlery,  but  right  nulial  very  feeble  and  none  in  left;  then 
tem))oral  pnl.se  failed,  pupils  becoming  widely  dilated,  and 
respiration  shallow  and  irregular.  Administration  not  dis- 
conliiiue<l  tiil  after  pupils  dilated  and  respiration  all  but 
stopped  (The  Lancet,  Oct.  3,  1891,  p.  789).  Head  lowered,  arti- 
ficial respiration,  and  tqiplieation  to  nostrils  of  capsule  con- 


taining 3 min.  nitrite  of  amyl.  After  a minute  s<mie  colour 
returned  to  (ace.  and  |)aticnt  made  some  atteini>ts  to  breathe. 
Brandy  enema  administered,  and  friction  ajiplicd  over  cardiac 
area  ; gradually  impils  eontraeted,  and  pulse  was  re-established. 
Directly  after  |>atient  began  to  retch,  and  bronnbt  np  a little 
finid,  and  shortly  regained  consciousness.  On  auscultation  being 
made  as  she  was  recuvo|t  JSnscionsness,  the  cardiac  sounds, 
while  plainly  audilile  arapex  and  over  pulmonary  valve,  were 
almost  inaudible  over  aortic  valve  ; however,  they  quickly 
returned,  patient  became  conscious,  and  comidained  of  nausea. 
It  was  found  out  afterwards  patient  hati  taken  sniphonal,  with- 
out permission,  the  night  before,  and  for  some  days  afterwards 
pulse  remained  very  compressible.  Patient  highly  ner- 
vous, but  otherwise  healthy.  The  application  of  nitrite 
of  amyl  considered  to  have  been  of  great  value  in  this 
case. 
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(.—Male.  Circumcision.  Respiration  failed  first.  Breathing  sus- 
pended 1 or  2 iniunles  ultimately  resumed.  Ko  [larticulars 
given  as  to  resuscitative  measures  iidopted.  Child  was  eirileptic. 

2.  — A few  eases.  Chloroform  given  on  towel  or  handkerchief. 

Alarming  ; particulars  not  given.  Artificial  re.spiration  ; 
stimulants  ; plenty  of  fresh  air. 

3.  — Male,  aged  29.  Fistula  in  ano  (9  minutes  inhalation).  Esmarch’s 

inhaler  used.  Respiration  failed  first;  pulse  feebly  beating. 
Inversion  ; artificial  resiiiration  (lU  minutes).  Healthy  ; 
o[)eration  finished  without  use  of  antesthetic  ; breathed  after 
3i  minutes  of  artificial  respiration. 

4-7. — Stretching  anal  sphincter.  Chloroform  given  on  flannel  on 
nire  liamo.  Respiration  probably  failed  first.  Inversion 
together  with  artificial  respiration. 

8-28. — Chloroform  given  on  flannel  on  wire  frame.  Respiration 
probaljly  failed  first.  Inversion  together  with  artificial 
respiration. 

29.  — Female,  aged  about  30.  Necrosis  of  tibia.  Snow’s  inhaler  used. 

Respiration  failed  first.  2 or  3 minutes  after  commencement 
respiration  stopped  whilst  heart  was  beating.  Artificial 
respiration. 

30.  — Children.  Respiration  failed  first,  failing  on  completion  of 

operation,  and  when  administration  had  ceased.  .Vrtilicial 
respiration. 

31.  — Several  cases.  Pulse  failed  first.  Sudden  blanching  of  skin, 

coldness,  feeble  jmlse,  and  every  symptom  of  cardiac  failure  ; 
breathing  slow  and  shallow.  Patients  at  once  revived  by 
administering  ether.  Chloroform  supplied  by  a firm  other 
than  the  one  usually  supplying  hospital.  No  chemical  analysis 
made.  No  recurrence  of  untoward  symptoms  under  fresh  lot 
of  chloroform  ordered. 

32.  — Several  cases.  Respiration  failed  first.  Artificial  respiration 

and  inversion. 

33.  — Respiration  failed  first.  Artificial  respiration. 

34.  — Male,  aged  13.  Diseased  bone.  Chloroform  given  on  lint. 

Collapse,  operation  had  to  be  stopped.  Artificial  respiration. 
Weak,  antemic  ; health  improved  when  subsequent  operations 
were  performed.  Soon  after  admission  a very  large  abscess 
opened  under  chloroform,  brandy  and  water  having  been  given 
previously.  No  accident  occurred.  2nd  time  he  had  chloro- 
form without  antecedent  stimulant ; collapse  occurred.  On 
3rd  occa.sion  his  thigh  was  .amputated  under  chlorofonn ; 
antecedent  stimulant  given  ; no  accident.  On  4tli  occasion 
stimulant  was  omitted,  and  collapse  occurred.  On  5th  occasion 
stimulant  given  ; no  untoward  symptoms. 

35-38. — All  children.  Respiration  failed  first.  Breathing  ceased, 

with  intense  pallor.  Artificial  respiration. 

39.  — Circumci.sion  (10  minutes).  Chloroform  given  on  towel.  Respira- 

tion failed  first.  Breathing  stopped.  Artificial  respiration; 
nicking  with  wet  towel.  Feeble  infant.  Dorsal  decubitus. 

40.  — Male  (elderly).  Amputation  of  penis  (h  hour).  Chloroform  given 

on  towel.  Respiration  failed  first.  Breathing  stopped.  Arti- 
ficial respiration:  wet  towel;  injection  of  ether. 

41.  — Male,  aged  61.  Amputation  of  thigh  (1^  hours).  Chloroform, 

6 dr.,  given  in  a Junker’s  inhaler.  Raise  failed  first.  Rulse 
very  weak  at  times. 

42.  — Male,  aged  75.  Removal  of  tongue.  Chloroform  given  in 

.Iiiuker’s  inhaler.  Respiration  failed  first.  Breathing  at  one 

time  bad. 


43.  — .Male,  aaed  68.  Removal  of  left  lower  jaw.  Chloroform  given 

in  .lunker's  inhaler.  Raise  and  respiration  faileii  together. 
Breathing  stopped  early  in  operation;  pulse  also  weak.  In- 
version ; (luick  recovery. 

44.  — Male,  aged  35.  For  empyema.  Chloroform  given  in  .lunker’s 

inhaler.  Pulse  failed  first.  Pupils  became  very  dilated,  just 
as  anoisthesia complete ; no  conjunctival  reflex  ; wasstruggling 
a little.  Pulse  very  slow,  though  fair  power. 

45.  — Male,  aged  36.  Pneumotomy  for  gangrene  of  lung.  Chloroform 

given  in  Junker's  inhaler.  Respiration  failed  first.  2 slight 
epileptiform  fits  while  going  under.  Towards  end  of  opera- 
tion, stopped  breathing;  became  livid.  Fair  pulse;  pupils 
normal.  Artificial  respiration ; recovery. 

4G. — Male,  aged  74.  Neurectomy,  for  neuralgia  of  stump.  Chloro- 
form given  in  Junker's  inhaler.  Pupils  very  dilated : no  other 
Ijod  sign. 

4 7. — A few  eases,  all  women.  Alarming  (no  particulars). 

4 8. — No  particidars. 

49.  — Male,  aged  30.  Removal  of  haemorrhoids.  Chloroform  given  in 

wire  mask  covered  with  fiannel.  Artificial  respiration. 

50.  — Female,  aged  55.  Removal  of  breast.  Chloroform  given  in 

wire  mask  covered  with  flannel.  Head  on  lower  level ; artificial 
respiration. 

51.  — .Male.  Chloroform  given  in  Skinner’s  inhaler.  Had  epileptiform 

attack.  Same  ])atient  was  given  ether  on  a former  occasion 
with  untoward  results.  (See  Ether  Untoward  Cases, 
Series  C.) 

52.  — Male,  50-60.  Chloroform  given  in  Skinner’s  inhaler.  Respiration 

failed  first  ; stopped  breathing  ; pulse  kept  going.  Promptly 
raising  legs;  drawing  chin  and  tongue  well  forward  ; artificial 
respiration  (Silvester’s  method).  Recovery. 

63. — Infant.  Chloroform  given  in  Skinner's  inhaler.  Respiration 
failed  first.  Stopped  breathing  ; pulse  kept  going.  Promptly 
raising  eyes  ; drawing-  chin  and  tongue  well  forward  ; artificial 
respiration  (Silvester’s  method).  Recovery. 

54.  — Several  cases.  Chloroform  given  on  towel.  Respiration  failed 

first. 

55.  — Several  cases  grouped  together  as  occurring  in  India  with  re- 

marks we  have  epitomised  as  follows : Spirit  drinkers  and 
eaters  of  animal  food  most  subject  to  danger  ; abstainers  from 
such  could  be  safely  amesthetised  by  chloroform.  Danger 
often  from  timid  or  sparing  use  of  chloroform. 

56.  — A further  report  from  India  of  “ many  eases,’’  only  general  par- 

ticulars being  given  as  follows  : Chloroform  given  from  a cup 
inhaler,  with  a hypodermic  injection  of  morphine.  Resjjira- 
tion  (ailed  first  in  these  cases.  One  patient  became  deadly  pale. 
Partial  inversion  ; other  eases  artificial  respiration  ; sometimes 
galvanism. 

57  GO. — Respiration  and  pul.se  (ailed  together.  Pulse  gave  no 
indication  : lividity  and  stopp.age  of  breathing  occurred  almost 
simultaneously.  Cases  57,  58,  and  59,  inversion  of  body  ; 
Case  60,  forcible  extension  of  chin.  In  all,  artificial  respira- 
tion for  2 minutes,  together  with  application  of  ammonia  to 
nostrils,  and  naked  chest  slapped  sharply  with  wet  towel. 

61. — Male,  aged  12.  1 dr.  of  chloroform.  Respiration  failed  first. 

Itespiration  ceased  completely  ; pulse  good ; pupils  not 
diluted  ; no  change  in  colour.  “ Auaisthetlc  withdrawn.” 
No  otlier  particulais  given. 
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— Male,  aged  35.  For  ruptured^pB^bladder.  Chloroform  given  in 
Skinner’s  frame.  Respiration  failed  first.  Failing  pulse  was 
the  first  symptom  which  elicited  notice.  Inversion  was  success- 
fully practised.  Shock  was  believed  to  be  the  immediate  cause 
of  the  collapse. 

— Male,  aged  40.  ? Limb.  Chloroform  given  in  Skinner’s  frame. 
Respiration  failed  first.  Failing  pulse  first  symptom  noticed. 
Inversion  practised.  Shock  was  believed  to  be  the  immediate 
cause  of  the  collapse. 

—Male.  ? Limb.  Chloroform  given  on  folded  lint.  Respiration 
failed  first ; respiration  ceased  suddenly.  Inversion  ; artificial 
respiration  (Howard’s  method) ; cold  affusion  with  ammon. 
carb.  cautiously  applied  to  nostrils.  Not  particularly  feeble. 

— Female,  aged  54.  For  cancer  (20  minutes).  Chloroform  given  on 
folded  lint.  Respiration  failed  before  weakening  of  pulse. 
Head  lowered,  .jaw  pushed  forward  ; artificial  respiration  ; sub- 
cutaneous injection  of  ether.  Fat  and  short-\\  inded  ; ? probably 
fatty  heart. 

—Female,  aged  50.  Scirrhus  (15  minutes).  Chloroform  given  on 
folded  lint.  Respiration  failed  before  weakening  of  pulse. 
Head  lowered,  jaw  pushed  forward  ; artilicial  respiration  ; 
subcutaireous  injection  of  ether.  Suffering  from  chroiric 
bronchitis. 

— Female,  aged  40.  Scirrhus  (7  minutes).  Skinner’s  frame  used- 
Respiration  failed  first.  Heart  very  feeble.  Inversion.  Spare  ; 
dorsal  posture. 

— ? Male.  Removal  of  tumour.  Steven’s  inhaler  used . Respiration 
and  pulse  failed  nearly  together.  Inversion,  &c. 

— Male,  7 months.  Respiration  failed  first.  Respiration  ceased  after 
4 minutes  ; resuscitation  difficult. 

—Male,  aged  2.  Duration  2 minutes.  Chloroform  on  towel.  Respira- 
tion failed  first.  Artificial  respiration. 

— Male,  aged  25.  Little  linger  (10  minutes).  Cone,  with  lint  in 
it.  Respiration  failed  first.  Breathing  ceased ; pulse  con- 
tinued. Artificial  respiration  successful  after  15  minutes. 
Healthy. 

—Aged  6.  Not  stated  which  joint.  Methylated  chloroform  on 
napkin.  Respiration  failed  first.  Stertor,  lividity,  failing 
respiration.  Artificial  respiration. 

—Male,  aged  20.  Cataract.  Chloroform  on  napkin.  Respiration 
failed  first.  Stertorous  breathing ; lividity ; failing  respira- 
tion. Artificial  respiration  ; battery  (20  minutes). 

—Male,  aged  10.  Tenotomy  for  strabismus  (5  minutes).  Given  on 
lint.  Respiration  failed  first,  ceasing  on  section  of  tendon. 
Artificial  respiration.  Heart  and  lungs  were  healthy. 

—Male,  aged  31.  Leg.  Given  on  lint.  Respiration  failed  first. 
Much  struggling,  patient  became  cyanosed,  breathing  rapid 
and  stertorous,  pulse  just  perceptible.  Artificial  respiration  ; 
faradic  current ; hypodermic  injections  of  ether  and  brandy. 
Had  delirium  tremens.  Heavy  drinker  with  hepatic  enlarge- 
ment ; no  evidence  of  cardiac  disease. 

Male,  aged  38.  Catheterism.  Given  on  lint.  Respiration 
failed  first.  Much  struggling:  patient  became  cyanosed, 
breathing  rapid  and  stertorous.  Pulse  just  perceptible.  Arti- 
ficial respiration;  faradic  current;  hypodermic  injections  of 
ether  and  brandy.  Had  delirium  tremens;  had  wounds  on 
face  so  that  Clover’s  facepiece  could  not  be  used.  Heavy 
drinker  with  hepatic  enlargement ; no  evidence  of  cardiac 
disease. 

Male,  middle-aged.  Forcible  catheterism  (a  few  seconds). 
Skinner’s  inhaler  used.  Respiration  failed  first.  No  parti- 
culars given  about  measures  of  resuscitation  employed.  A n 
intemperate  seafaring  man  with  almost  complete  urethral 
stricture.  Death  probably  due  to  effects  of  chloroform  and 
ura:mic  poisoning.  (See  Deaths,  Series  C,  Hospitals  No.  10, 
p.  154.)  Tills  patient  recovered  from  the  immediate  con- 
sequences of  the  anicsthetio  although  he  eventually  died.  Hence 
the  ease  appears  under  two  categories. 

Male.  Cystotomy  for  cystitis.  Chloroform  given  (small  towel). 
No  particulars  are  given  as  to  the  symptoms  which  gave  rise  to 
fear,  but  it  is  expressly  stated  that  they  were  the  result  of  the 
anesthetic  having  been  given  in  an  injudicious  manner  by  a 
timid  chloroformist.  Lowei  ing  head  ; opening  window  ; a few 
slaps  on  the  head  with  wet  towel ; successful. 

Male.  Lithotomy.  Respiration,  which  failed  first,  ceased  sud- 
denly. Inversion ; artificial  respiration  (Howard’s  method), 
cold  affusion  with  ammon.  carb.  cautiously  applied  to  nostrils. 
Not  particularly  feeble. 

Male,  aged  18.  Lateral  lithotomy  (10  minutes).  Given  on  folded 
lint . Respiration  failed  first."  Tetanic  s])asins,  which  affected  j 
respiration.  Silvester’s  method  of  artificial  respiration.  Weak 
and  emaciated.  Occurred  twice  in  same  patient,  once  in  1888 
and  again  in  1890. 

Lateral  lithotomy.  Junker’s  inhaler  used.  Respiration  failed 
first.  Silvester’s  method  of  artificial  respiration,  with  pressure 
under  angles  of  lower  jaw  to  keep  tongue  clear.  Patient 
recovered  without  any  had  symptom. 

Male,  aged  6.  Sounding  for  strrne  (10  minutes).  Chloroform 
(towel).  Resiiiration  probably  failed  first.  Artificial  respira- 
tion ; electricity  to  r iigiis  ; respiration  restored  in  } hour. 

Male,  aged  6J.  For  phimosis.  Skinner’s  mask  used.  Respiration 
failed  first.  Artificial  respiration  for  3 minutes. 

Female,  aged  31.  Dilatiition  of  cervical  canal  (10  minutes). 
Given  on  a handkerchief,  ifespiratioii  failed  first.  Artificial 
respirat  ion. 


24. — Female,  aged  45.  Fibroma  of  uterus.  Chloroform  (Skinner’s 

frame).  Respiration  failed  first.  Inversion.  Heart  very 
weak;  spare  woman. 

25.  — Children.  Exploratory  examination  of  hip  disease.  Chloroform 

pint).  Respiration  failed  first.  Artificial  respiration  and 
inhalation  of  ammonia 

26.  — Excision  of  epithelial  cancer  of  lip.  Junker’s  inhaler  used.  Re- 

spiration failed  first.  Silvester’s  method  of  artificial  respira- 
tion, with  pressure  under  angles  of  lower  jaw  to  keep  tongue 
forward.  Patient  recovered  without  any  bad  symptom. 

27. —  Removal  of  large  tumour  from  jaw.  Respiration,  which  failed 

fiist,  ceasea  suddenly.  Inversion;  artificial  respiration 

(Howard’s  method);  cold  affusion  with  ammonia  carbonate 
cautiously  applied  to  nostrils.  The  patient  was  not  particu- 
larly feeble. 

28.  — Removal  of  tumour  from  jaw.  Respiration  failed  first.  Ceased 

breathing  suddenly.  Chest  wall  very  rigid  and  seemed  to  crack 
on  pressure.  Inversion;  artificial  respiration  (Howard’s 

method);  cold  affusion  with  ammonia'  carbonate  cautiously 
applied  to  nostrils.  Not  strong  ; had  had  sloughing  tumour  of 
upper  jaw. 

29. — Male,  aged  10.  For  pus  in  joint.  Skinner’s  frame  used. 

Respiration  failed  first,  but  no  particulars  given  as  to  means 
adopted  for  resuscitation. 

30.  — Opening  knee-joint  for  acute  suppuration.  Chloroform  given  on 

towel.  Pulse  failed  first  and  stopped  suddenly.  Inver- 
sion; hypodermic  of  ether;  subsequently  artificial  respiration, 
which  was  successful.  The  patient  was  an  epileptic. 

31.  — Male,  aged  52.  Tying  external  iliac.  Chloroform  given  on  lint. 

Became  livid,  apparently  from  dropping  back  of  the  tongue,  and 
lower  jaw  could  not  be  elevated  owing  to  scar  tissue.  Tongue 
forcibly  pulled  out  by  forceps,  and  so  held.  A.C  E.  mixture 
substituted. 

32  —Male,  aged  2|.  Talipes  equino-varus.  Given  on  lint.  Pulse  and 
respiration  failed  together.  Breathing  suddenly  stopped; 
extreme  pallor ; pulse  imperceptible.  Artilicial  respiration  ; 
current  (faradic),  one  pole  to  phrenic  on  neck  and  other  over 
cardiac  area.  Breathing  not  established  till  after  30  minutes. 
Patient  had  extreme  cleft  palate. 

33.  — Male.  Foot  torn  off  by  machinery.  Steven’s  inhaler  used. 

Collapse.  When  dangerous  symptoms  occurred  A.C.E.  mixture 
substituted  with  benefit.  The  accident  caused  severe  ha'mor- 
rhage,  which  determined  patient’s  death  the  same  evening. 

34.  — Male,  aged  20.  Removal  of  enlarged  and  ulcerated  scrofulous 

glands  (10  minutes).  Junker’s  inhaler  used.  Respiration  failed 
first.  Silvester’s  method  of  artificial  respiration.  Patient  q\iite 
well  in  one  hour.  Weakly. 

36. — Female,  aged  42.  Removal  of  dead  fa-tus  (2  minutes).  Chloro- 
form (Skinner’s  frame).  Respiration  failed  first.  In\ersion 
successfully  practised.  Lateral  posture.  Patient  fat,  with 
granular  kidneys. 

36. — Male,  aged  25.  For  h;emorrhoids  (5  minutes).  Chloroform  given 
on  lint.  Respiration  failed  first ; heart  continued  active.  Cold 
affusion  to  face  and  chest;  artificial  respiration.  Patient  was 
difficult  to  bring  under  influence  of  chloroform.  A strong  man 
of  full  habit. 

37  —Adult.  Extraction  of  tooth.  Chloroform  given  in  a cone-shaped 
towel.  Pulse  failed  first.  Pulse  became  weak  after  2 or  3 
minutes’  use  of  anesthetic.  Reclining  posture. 

38.— Female.  For  tumour.  Chloroform  (handkerchief).  Pulse  failed 
first.  Artificial  respiration. 

39-44. — For  tumour.  Chloroform  (handkerchief).  Pulse  failed  first. 
Artificial  respiration. 

45.  — Removal  of  fatty  tumour.  Chloroform.  Respiration  failed  first. 

Inversion. 

46. — No  particulars.  Dorsal  posture. 

47-48. — Infants.  Chloroform  given  on  handkerchief.  Pulse  failed 
first. 

49.  —Children  between  9 and  12.  On  handkerchief.  Pulse  failed  first. 

Artificial  respiration. 

50. — Children.  Chloroform  on  towel.  Respiration  failed  first.  In- 

version ; cold  affusion. 

61.— No  particulars  given.  No  very  serious  eases. 

52. — On  lint.  No  particulars  given.  No  very  serious  cases. 

53. — Chloroform  ; Junkers  inhaler  and  lint  used.  No  serious  cases. 

54. — Chloroform  (lint).  Respiration  probably  failed  first.  The  re- 

porter of  this  case  had  several  dangerous  cases.  Speaks 
highly  of  the  effect  of  nitrite  of  amyl,  and  suggests  restarting 
respiration  by  lifting  patient  from  recumbent  to  sitting  posture. 
He  thinks  in  all  these  cases  respiration  failed  first. 

55. — Male,  aged  25.  Chloroform  (mask  of  lint'.  Respiration  failed 

first.  Artificial  lespiration  ; easy  recovery. 

56. — Children.  Chloroform  mask  of  lint).  Respiration  failed  first. 

Artificial  respiration  ; easy  recovery. 

57_Children.  Chloroform.  Several  cases  caused  anxiety.  Arti- 
ficial respiration  always  restored  animation. 

58.  — Chloroform  (towel  over  frame'.  Pulse  probably  tailed  first. 

Syncope.  Artificial  respiration  ; pulling  forward  tongue  ; 
lowering  head,  and  raising  arms  and  feet,  successful  in  every 
case. 

59-62.— Chloroform  (small  towel).  Cessation  of  administration  ot 
chloroform.  Artificial  respiiation. 
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Part  II.— ETHER. 


The  same  course  was  pursued  in  studying  this  agent  as  in 
the  case  of  chlorofoim,  and  the  following  statistics  are 
presented.  As  we  propose  later  to  comjiare  the  anesthetics 
with  each  other,  we  need  not  add  to  what  we  said  in 
introducing  the  report  with  the  statistics  concerning  chloro- 
form. 

Influence  of  Sex  and  Age. 

The  mortality  is  slightly  against  the  males,  a fact  ex- 
plicalde,  as  in  the  case  of  chloroform,  by  the  greater 
liability  to  accident,  and  so  to  operation,  in  the  case  of  males. 
Rut  few  deaths  are  recorded  before  the  age  of  forty,  or  after 
that  of  sixty.  The  number  of  deaths  before  adult  life  and 
after  middle  life  will  he  influenced  by  the  frequency  with 
which  chloroform  is  selected  in  place  of  ether  in  these 
epochs  of  life,  llow'evcr,  deaths  are  reported  as  early  as  at 
6 years  and  as  late  as  at  84. 

From  the  statistics  we  learn  that  30  males  died  under 
ether  between  the  ages  of  6 and  84,  to  25  females  between 
tlie  ages  of  6 and  74  ; that  most  deaths  took  place  between 
45  and  50,  and  this  applies  to  both  sexes  ; that  nearly  Aths  of  1 
the  female  deaths  occurred  between  the  ages  of  40  and  50  ; 
that  nearly  half  of  the  male  deaths  occurred  between  45  and 
55.  It  is  curious  that,  taking  deaths  at  all  ages,  we  find  that 
the  average  age  at  death  under  ether  for  the  male  is  46,  and 
for  the  female  40. 

Geographical  Distribution 

Without  giving  in  detail  a list  of  places  from  which  records 
have  reached  us  of  fatalities  under  ether,  it  may  be  broadly 
stated  that,  while  largely  used  in  England,  Ireland,  and  in 
the  United  States,  but  few  cases  have  been  reported  from 
Scotland,  the  Continent,  or  from  the  'I'ropics.  Ether,  from 
its  extremely  volatile  nature,  is  not  employed  to  any  extent 
in  hot  climates.  At  the  clo.se  of  our  report  we  shall  have 
occasion  to  draw  attention  to  statistics  bearing  upon  the 
(piestion  of  the  comparative  frequency  of  the  use  of  the 
various  amesthetics,  which  have  an  important  bearing  upon 
the  geographical  area  of  fatalities  under  amesthetics. 

Causes  Assigned  for  Death. 

The  cause  assigned  as  the  immediate  or  cognate  factor  in 
producing  the  accident  is  next  to  be  considered.  In  order  to 
do  this  it  lias  licen  thought  advi.sable,  as  in  the  case  of  chloro- 
form, to  give,  as  far  as  space  allows  it,  the  actual  words  used 
by  the  narrators  of  the  cases  under  the  headings  of  the 
leading  symptoms  which  they  gave.  In  some  instances  the 
reporter  states  Ids  belief  that  the  fatality  resulted  directly 
from  the  careless  manner  in  which  the  ether  was  given. 

Anaesthesia  (imperfect).  — Shock.  Eclampsia,  epileptic  tit. 

Asphyxia.  From  blood  entering  windpipe  ; hernia  with 
vondting  ; with  incomplete  amesthesia ; from  respi- 
ratory spasm  ; from  shock. 

Asthenia.  The  patient  was  in  extremis,  and  on  being  moved  j 
took  one  or  two  inhalations  of  ether  and  died. 
Bronchorrluea,  acute,  due  to  impeded  pulmonary  circulation. 

Cerebral  conditions. — Ether  acting  on  senile  degenerate 
arteries  of  brain  ; nervous  exhau.stion  following  stimu- 
bation . 

Collapse.  -Intestinal  obstruction  ; from  shock;  three  days’  I 
strangulated  hernia. 

Embolism. — Cerebral . 

Emphysema  and  bronchitis. 


Ether. — Improper  ether  used  (that  meant  for  local  anaesthesia 
only). 

Exhaustion.  — Bad  case  of  blood-poisoning.  Long-standing 
strangulated  henna. 

Heart  failure. 

Heart  and  respiration,  failure  of,  following  .severe  struggling. 
“ Kidney  di.sease  ” pre-existing. 

Lungs,  congestion  of. 

“ Paralysis  of  heart.” 

Pneumonia. — Following  the  exhibition  of  ether  ; Inonchitis 
and  renal  complications. 

Respiration,  failure  of.— Laryngeal  diphtheria  ; in  a ease  in 
which  the  operation  was  severe,  and  the  death  was  i-aid 
to  be  “probably  only  partially  due  to  etlier  ” ; from 
interference  with  action  of  diaphragm  due  to  distended 
bowel,  or  from  asthenia  from  abdominal  distension,  or 
from  mixing  of  brandy  and  ether  increasing  narcotising 
effect  of  latter. 

Shock.  In  case  of  operation  tor  hernia:  in  case  of  death 
said  to  be  “ due  not  to  ether.” 

Suffocation. -From  blood  entering  windpipe  during  operation 
on  tongue. 

Syncope. — Following  hamiorrhage.  From  general  debility 
(phthisical).  From  general  debility  (weakly  strumous 
person).  Hernia.  Incomplete  amesthesia.  “Kind  of 
syncope”  (emphysema). 

1 Syncope  or  Shock  (severe  smash). 

Ur:emia. 

Failure  of  llEsriiiATioN  and  of  the  Ciroulation. 

The  importance  of  the  point  as  to  which  fails  first  respi- 
ration or  circulation-  has  already  been  insisteil  upon,  and  in 
the  present  section  we  shall  consider  the  iiuestion  as  regards 
ether.  We  have  a record  of  19  deaths  under  e'her  when  the 
pulse  failed  first;  22  when  fhe  res|iiration  failed  first;  and 
10  cases  are  given  in  which  tlie  circulation  and  respiration 
ajipear  to  have  ceased  simultaneously. 

The  Nature  of  the  Operation. 

We  next  pass  to  the  operations  wliich  were  in  iirogress,  or 
liad  just  been  completed,  when  the  death  occurred.  The 
.same  classificiition  has  been  adopted  as  that  employed  in 
dealing  with  chloroform. 

Amputation. — At  ankle  ; of  fingers  ; of  leg  ; through  thigh. 

Abdomen  (operations  about).  — Lumbar  colotoniy  : for 

strangulated  hernia  ; for  peritonitis  ; for  obstruction. 
Abscess. — Opening  abscess  in  left  leg ; opening  abscess 
in  neck  ; puncturing  pelvic  abscess  ; abscess  in 
thigh. 

I Arteries  (operations  on).  Wound  of. 

Bone  (removal  of)  For  necrosis. 

Breast  (operation  on). 

Chest  (operations  about).  For  empyema  ; for  iileuritic 
effusion. 

I Dislocations  (reduction  of).  Shoulder. 

Eye  (operations  about).  Cataract  ; opacity  of  cornea  ; 
iridectomy. 

Fingers  (operations  on). — Middle  finger  of  right  hand. 


i66  The  Lancet  and  the  Hyderabad  Commissions  on  Chloroform. 


Measures  usee  foe  Resuscitation. 


loot  (operations  on). — Correcting  deformity  of  foot. 

Fractures  (reduction  of). — Position  of  fracture  not  stated. 
Genito-Urinary  Tract  (operations  about). — Relief  of  over- 
distended bladder ; sounding  for  calculus ; removal  of 
urethral  polypus  ; r upture  of  urethra. 

Gynascological  Operations. — Incisions  of  os  uteri  for  dys- 
menorrhoea  ; operation  on  fibrous  tumour  of  uteru.s  ; 
puncture  of  uterine  fibroid  ; remo\al  of  fibroid  polypus 
uteri ; remor  al  of  intra-uterine  fibroid. 

Hip  (operations  about). — Injury  to  hip  ; fibrous  ankylosis. 
Jaws  (operations  about). — On  cancerous  gland  under  jaw  ; 
excision  of  superior  maxilla ; removal  of  part  of 
upper  jaw-bone  for  caries  ; removal  of  tumour  of  lower 
jaw  ; removal  of  upper  maxillary  bone. 

[>See  also  Mouth  and  Throat  Operations.] 

Joints  (excision  of). — Knee  joint. 

Mouth  and  Throat  Operations. — Excision  of  tonsil;  removal 
of  teeth  for  cancerous  growth  in  gums  and  throat ; 
small  operation  in  mouth  ; ? on  throat. 

[See  also  Operations  on  Tongue.] 

Neck  (operations  on). — Bronchocele. 

Perineorrhaphy. 

Rectum  (operations  about). — Piles. 

Teeth  (extraction  of). 

Tongue  (operations  on).— Removal  of  part  of  tongue  for 
cancer. 

Tracheotomy,  for  diphtheria. 

Tumours  (removal  of). — Axillary  tumour  ; large  tumour  on 
chest  ; sebaceous  cystic  tumours  on  head  ; tumours  on 
neck  ; tumours  in  side. 

More  than  One  Operation  undertaken  at  the  Same 
Time. 

For  abscess  of  right  thigh  with  necrosis  of  femur ; extrac- 
tion of  four  teeth  and  removal  of  upper  jawbone  for 
caries  ; removal  of  urethral  polypus  and  two  sebaceous 
cystic  tumours  on  head. 

Smashes  (Operations  for). 

For  crushing  of  right  hand,  compound  fracture  of  fore-arm, 
simple  fracture  of  humerus  and  fracture  of  third  rib. 

Examinations. 

In  case  of  diseased  hip-joint ; in  case  of  strangulated 
hernia. 

Operation  not  begun  when  death  took  place. 

Method  of  Administration. 

The  methods  resorted  to  were  ; 

I.  Without  an  inhaler.  (a)  on  a handkerchief  ; {b)  on 
a sponge  ; placed  in  a cone  extemporised  by  folding  a 
towel ; placed  in  a bladder.  (<■)  In  a cone  ; in  an  extem- 
porised cone  made  with  a roll  of  lint  covered  with  oil  silk. 

II.  With  an  inhaler.  Squibb’s  inhaler.  Allis’  inhaler. 
Clover’s  larger  inhaler.  Clover’s  smaller  inhaler.  Ormsby’s 
inhaler.  Inhaler,  “cage.” 

III.  Etherisation  per  rectum  (a  small  bottle  used). 

'The  u.sc  of  an  inhaler  in  the  administration  of  ether  is 
practically  universal,  the  cone,  whether  formally  constructed 
or  extemporised,  being  very  commonly  employed  in  the 
rniled  States,  and  Clover’s  or  Ormsby’s  inhalers  being  most 
commonly  had  re.sort  to  in  the  Ignited  Kingdom  when  ether 
is  employed.  It  is  important  to  emphasise  this  fact,  because 
whereas  in  the  case  of  chloroform  very  many  persons  regard 
the  use  of  an  inhaler  as  le.ss  safe  than  that  of  a folded  towel 
or  linen  cap,  and  others  deprecate  tlie  cmploynu^nt,  of  any- 
thing except,  an  inli.-der;  in  t he  case  of  etlier  there  is  a con- 
sensus of  opinion  tliat  that  amesthetic  can  only  be  .satis- 
factorily administered  wlien  .some  ai)paratus,  whether  a single 
cone  or  something  more  complex  is  employed. 


The  measures  adopted  for  resuscitation  from  ether 
toxajmia  are  very  various,  and  for  convenience  have  been 
arranged  under  separate  heads  and  in  alphabetical  order.  It 
should  be  understood  in  each  case  various  measures  were 
employed,  so  that  the  frequency  of  their  employment  cannot 
be  accepted  as  proving  whether  any  particular  restorative 
measures  were  more  valuable  than  others. 

Air  : admission  of  fre.sh  air  into  room. 

Artificial  respiration  : no  method  particularised,  20  ; Silvester’s 
method. 

Catheter  passed  down  trachea  after  performance  of  tracheo- 
tomy and  then  artificial  respiration. 

Counter  irritation  : mustard  to  calves  of  legs. 

Electricity:  “battery,”  method  not  specified;  faradism ; 
galvanism. 

Inversion. — Partial ; Nelaton’s  method  of  complete  inver 
sion . 

Laryngotomy. 

Stimulants. — No  kind  particularised. 

External. — Cold  affusions  ; rubbing  with  brandy ; slapping 
with  wet  towel. 

Hypodermic. — Solution  of  ammonia  ; solution  of  ammonia 
injected  into  jugular  vein  ; brandy  ; brandy  and 
water  ; digitalis  ; ether  ; ether  and  brandy  ; nux  vomica  ; 
sulphate  of  atropine. 

Internal. — Ammonia  to  nostrils  ; brandy  ; brandy  per 
rectum  ; nitrite  of  amyl  to  nostrils ; nitrite  of  amyl 
and  ammonia  to  nostrils  ; nitrite  of  amyl  and  3 drops 
of  nitro-glycerine  to  nostrils  ; turpentine  per  rectum ; 
water  with  vinegar  ; whisky. 

Tongue,  drawing  forward. 

Tracheotomy. 

'Tube  inserted  for  artificial  respiration  after  performance  of 
tracheotomy. 

Measures  for  resuscitation  used  but  no  particulars  of  them 
given,  16. 

No  record  of  measures  for  resuscitation,  27, 


Necropsies  in  Ether  'Toxaemia. 

'The  special  points  of  interest  in  reviewing  the  results  of 
necropsies  appear  to  be  those  revealing  evidence  of  disease, 
which,  if  it  had  been  known  before  the  administration  of  the 
drug,  would  have  induced  the  use  of  chloroform  or  of  some 
other  agent  instead  ; whether  the  morbid  conditions  accom- 
panying ether-death  are  frequent  enough  to  point  strongly  to 
the  discontinuance  of  its  use  when  the  disease  is  known  to 
exist  during  life.  Naturally  the  circulatory,  the  respira- 
tory, and  the  renal  systems  offer  special  claims  for  careful 
study.  In  seventeen  cases  we  note  some  more  or  less  pro- 
nounced cardiac  lesion,  but  as  a rule  this  is  found  associated 
with  respiratory  trouble,  and  this  suggests  the  probability 
of  the  lung  disease  reacting  upon  the  diseased  heart  and  so 
giving  the  coup  dc  (jrncc.  Of  the  twenty-two  cases  of  lung 
disease  noted  only  seven  seem  at  all  acute,  while  emphysema 
and  old  pleuritic  adhesions  are  frequently  mentioned. 
The  great  frequency  of  such  post-mortem  appearances 
in  all  hospital  patients  who  are  examined  after  death 
must  in  this  connexion  be  borne  in  mind.  'The  kidney 
lesions  noted  are  few,  and  of  these  the  very  largo 
majority,  if  not  all,  appear  to  have  been  the  result  of  a 
chronic  process.  In  connexion  with  this  association  of 
chronic  lung  and  chronic  kidney  disease  with  ether-death, 
the  interesting  iiuiuiry  ari.ses  how  far  the  reduced  action 
of  the  emunctories  prejudices  the  chances  of  recovery 
from  the  volatile  amusthetics  the  elimination  of  which 
from  the  blood  and  the  tissues  generally  must  depend 
upon  the  activity  of  the  physiological  processes  of  those 
organs  whose  function  it  is  to  rid  the  organi.sm  of  harmful 
suLtanees.  A further  point  which  we  may  note  before 
passing  to  the  records  of  the  actual  ea.ses  of  the  deaths  under 
ether  is  that  in  six  eases  -one  female,  live  males — an 
amestlietic  had  been  taken  safely  on  jjrevious  occasions.  We 
now  append  a brief  summary  of  the  necropsies  of  the  actual 
cases. 
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Post  mortem  Appearances  noted  in  Ether  Toxaemia. 

1 External  covering  of  fat  over  the  heart.  Lungs  slightly  congested. 

2. — Lungs:  tubercle  in  left  i>leura. 


20. — Decolourised  clot  in  right  ventricle  of  heari  ; black  clot  and  fluid 

blood  in  veotricular  cavity.  Calibre  of  trachea  somewhat 
diminished  by  projection  of  goitre  backward.s. 

21.  — Heart  enormously  hypertrophied  (31  oz.) ; mitral  valve  ossitieil 

with  calcareous  plates  at  base  : aortic  semilunar  valves  also 
ossified  about  base.  Left  lung  o:dematous. 


3. — Brain:  cyst  connected  with  old  ha'morrhagic  clot.  Granular  con-  j 

tractcd  kidneys  ; calculus  in  pelvis  of  kidney  on  right  side. 

4. — Muscular  structure  of  heart  flabby.  Lungs  congested  and  bright  ; 

red.  i 

5. — Fat  round  heart:  right  auricle  collapsed;  walls  of  both  ventricles  | 

thin  ; endocardium  \ ery  red ; membrane  of  aorto  red.  Clot  of 
blood  in  trachea  j 

6 Brain  : Inemorrhage  under  arachnoid  on  upper  surface  of  middie  j 
portion  of  left  hemisphere  ; e.\travasations  of  vessels  of  left 
hemisphere ; large  clot  in  right  laterai  ventricle ; corpus  j 
striatum  and'  optic  thalamus  softened  and  broken  down  ; small  1 
inemorrhage  in  left  lateral  \-entricle  ; atheromatous  degencra-  ! 
tion  of  vessels  at  base  of  brain.  ] 

7. — Lungs  pale  and  oedematous.  OEdema  of  membranes  of  brain. 

8. — Feeble,  flabby  heart  with  fatty  degeneration.  Lungs  emphy- 

sematous. I 

9.  — Bronchial  effusion  ; pulmonary  and  serous  effusion.  | 

10. — Left  ventricle  of  heart  slightly  contracted.  Fa'cal  staining  of  j 

resophagus  and  larynx.  Kidneys  slightly  granular.  j 

11. — 'Valvular  lesions  of  heart.  Arachnoid  membrane  of  brain  i 

thickened ; effusion  of  serum  beneath  it.  Cystic  degeneration  j 
of  kidneys. 

12. — Heart  slightly  fatty  ; cavities  nearly  empty.  Lungs  emphyse- 

matous ; posterior  parts  gorged  with  blood.  i 

13.  — Kight  side  of  heart  dilated,  containing  post-mortem  clots  ; con- 

centric hypertrophy  of  left  ventricle,  which  was  contracted 
and  contained  post-mortem  clot. 

14. — Heart  dilated;  slight  hypertrophy;  little  fluid  clot.  Pleura 

covering  left  lung  thick.  Kidneys  granular. 

15. — Cancerous  deposits  in  lungs. 


22. — Heart  flaccid  ; right  ventricle  and  auricle  occupied  by  soft 

coagulum  ; great  increase  of  fat  on  surface  of  same,  and  very 
little  muscular  tissue  ; valves  slightly  thickened;  pericardium 
• adherent.  Lungs  emphysematous  and  congested.  Bronchilis 
with  quantity  of  mucus  in  tubes  ; in  lower  lobes  not  much  air, 
in  upper  parts  more  o dema.  Trachea  conge.ted,  with  frotliv 
secretion. 

23. — Fibrinous  clot  in  right  ventricle  attached  to  tricuspid  valve. 

24. — Dense  infiltration  of  entire  right  lung;  lobar  pneumonia  of  right 

lung  in  state  of  bloody  engorgement. 

25.  — Fatty  heart. 

26  — Pulmonary  emphysema;  chronic  bronchitis.  Chronic  nephritis. 

27. — Lungs  collapsed.  Long-standing  and  inflammatory  disease  in 

brain  and  medulla  oblongata. 

28. — Cystic  degeneration  of  kidneys. 

29  — Kidneys  contracted  and  granular. 

30. —  Heart  hypertrophied  ; pericardium  everywhere  adherent ; coronary 

arteries  of  small  calibre ; slight  atheroma  of  aorta ; mitral 
valve  stenotic.  Lungs : left  pleura,  few  adhesions ; right 
pleura,  many  adhesions.  Kidneys:  left  atrophied,  capsule 
adherent,  markings  indistinct,  sclerosis  above  pyramids,  pelves 
filled  with  fat ; right  same  ; both  surrounded  w ith  fat. 

31.  — Heart  covered  with  fat,  especially  about  apex  ; right  side  dilated 

and  full  of  blood ; left  empty  and  contracted  ; walls  of  right 
ventricle  thin;  fatty  degeneration.  Old  adhesions  in  right 
pleural  cavity. 

32.  — Wedge  of  meat  had  been  driven  into  and  become  fixed  in  trachea, 

occluding  both  bronchi. 

33. — Heart  flabby.  Lungs  much  engorged. 


16.  — Pus  in  pleura;  fistulous  communications  between  bronchi  and 

pleural  cavity. 

17. — Lungs  deeply  congested.  One  kidney  slightly  fatty. 

18.  — Small  black  mass  inside  pericardium  at  root  of  aorta.  Kight 

kidney  contained  a cyst. 

19.  — Heart  fatty ; white  clot  extending  from  right  auricle  into  pul- 

monary artery.  Cancerous  pleuritis. 


34. — Myocardium  very  fatty  ; straw-coloured  clot  in  right  ventricle  and 

pulmonary  artery.  Both  lungs  very  emphysematous  and  the 
seat  of  chronic  bronchitis 

35. — Trachea  greatl.y  narrowed  from  tlie  pressure  of  an  enlarged  thyroid 

body. 

36. — Pneumonia. 

37. — Pulmonary  oedema. 


SERIES  A,  B,  AND  C.— CASES  OB’  DEATHS  OCCURRING  UNDER  ETHER. 


Series  J. — In  tliis  series,  that  collected  by  the  Committee 
of  the  Royal  Medico-Chirurgical  Society,  no  ether  case.s  were 
recorded.  Snow,  - writing  before  1858,  says  he  had  heaid  of 
only  two  deaths  from  ether,  neither  of  which  could  be 
reasonably  put  down  as  haying  had  any  relation  with  it. 
Under  these  circumstances  the  ether  cases  recorded  below 
have  all  been  grouped  in  Series  B and  C,  but  Series  B 
includes  all  cases  of  ether  death  recorded  from  the  earliest 
date  of  its  use. 

Series  B and  C.  | 

1.— Maic,  aged  55.  In  examination  of  hip-joint  after  being  thrown  ! 
out  of  vehicle.  Ether  given  on  handkerchief,  4 oz.  used.  After  j 
ten  minutes'  inhalation  patient  vomited  twice,  then  btcame  ; 
very  weak  and  [lerspired  profuseiy.  Kallied  and  ether  inhaled  I 
for  ten  minutes  more.  Examination  of  limb  undertaken,  | 
but  the  patient  seemed  conscious  and  screamed.  His  lips 
became  purple  and  his  breath  panting.  Patient  was  then  given 
water  with  vinegar,  and  subsequently  whi«ky.  but  he  drank  very 
little.  Seemed  choking.  Water  was  then  thrown  on  his  face, 
and  powerful  means  for  resuscitating  him  employed  for  20 
minutes.  Death  imputed  to  iidialation  of  ether,  but  also 
ascribed  to  extreme  nervous  susceptibility.  The  patient  was 
clearly  not  completely  under  the  influence  of  the  ether.  In  this 
case  the  method  was  a bad  one,  and  the  effect  of  shock  upon 
a diseased  system  was  in  no  way  obviated  by  the  imperfect 
ana-sthesia.  Post-mortem:  Ilium  fractured  in  several  places; 
heart  normal,  except  for  external  covering  of  fat  ; lungs  high'y 
congested.  Patient  corpulent  and  a hard  drinker. 

2. — Male,  aged  55.  Died  instantaneously  after  inhalation. 

3-4.— The  recorder  of  these  cases  says  : Decided  cases  of  death  from 

inhaling  ether." 

5.— Female.  Respiration  failed  before  the  pulse.  Voluntary  respiration 
ceased,  countenance  became  livid,  pulse  rapid  ; was  carried  to 
a window,  but  at  end  of  20  minutes  was  dead. 

6-7. — No  particulars. 

8-15. — No  particnlar.s. 

16. — No  particulars. 


* Ana'stlietics,  p.  362. 


17. — Without  hsrmorrbage,  but  extreme  muscular  relaxation,  coma, 

exhaustion,  intermittent  pulse. 

18.  — Female,  aged  40.  Removal  of  urethral  polypus  and  two  sebaceous 

cystic  tumours  on  head.  30  grammes  (under  1 oz  of  ether  u.scd). 
Ana^ethesia  Incomplete;  ether  not  pushed  further,  becan.se 
stage  of  excitement  did  not  come  on,  and  coldness  and  slowness 
of  pulse  were  present.  When  operation  completed,  coldness 
increased,  with  clammy  sweats,  convvdsions,  and  foaming  at 
mouth.  Attack  passed  away,  but  soon  returned— more  inlen.se. 
After  fourth  attack  patient  died  from  eclampsia,  attributed  to 
etherisation.  Had  previously  been  subject  to  epileptic  vertigo. 

19. — Female,  aged  48.— Correcting  deformity  of  foot.  Pulse  and  respira- 

tion failed  together.  Breathing  failed,  face  pale,  pulse  ceased  ; 
revived  once,  but  relapsed  and  died.  Syncope  from  general 
debility.  Post-mortem:  Tubercle  in  left  iileura,  spinal  cord, 
and  hip- joint.  Patient  of  delicate  constitution.  Ether  employed 
of  more  than  62  degrees  ; contained  no  foreign  substance  save 
3 per  cent,  of  w ater. 

20. — For  excision  of  superior  maxilla.  Respiration  failed  first.  Early 

in  operation  respiration  ceased,  and  patient  died,  in  spite  of  all 
effortsat  resuscitation.  Death  probably  only  partially  influenced 
by  ether. 

21 —Male,  aged  70.  Reduction  of  fracture.  Respiration  failed  lir.st. 

Breathing  became  feeble  and  irregular  ; etherisation  suspended. 
In  4 or  5 minutes  respiration  and  pulse  became  better.  Ether 
re-administered;  bad  symptoms  returned,  and  pupils  became 
dilated.  Heart  still  beating,  but  attempts  to  resuscitate  of  no 
avail.  Patient  suffering  from  fracture  near  (rochanter  of  18 
days'  duration,  and  from  pnenmonia. 

22. — Male,  aged  84.  On  cancerous  gland  under  jaw.  I’nderwcnt 
operation  quite  satisfactorily,  with  no  failure  of  pulse,  the 
carotid  artery  (left  side)  having  been  compressed.  He  xvent 
to  bed  and  never  became  actually  conscious,  though  was  able 
to  leave  bed  to  pass  urine;  sank  into  state  of  coma;  was 
treated  with  mustard  plasters  on  calves  of  legs  and  enema  of 
turpentine.  Could  not  swallow  food,  and  wa-s  fed  by  stomach 
tube.  Had  several  convulsive  seizures.  Died  40  hour'-  after 
operation  with  cerebral  .symptoms,  but  post-mortem  revealed 
no  lesion  of  brain  whatever,  excei>l  cyst  connected  with  old 
tucmorrhagic  clot  on  right  side,  where.as  the  spasmoilie 
seizures  he  suffered  from  were  on  left  side  of  face.  Kitlneys 
both  granular,  right  more  so;  latter  small  and  eoniracled;  in 
its  pelvis  a calculus  with  moulded  conical  projections  on  one 
side.  Chest  not  examined,  but  no  symjitoms  from  heart  or 
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lungs.  Death  probably  due  to  excitement  of  ether  on  a senile 
and  degenerate  brain.  Had  taken  chloroform  very  well  for 
similar  operation  four  months  previously. 


23.  — Male,  old.  Respiration  failed  first  Had  undergone  operation, 

which  lasted  about  J hour  ; 5 hours  later  had  violent  attack  of 
dyspnoea  and  died.  Weak,  but  not  excessively  so. 

24.  — No  particulars  given. 

25. — Male,  aged  16.  Slight  operation.  Amyl  hydride  and  anhydrous 

ether,  4 dr.  [?  ether  for  local  ana'sthesiaj.  ? Pulse  failed  first. 
After  administration  commenced  alarming  symptoms  followed. 
Galvanic  battery  and  artificial  respiration  without  result ; also 
Nelaton’s  method  of  suspension  by  feet.  Syncope.  Post- 
mortem : Organs  healthy,  except  that  spleen  showed  com- 
mencing amyloid  degeneration.  Had  taken  chloroform  for 
similar  operation  twice  before  ; first  time  well  ; on  second 
occasion  alarming  symptoms  appeared. 

26.  — Male,  aged  51.  Removal  of  part  of  tongue  for  cancer.  Ether 

(lint  cone  covered  with  oil-silk).  Respiration  failed  first. 
Face  became  dusky  ; pulse  still  good,  but  respiration  shallow 
with  effort  to  expel  blood.  Screw  gag  (for  operation)  removed, 
tongue  pulled  out,  and  artificial  respiration  (Silvester's 
method).  Breathing  ceased,  though  pulse  kept  beating  some 
minutes.  Persistence  in  restorative  measures  for  j hour. 
Asphyxia ; blood  escaped  into  glottis  during  artificial  "respira- 
tion. Post-mortem ; Lungs  very  inflated,  greyish.  Fat  round 
heart;  right  auricle  collapsed,  containing  little  frothy  blood. 
No  blood  in  right  ventricle  ; walls  of  both  thin,  valves  healthy. 
Ounce  of  fluid  blood  in  pulmonary  artery.  Only  2 fluid  dr. 
of  blood  in  the  left  side  of  heart ; valves  healthy.  Endocar- 
dium extremely  red.  Aorta  contained  a little  dark  blood,  its 
endothelium  red.  In  the  trachea  was  a clot  of  blood  extending 
from  glottis  into  trachea  4 in.  by  in.  in  dimension.  Thin 
and  slightly  pallid  ; otherwi.se  looked  healthy.  This  is  a case 
which  perhaps  belongs  more  to  the  class  of  remote  deaths,  as 
the  asphyxia,  which  w’as  the  cause  of  death,  was  directly  due  to 
harmorrliage. 

27. — Male,  aged  69.  For  strangulated  hernia  of  3 days’  standing’ 

(Clover’s  inhaler)  2dr.  used.  Pulse  failed  first.  Respiration 
continued  for  short  time ; pulse  became  weaker,  and  finally 
stopped.  Silvester's  artificial  respiration  and  other  methods 
tried,  but  failed.  Collapse  from  shock.  A death  due  more  to 
sliock  than  to  ether. 

28. — Female,  elderly.  Removal  of  axillary  I umour  (about  40  minutes) ' 

ioz.  used.  Pulse  failed  first.  Pulse  in  radial  and  temporal 
arteries  ceased.  Hypodermic  injections  of  brandy  and  water 
given.  Patient  revived,  and  operation  jiroceeded  with.  No 
more  ether  given.  Patient  vomited,  .sank,  and  did  not  recover. 
Head  was  lowered,  and  4oz.  of  brandy  and  water  given  per 
rectum,  also  spirits  of  ammonia  (I  dr.).  Collapse  from  shock. 

29. — Female,  aged  48.  Removal  of  cancer  of  breast.  Pul.se  failed  first. 

After  a few  inhalations  patient’s  face  suddenly  became  turgid, 
and  hands  white.  Inhaler  removed,  tongue  brought  forward 
cold  water  dashed  over  face  and  chest ; rubbed  with  brandy  ; 
but  breathing  more  stertorous;  face  more  congested;  pulse 
failed;  effort  at  vomiting;  death.  Emphysematous  state  of 
lung.s  prevented  passage  of  blood  through  pulmonary  vessels. 
Right  .side  of  heart  overcharged  with  blooil,  and  being  degene- 
rate<l,  could  not  discharge,  its  contents.  Post  mortem  : Heart 
feeble  and  flabby,  with  fatty  degeneration.  Liver  firm,  but 
whole  of  upper  surface  attached  by  old  adhesions  to  under 
surface  of  diaphragm;  air  cells  of  lungs  dilated;  valves  of 
heart  healthy.  Dealh  also  attributed  to  failure  of  heart's 
action  and  impairment  of  functions  of  diaiibragm  through  its 
attachment  to  liver.  Patient  somewhat  nervous,  though  quite 
cheerful  before  operation. 

30. — Female.  Incision  of  os  uteri  for  dysmeuorrhiea.  On  towel.  Pulse 

and  respiration  failed  simultaneously.  Breathing  and  pulse 
failed,  and  patient  could  not  be  resuscitated. 

31.  - Male,  aged  74.  For  cataract.  \ lb.  used.  Coughing,  t hen  lividity 

and  cessation  of  breat  hing.  Resuscitativc.  measures  taken,  and 
respiration  re.stored  ; lividity  jiartly  disappeared,  and  heart’s 
action  became  stronger.  Operation  was  concluded.  Again 
respiration  ceased,  lividity  increased,  and  pulse  became  very 
w eak,  death  ensuing  in  spite  of  all  efforts  to  prevent  it. 

32.  — Male,  aged  50.  E.xamination  for  strangulated  hernia.  1.}  oz.  used. 

Respiration  failed  first.  Sudden  spasmodic  inspiratory  sound 
heard,  as  if  choking.  Tongue  drawn  forward,  but  respiration 
had  ceased,  though  pulse  beat  for  another  J minute.  Silvester's 
method  of  artificial  respiration  employed,  during  which  some 
fa-cal  matter  came  up  into  mouth.  These  efforts  made  for 
J hour,  but  proved  useless.  Many  circumstances  predis- 
posing dealh,  besides  administration  of  ether;  strangulation 
had  existed  4 days,  with  constant  vomiting  and  enfeebled 
circulation.  Post  mortem  : Heart,  left  ventricle  contracted  ; 
otherwise  healthy.  Lungs  congested.  Frccal  staining  of  teso- 
phagus  and  larynx,  but  no  fa'cal  matter  had  entered  lungs. 
Kidneys  slightly  granular. 

33. — Male,  aged  65.  For  injury  to  hip.  Sulphuric  ether  used.  Respira- 

tion failed  first.  After  taking  ether  for  15  minutes  iiatient, 
without  warning,  cea.sed  to  breathe.  Artificial  resiuration  used 
witboutr  success.  Postmortem:  Effusion  of  serum  beneath 
aracbnoiil,  with  thickening  of  that  membrane.  Valvular  lesions 
of  heart.  Cystic  degeneration  of  kidneys. 

34. — Female.  Extraction  of  tooth.  Not  i|uite  1 oz.  used.  “Paralysis 

of  heart.” 

35.  Male,  aged  66.  Opening  bowel  in  right  lumbar  region  fo>' 

obstruction  (10  minule.s).  1 oz.  used  in  Cloier’s  smalle'' 
inhaler.  I’atienI  showed  inclination  to  vomit,  and  ejected 
qmintity  of  brownish  fluid,  smelling  strongly  of  brandy.  Took 
one  deep  inspiration;  .seemed  inclined  to  Mimil  again;  sank 
back,  and  died.  .Artificial  respiral  ion  and  other  means  em- 
ployed ; result  only  one  short  gasp.  No  post-mortem.  Much 


difficulty  in  ascertaining  real  cause  of  death.  There  was  no 
obstruction  to  respiration  by  regurgitation  of  \ limit  into  larynx. 
(1)  Distention  of  bowel  may  have  interfered  with  descent  of 
diaphragm,  and  so  hindered  respiration ; (2)  asthenia,  owing 
to  abdominal  obstruction,  l.ungs  having  been  emptied  of 
air  through  vomiting,  i|uantity  of  blood  drawn  into  heart 
and  vessels  by  next  respiration  may-  have  brought  feeble  heart 
to  standstill;  (3)  “Ether  might  have  been  mixed  with  vomit 
containing  brandy,  which  would  increase  narcotising  power, 
and  increase  cardiac  depression.”  For  some  weeks  had  had 
symptoms  which  ended  in  complete  obstruction  of  bowel, 
either  in  lower  bowel  of  descending  colon  or  in  sigmoid 
flexure. 

36.  — Female,  aged  43.  Amputation  for  abscess  in  right  thigh,  with 

necrosis  of  femur.  Ether  on  sponge,  placed  on  towel  formed 
into  cone.  Respiration  failed  first.  An  incision  had  been 
made  down  to  the  femur,  when  the  respiration  and  pulse  w ere 
noticed  to  have  stopped.  Artificial  respiration,  brandy  )>er 
rectum,  and  nitrite  of  amyl,  and  carbonate  of  ammonia  applied, 
partially  restored  respiration  and  pulse;  but  very  shortly  the 
pulse  began  to  flicker,  and  then  gradually'  failed.  Artificial 
respiration,  gah  anism,  and  injection  of  5 minims  of  ammonia 
into  jugular  vein  also  unsuccessfully  tried.  Post  mortem  ; The 
lungs  were  not  materially  affected,  and  the  heart  was  normal. 
Her  condition  was  bad.  Broken  down  by  continued  suffering, 
em.aciated,  unable  to  take  food,  and  frequently'  vomiting.  The 
abscess  followed  delivery,  and  was  associated  with  necrosis  of 
part  of  the  femur. 

37.  — Male,  aged  53.  Removal  of  large  tumour  on  chest.  21  oz.  used 

in  Clover’s  smaller  inhaler.  Pulse  failed  first.  Livid  pallor 
overspread  face  of  patient;  breathing  undisturbed;  but  pulse 
became  faint,  and  at  last  imperceptible.  Brandy,  lowering  of 
head,  &c.,  tried  with  no  effect.  Drew  last  breath  10  or  12 
minutes  after  completion  of  operation.  Syncope  from  surgical 
shock.  Post-mortem.  The  operation  had  been  severe. 

38. — Male,  aged  61.  For  strangulated  inguinal  hernia  Pulse  failed 

first.  Pulse,  became  imperceptible,  and  finally  respiration 
ceased,  'i  Syncope  from  shock.  Post-mortem : Heart  sub- 
stance slightly  fatty  ; cavities  nearly  empf  y ; no  clots.  Imngs 
emphysematous,  posterior  parts  gorged  with  blood.  Had  been 
delirious  during  preceding  nigbf  . Pulse  iiregular  and  very 
feeble,  and  he  had  constant  vomiting. 

39— Male,  aged  47.  Lumbar  colotomy  for  intestinal  obstruction. 
Clm  er’s  smaller  inhaler.  After  inhaling  ether  (or  10  minules 
became  livid,  and  never  rallied.  Before  taking  aiuesthetic  was 
in  state  of  profoundcollap.se;  belly  tumid,  resiiiration  shallow , 
pulse  feeble,  'i  Syncope,  from  sliock.  Post-mortem  2 hours 
after  death  ; Effects  of  former  catarrhal  pneumonia  observed. 
Right  side  of  heart  dilated,  containing  post-mortem  clots. 
Concentric  hypertrophy  of  left  ventricle,  which  was  contracted. 
Post-mortem  clot.  No  fatty  degeneration. 

40._Fcmale,  aged  26.  For  tilirous  ankylosis  of  hip.  2-3 oz.  used. 
Operation  concluded,  but  patient  did  not  rally  from  amestbetic, 
and,  in  spite  of  stimulants,  died  li  hours  after  etherisation. 
? Shock.  Post-mortem  appearances  nil. 

41 —Male,  aged  55.  Ruptured  urethra.  “Ether  pneumonia.”  Post- 
mortem made  ; details  not  given. 

42. — Female,  aged  6.  Tracheotomy  for  diphtheria.  1 oz.  on  cage 

inhaler.  Respiration  failed  first.  Before  operation  was  begun 
breathing  suddenly  ceased.  Artificial  re.spiration  at  once  tried  ; 
patient  gave  one'  gasp ; artificial  respiration  prolonged,  but 
useless.  Heart  beat  feebly  2 minutes  after  breathing  failed. 
Failure  of  respiration,  when  respiratory'  powers  already  over- 
taxed by  laryngeal  diphtheria  Patient  somewhat  mentally 
deficient,  and  of  delicate  habit. 

43. — Male,  aged  45.  Reduction  of  hernia  (inguinal).  Pulse  and  respira- 

tion failed  together.  Pulse  and  respiration  suddenly  eeased. 
Prompt  and  active  efforts,  hut  no  return  to  vitality.  Syncoiie. 
Post  mortem  : kidnevs  granular,  contracted.  Heart  dilated, 
slight  hypertrophy,  little  fluid  clot.  Pleura  covering  left  lung 
thick.  Capsules  o'f  liver  and  spleen  tMck  and  opaque. 

44. _],'eniale,  aged  50.  Removal  of  tumour  from  lower  jaw.  Respira- 

tion failed  first.  Patient’s  breathing  became  embarrassed; 
she  seemed  to  suffer  from  shock  eonsequent  on  operation.  All 
usual  means  to  restore  life  failed.  Asphyxia ; for  at  post- 
mortem, cancerous  deposits  found  in  liver  and  Rings,  deposit 
in  Inng  accounting  for  difficulty  of  respiration.  Patient’s 
condition  as  revealed  by  post-mortem  not  foreseen,  or  operation 
would  not  have  been  attempted. 

45. — Male,  aged  48.  On  middle  finger  of  right  hand.  Re.spiration 

failed  first.  Before  patient  fully  anffisthetised  he  suddenly 
ceased  to  breathe.  Artificial  respiration  used  without  avail. 
“Death  from  .syncope”  (verdict  at  inquest);  but  far  more 
probable  death  eonimenced  from  lungs,  and  was  caused  liy 
asphyxia.  Patient,  miller  by  trade,  and  emphysematous,  and 
so  easily  affected  by  ether. 

46. _Female,  aged  50.  Removal  of  sloughing  fibroid  polypus  uteri 

(1  bour  25  min.).  Respiration  failed  first.  During  opi’ration, 
heart  weak,  and  required  brandy  three  or  four  times  to  rally 
its  power.  Five  minutes  after  operation  patient,  suddenly 
gasped,  and  eeased  breathing,  carotid  pulse  st.ill  beating  firmly. 
^Measures  employed  were  art.ilicial  respiration  and  gali'anisin, 
also  holiling  head  downwards,  but  j'ush  of  blood  from  moutb 
and  nose  prevented  this.  Amyl  nitrite  to  nose,  and  three  drops 
of  solution  of  nitro-glycerine  (1  per  cent.) ; heart  eeased  about 
1 minute  after  respiration,  art ilicial  resjiiration  for  15  minutes, 
but  no  signs  of  life  No  signs  ol  asphyxia,  face  being  pallid, 
lips  bkinebed,  and  jugulars  not.  over  distended.  S\  neope  most 
prolialile  cause,  though  respiration  eeased  tlr.sl . Patient  was 
sulTering  from  lilood  poisoning  due  to  alisorpt ion  of  septic  pro- 
ducts from  decomposing  polypus.  Alt  hough  much  e.xbausted, 
and  sulTering  from  mitral  valvular  disease,  it  was  thought  right 
to  gi\  e chance  of  recovery  afforded  liy  operation. 
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47.  — Male,  aj^ed  53.  For  crush  of  rij'ht  hand,  compound  fracture  of 

forearm,  simple  fracture  of  humeruB,  and  fracture  of  third  rib. 
Respiration  failed  first.  Took  aiia'stlietie  badly,  breathin'^  feebly 
and  strugglinj'.  When  operation  nearly  completed,  breathing 
suddenly  ceased.  After  artificial  respiration  for  15  minutes 
patient  f)egan  to  breathe  and  feeble  femoral  pulse  could  be  felt, 
but  this  soon  ceased.  ? Syncope  or  shock.  Postmortem:  All 
organs  healthy,  except  that  right  kidney  contained  a cyst,  and 
that  there  was  a **  small  black  mass  ” inside  pericardium  Jit  root  of 
aorta.  The  severe  accident  a great  shock  to  the  central  nervous 
system.  Patient  could  liardly  be  said  to  be  healthy,  though  his 
organs  showed  no  gross  disease. 

48. — Male,  aged  12.  Excision  of  knee-joint.  Nearly  1 Ih.  Pulse  and 

respiration  failed  together.  After  operation  was  completed 
I)reatbing  became  faint,  and  pulse  disappeared  at  wrist. 
Measures  adopted  were  artificial  respiration,  hypodermics  of 
ether,  brandy,  and  ammonia,  faradisation  of  diaphragm  and 
slapping  extremities.  These  efforts  continued  for  45  raiiiiites. 
Tliere  had  been  no  vomiting.  Syncope.  Post-mortem  : All 
internal  organs  intensely  congested.  Heart  empty,  having 
stopped  in  systole.  No  mucus  in  larynx.  Patient  healthy, 
except  for  disease  of  knee.  Ether  used  was  Power’s  and 
Weightman’s.  I 

49.  -Female.  For  strangulated  umbilical  hernia.  Pulse  and  respira- 

tion failed  together.  Had  fit  of  vomiting.  Heart's  action 
ceased,  also  respiration  ; tracheotomy  performed  and  trachea 
sucked  out,  hut  life  was  extinct.  ? Asphyxia  or  cardiac  para- 
lysis. Had  weak  heart  at  beginning  of  operation.  ! 

50. — For  wounded  artery.  Pulse  failed  first.  Wounded  vessel  was  | 

exposed,  and  pulse  became  imperceptible  directly  incision  was  ; 
made  in  skin.  Operation  suspended,  some  restorative  given,  j 
pulse  again  felt,  and  operation  continued.  Pulse  stopped 
second  time,  respiration  ceased,  and  all  attempts  at  resuscita- 
tion useless.  Cardiac  paralysis,  from  excessive  action  of  ether  ; 
upon  heart,  enfeebled  from  loss  of  blood.  Death,  perhaps, 
might  have  been  averted  by  preliminary  transfusion.  Stout, 
healthy  man,  who,  in  use  of  pruning  knife,  accidentally  injured  > 
right  carotid  artery. 

51. — Old  woman.  Removal  of  tumour,  upper  jaw  (patient  in  sitting  j 

posture).  Pulse  failed  first.  Face  liad  become  soniewliat  livid  ! 
from  ether,  but  just  after  incision  made  in  skin,  pulse  stopped,  I 
and  heart’s  action  not  resumed.  Paralysis  of  heart.  I 

52-53. — Two  cases,  liemoval  of  tumours  of  neck.  ? Respiration.  Con-  I 
siderahle  embarrassment  of  respiration.  No  blood  or  vomited  I 
matter  to  account  for  death.  t 

34.— Male.  Reduction  of  double  incarcerated  scrotal  hernia.  Con-  I 
tents  of  hernia  forced  up  into  abdomen,  ami  patient  ceased  : 
to  breathe.  Post-mortem  sliowed  nothing  to  account  for  death,  1 
cause  of  death  being  attributed  to  fact  that  abdomen  was 
compelled  to  received  more  than  it  was  accustomed  to,  and  thus 
action  of  diaphragm  interfered  witli.  Avery  doubtful  case  as 
far  as  the  anaesthetic  is  concerned. 

55.  — Male,  aged  50.  For  removal  of  teetli  for  cancerous  growth  in 

gums  and  throat.  Pulse  and  respiration  failed  together.  One 
tooth  had  been  removed  when  breathing  became  bad  and  | 
pulse  failed.  Artificial  respiration  employed  without  success,  I 
and  every  means  likely  to  restore  animation  used.  Syncope.  ' 
No  sign  of  disease  in  lieart  or  lungs  to  forbid  use  of  ether. 
Had  h(^eu  an  habitual  smoker.  “ Saliva  swallowed  of  poisonous 
nature."  Was  weak  from  tlic  exhausting  nature  of  malady. 

56.  — Female,  aged  43.  On  fibrous  tumour  of  uterus.  Ether  given  ' 

in  cone.  Respiration  failed  first.  Great  care  taken  in  ad- 
ministration, as  patient  was  weak  from  previous  iuemorrhage.  I 
Patient  had  large  goitre  which  became  larger  during  inhala- 
tion. Whistling  sound  noticed  in  breathing.  Just  before 
operating,  breathing  ceased,  face  very  livid.  Pulse  regular. 
Tongue  pulled  forward  and  artificial  respiration.  Silvester’s 
method  used,  as  breathing  did  not  return;  traclieotomj'  per- 
formed and  large  tube  inserted  for  artificial  respiration.  This 
was  successful  foi-  a short  time,  but  eventually  failed.  Acatheter 
was  passed  down  tlie  tracheal  tube  to  infiate  lungs,  but  in 
vain.  Pulse  was  regular  for  some  long  lime,  but  at  last 
ceased.  “ Epileptiform  spasm  of  respiratory  muscles  ” induced 
probably  by  frigid,  and  causing  asphyxia.  Post  mortem  : calibre 
of  trachea  somewhat  diminished  by  projection  of  goitre  back- 
wards. Lungs:  no  pleural  adhesions,  pale;  structure  normal. 
Heart  healthy,  decolorised  clot  in  right  ventricle,  black  clot 
and  Huid  blood  in  ventricular  cavity.  Other  organs  healthy 
except  uterus.  Patient  liad  lost  a good  deal  of  blood  and  was 
heconnng  weaker. 

57.  -Female,  aged  62.  Exjjloratory  puncture  of  uterine  fibroid. 

“Syncope  under  ether."  Hajmorrhage  into  peritoneal  cavity. 

58. — Relief  of  inguinal  hernia.  Respiration  failed  first.  Became 

cyanotic  and  lespiratiou  ceased  ; 5 minutes  after  breathing 
stopped,  pul.^e  76  and  strotig.  Tongue  pulled  forward  and 
artificial  respiration  employed,  with  no  avail.  Post-mortem  : 
No  air  in  heart,  in  great  vessels  of  trunk  or  large  vessels  of 
brain.  Aorta  and  branches  atheromatous  and  calcified.  Ab- 
dominal aorta  with  large  calcareous  plate.  Ophtliahnic  artery 
twice  usual  size  and  atlieromatous.  Heart  enorm<uisly  hyper-  ^ 
trophied,  weighing  31  o/.s.  Left  ventricle  thickened;  n'liti-al  ’ 
valve  ossified,  with  calcareous  plates  at  base.  Aortic  semi- 
lunar valves  also  ossified  about  base.  Aortic  oriHce  might  well 
liave  been  closed  by  valves,  but  mitral  could  not.  Left  lung 
odematous. 

59. — No  particular^. 

60. — Boy.  For  bronchoccle.  No  particulars. 

(U.  -Male,  aged  62.  Reduction  of  iUslocation  ol'  shoulder.  Orinshy’s 
inhaler.  Pulse  failed  Hist.  After  Ihc  operation  Ihc  nMluclimi  1 
was  found  not  satisfactory.  To  complete  it,  the  inhaler  was 
replaced  on  the  patient’s  *face  without  any  fresh  ether  in  it.  | 
After  completion  and  removal  of  bag,  pallor  and  feeble 


breathing  came  on.  Measures  used  were  the  hypodermic 
injection  of  brandy,  artificial  respiration,  drawing  forwards 
of  tongue,  and  bittery.  Death  from  fatty  lieart  combined  with 
bronchitis  and  emphysema.  Post-mortem  : Lungs  emphyse- 
matous and  congested;  bronchitis  with  (juantity  of  inumis  in 
tubes;  in  lower  lobes  not  much  air,  in  upper  part  more  (rdema; 
trachea  congested  with  frothy  secretion.  Heart  fia(.*cid,  right 
ventricle  and  auricle  occupied  by  soft  coagulum,  great  iiierease 
of  fat  on  surface  of  same  and  very  little  muscular  tissue,  which 
at  apex  had  nearly  disappeared,  valves  sliglitly  thickened, 
-pericardium  adherent.  Death  thought  to  be  caused  by  “shock 
of  reduction  during  semi-narcosis.”  (See  Thk  Lanckt,  Feb,  14, 
1885,  p.  316.) 

^2. — Female,  aged  20.  For  opening  emiiyenia  for  drainage.  2 oz.. 
used.  Pallor  and  unsatisfactory  bfeatbing.  Patient  was  laid 
down;  pulse  at  wrist  imperceptible.  Ammonia  applied  to 
nostrils  and  prolonged  efforts  at  artificial  respiration  of  no  avail. 
Syncope  caused  by  (1)  patient  sitting  uj)  for  operation;  (2) 
nausea,  and  therefore  cardiac  depression,  due  to  incomplete 
anesthesia ; (3)  shock  by  introduction  of  needle. 

63.  — Female,  aged  40.  For  pyaunia,  abscess  in  knee-joint  and  pelvis. 

^ oz.  used.  Respiration  failed  first.  Respiration  suddenly 
ceased.  Immediate  and  vigorous  attempts  taken  to  restore 
breathing  by  artificial  means,  but  no  recovery.  Syncope. 

64. — Male,  aged  58.  Empyema  (17  minutes).  Pulse  and  respiration 

failed  together.  Tur  first  17  minutes  breathed  well.  Ether 
then  discontinued.  About  15  minutes  later  pulse  and  breathing 
began  to  fail.  Seemed  to  die  from  a kind  of  syncope.  ? Syncope. 
No  post-mortem  allowed. 

65. — Female,  aged  10  Sounding  bladder.  I’ulse  failed  first.  After  a 

few  inhalations  was  observed  to  he  very  pale.  Pulse  ceased, 
breathing  continued.  Artificial  respiration,  galvanism,  in- 
jections of  brandy  tried  in  vain.  No  post-mortem-  Much 
emaciated.  Seemed  to  be  suffering  from  tubercular  disease  of 
kidney. 

66. — Female.  Extraction  of  tooth.  After  operation  partly  recovered, 

but  then  lapsed  into  unconsciousness  and  died. 

67. — Female,  aged  50.  For  perineorraphy.  Immediately  after  operation 

pneumonia  set  in,  to  which  patient  succumbed.  Pneumonia. 
Post-mortem:  Fatty  lieart,  pulmonary  emphysema,  cbionie 
bronchitis  witli  chronic  nephritis. 

68. — Male,  adult.  Small  operation  in  mouth.  No  particulars. 

69.  — For  ha'morrhoids.  Respiration  failed  first;  stopped  suddenly. 

Heart  continued  beating  some  time  after  respiration  ceased 
(I  hour).  Cerebral  embolism,  shock  of  operation,  or  excessive 
apprehension.  Post-mortem  : Long  standing  and  infiaminatory 
disease  in  brain  and  medulla  oblongata.  Lungs  collapsed. 

70. — For  abscess  in  neck.  Post-mortem:  Kidneys  diseased  through 

cystic  degeneration. 

71. — Male,  aged  46.  ^-me’s  amputation  of  tuhereulous  ankle  (about 

10  minutes).  Ether  (administered  after  J oz.  whisky  had  been 
given).  Respiration  failed  first.  In  a few  minutes  respiration 
faltered,  patient  beeanie  eyanosed  deeply,  Imt  this  passed  away. 
In  another  5 minutes  pulse  ceased.  Measures  adopted  for  re- 
suscitation were:  hypodermics  of  hrandy,  ether,  and  sulphate 
of  atropine,  application  of  nitrite  of  amyl  to  nostrils,  artificial 
respiration,  depression  of  liead  and  shoulders — with  no  efTect. 
Syncope.  Post-mortem  : No  rigor  mortis:  body  well  nourished. 
Lungs  small:  left  pleura,  few  adhesions;  right  pleura,  many 
adhesions.  Heart  hypertrophied,  pericardium  everywhere  ad- 
herent, coronary  arteries  of  small  calibre,  slight  atheroma  of 
aorta,  mitral  valve  stenotic,  and  spleen  enlarged.  Kidneys: 
left  atrophied,  capsule  adherent;  markings  indistinct;  scle- 
rosis above  pyramids;  pelves  filled  with  ta  . Right  kidney 
same,  both  surrounded  by  thick  layer  of  fat.  Most  striking 
revelation  was  complete  adherence  of  both  surfaces  of  peri- 
cardium ; the  heart  mhs  so  fettered  that  it  could  not  respond  to 
the  unusual  strain  thrown  upon  it.  Was  suffering  from  tuber- 
culous ilisease  of  tarsus  of  one  foot.  Geneial  appearance  of 
patient  had.  Aortic  and  mitral  systolic  murmurs,  and  heart 
sounds  feeble.  Urine  contained  moderate  amount  of  albumen. 
I’atient  very  nervous.  Rather  more  struggling  than  usual, 
which  closely  preceded  failure  of  pulse.  Heart  in  eondit  ion  to 
suffer  permanent  arrest  of  function  upon  any  strain  ; and  any 
mental  or  physical  excitement  would  have  been  too  much  for 
it.  “If  more  than  ordinary  care  had  been  exercised  to  ipiiet 
patient’s  nervousness,  the  feeble  heart  might  have  emerge«l 
from  its  ordeal.”  SquiblLs  ether  fortior  lused. 

72.  — Male.  On  throat.  Pat ient  was  suffering  from  cystic  degeneration 

of  kidneys. 

73. — Male,  aged  8.  “Caseous  glaiuls.  (I'klcina.”  Ether.  Pulinoiiarv 

complications.  Post-mortem  made,  but  no  particulars  given. 

74. — Male,  aged  20.  Scraping  away  granulations  and  opening  sinuses 

in  abscess  of  left  leg.  Clover’s  inhaler  used.  Pulse  proliably 
failed  first.  During  operation,  after  breathing  normally  several 
times,  deceased  moaned,  turned  pale,  ceased  breathing.  At 
same  time  pupils  dilated.  Tongue  drawn  out  with  forceps, 
and  artificial  respiration  begun.  Chest  slapped  with  wet  towel. 
Hy]>odermic  of  ether  and  tirainly.  Battery  applied,  and  arti- 
ficial respiration  kept  uj»  hour.  All  these  measures  were  with- 
out avail.  Syncope;  not  failure  of  respiration.  Post-mortem; 
Layer  of  fat  over  chest;  muscles  paler  than  natural.  Lungs 
healthy,  hut  some  ohl  adliesions  in  riglit  pleural  cavity,  lieart 
covered  witli  fat,  especially  at  apex,  right  side  dilated  ami  full 
of  blood,  left  empty  and  contracted,  walls  of  right  ventricle 
thin,  valves  healthy,  heart-  niubclc  pale  and  soft,  micro- 
scoi>ically  showing  fatty  degeneration.  Patient  stout,  flabby, 
rather  an.'cinic.  Had  lieeii  always  healthy  before  suffering 
from  abscess,  which  was  chronic.  After  admission  to  liospital 
two  other  absces.ses  opened  ; one  under  cbloroforin,  other  under 
nitrous  oxide.  Passed  through  both  operations  successfully. 
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76. — Female,  aged  44.  For  cancer.  Pulse  failed  first.  Sudden 
stoppage  of  pulse.  Everj'  means  of  artificial  respiration 
tried,  but  deatli  took  place  in  less  than  a minute  Operation 
not  begun.  Patient  not  completely  aniesthetised.  Syncope 
Heart  examined  prior  to  administration  and  found  to  be  sound. 

76. — Male,  aged  46.  For  relief  of  over-distended  bladder.  Clover’s 

inbaler.  Pulse  failed  first.  Before  operation  commenced 
pulse  suddenly  became  very  feeble,  hardly  perceptible  at  wrist ; 
lips  pale,  breathing  gasping,  pupils  normal.  Measures  re- 
sorted to  were  : Drawing  out  tongue,  stimulation  of  cardiac 
area  and  chest,  artificial  respiration  for  { hour;  but  pallor 
increased,  and  death  took  place.  ? Syncope.  No  post-mortem 
allowed.  Hard  drinker.  Had  had  tight  stricture  of  urethra 
for  8 mouths,  and  had  refused  treatment.  Heart  hyper- 
trophied, double  aortic  and  mitral  murmurs  could  be  heard. 
Pulse  feeble  and  irregular.  Chest  barrel-shaped  from  em- 
physema Bladder  enormously  dilated,  and  urine  dribbling 
away.  Penis  and  scrotum  sw'ollen,  and  almost  gangrenous 
from  extravasation  Would  hare  no  operation  without 
anesthetic. 

77. — Female,  aged  41.  Kemoval  of  intra-uterine  fibroid  (i  hour). 

Pulse  probably  failed  fiist  25  minutes  after  anesthetisation 
it  was  noticed  that  the  heait  was  acting  feebly.  About 
5 minutes  later  death  supervened.  Artificial  respiration  main- 
tained for  1 hour,  a few  weak  respiratory  efforts  made  after 
heart  stopped.  Hypodermic  of  tincture  of  digitalis  (10  minims) 
and  nux  vomica  (10 minims)  also  given.  Heart  failure.  Patient 
was  very  anscmic,  but  heart,  lungs,  and  kidneys  were  in  good 
condition.  Had  had  ether  twice  before  for  similar  operations. 
One  teaspoonful  of  aromatic  spirit  of  ammonia  and  a table- 
spoonful of  brandy  were  given  i hour  before  anscsthetisation. 

78  —Male,  aged  50.  For  tumour  in  side.  Heart  examined  before 
administration  and  nothing  abnormal  detected. 

79.— Male,  aged  56.  Keduction  of  fracture  of  tibia  and  fibula.  Pulse 
failed  first.  After  operation  had  been  successfully  performed, 
heart  suddenly  ceased  beating,  then  respiration  stopped  and 
patient  died.  Heart  ceased  beating  3 minutes  after  cessation 
of  administration  of  ether.  ? Syncope.  Post-mortem  : Lungs 
much  engorged  ; flabby  heart  and  fatty  liver.  Was  a drunkard. 
After  admission  on  account  of  fracture,  suffered  from  deliiium 
tremens  for  10  days.  Operation  then  undertaken. 

Deaths  remotely  due  to  the  Administration  of 
Ether. 

As  in  the  case  of  chloroform  so  in  that  of  ether,  a certain 
number  of  fatalities  have  occurred  while  ether  was  being 
administered,  or  after  its  exhibition,  which  have  been  attri- 
buted to  its  effects,  immediate  or  remote. 

'I'liese  “ remote  deaths.”  as  we  may  term  them  tor  the  sake 
of  brevity,  have  been  recorded  as  of  about  equal  frequency 
in  ho.spital  and  private  practice.  The  deceased  have  been 
of  ages  ranging  from  8 to  72  years,  but  most  were  over  35, 
and  more  fatalities  have  been  recorded  among  women  than 
men. 

Kecords  have  reached  us  from  various  parts  of  England, 
from  France  and  Spain,  but  most  instances  come  from  the 
United  States,  where  this  amesthetic  is  used  perhaps  more 
largely  than  elsewhere. 

The  pulse  appears  to  have  failed  either  after  the  ces.sation 
of  respiration  or  simultaneously  with  it,  although  instances 
are  recorded  in  which  primary  failure  of  circulation  is  said 
to  have  occcurred. 

Operations  with  which  Remote  Deaths  were 
Associated,  etc. 

Amputation  of  arm,  of  finger  : about  abdomen  : hernio- 
tomy. lumbar  colotoray.  ovariotomy  ; extirpation  of  vaginal 
glands;  for  empyema;  removal  of  tumour  from  upper  jaw  ; 
plastic  operation  on  upper  lip  ; castration  ; forcible  move- 
ment of  joints  ; operations  about  rectum  ; removal  of  teeth.  I 
With  the  possible  exceptions  of  the  two  operations  for  the 
relief  of  empyema,  and  of  the  operations  for  the  removal  of 
the  maxillary  tumour,  none  are  operations  which  would  be 
regarded  as  rendering  the  use  of  ether  fraught  with  especial 
danger  or  difficulty. 

Of  Predi.sposing  Causes  for  such  casualties  we  have  but 
few  records.  Only  one  individual  is  specially  mentioned  as 
having  been  intemperate  ; pulmonary  emphysema  is  recorded 
in  two  cases,  and  several  more  cases  are  mentioned  in  which  ; 
bronchial  inflammatory  conditions  of  the  lungs  complicated 
the  operation.  Vomiting  occurred  on  tliree  occasions,  and  j 
was  probably  the  immediate  cause  of  death.  i 

The  Causes  Assigned  for  Death  were:  asphyxia,  cither 
simple  or  mechanical,  as  in  the  ca.ses  in  wliicb  mas.ses  of  i 
food  or  vomit  entered  (he  air  pa.s.sages  and  produced  sufl'oca-  i 
lion  ; a case  in  which  broncliitis  supervened  and  proved  fatal  j 
in  a week  ; ledema  of  tlie  lungs : congestion  of  lungs  ; 
pneumonia  ; cerebral  limmorrhage  ; surgical  liasmorrhage  ; | 


ileo-colitis  following  rectal  etherisation ; cardiac  syncope 
(3  weeks  after  taking  the  ansesthetic). 

The  Methods  of  Administration  were  : a sponge  contained 
in  a folded  towel ; a sponge  in  a bladder  ; Allis’s  inhaler  ; 
Ormsby’s  inhaler ; Squibb’s  inhaler  ; an  extemporised  appa- 
ratus for  rectal  anmsthesia. 

The  Measures  Adopted  for  Resuscitation  were  simply  the 
employment  of  artificial  respiration,  the  adoption  of  the 
dorsal  decubitus,  stimulation  of  the  prajcordium  by  hot  water 
and  the  internal  administration  of  stimulants. 

The  Facts  Elicited  by  Post-mortem  Examination  may  be 
summarised  as  follows  : —Circulatory  System,  distension  of 
right  side  of  heart ; clot  in  coronary  artery  (said  to  have 
1 been  3 weeks  old) ; fatty  conditions  of  the  heart  in  3 cases. 

! Pulmonary  System  : inflammation,  recent  in  one  case  ; lobar 
I pneumonia  ; engorgement  and  inflammation  of  lungs  ; foreign 
bodies  in  air  pa.ssages — vomit,  food,  blood,  pus,  &c.  No 
renal  lesions.  In  one  case  cerebral  hemorrhages  are  noted 
with  extensive  atheroma  present. 

Series  d.  No  cases. 

Series  B. 

j 1.— Male,  aged  50.  The  patient  gradually  sank  and  died  4 hours  after 
operation. 

2-5. — Three  males  and  one  female.  In  each  of  these  cases  death 
occurred  3 hours  after  operation  ; but  no  particulars  are 
given. 

6.— Female,  aged  8.  Extraction  of  teeth  (20  minutes).  Patient 
vomited,  but  ether  resumed,  when  she  vomited  again.  The 
face  became  livid;  was  “black  in  the  face.”  She  was  laid  on 
the  floor,  the  tongue  drawn  forward,  and  artificial  respiration 
by  Marshall  Hall’s  method  commenced.  She  ceased  breathing 
after  a few  efforts  at  respiration.  Asphyxia  was  stated  to  be 
the  cause  of  death.  Post  mortem:  “Mass  of  undigested  liver 
firmly  impacted  in  rlma  glottidis.”  Was  highly  nervous.  Had 
no  organic  disease.  Every  care  used  in  gi\  ing  ether,  and  tliere 
was  a due  admixture  of  air.  Patient  had  taken  no  meal  for 
some  hours.  Ether  quite  pure. 

7.  — Female,  adult.  While  lying  on  back  under  the  ether,  vomited 

and  some  of  the  vomit  getting  into  trachea  killed  her, 
Asphy.xia. 

8.  — Female,  aged  48.  Iridectomy.  2 oz.  given  in  Squibb’s  apparatus'. 

Inhaled  ether  and  passed  through  operation  well.  Five  minutes 
after  attempted  to  vomit,  and  became  cyanotic  and  unconscious, 
with  stertor,  and  great  perspiration.  Seemed  suffering  from 
cerebral  haunorrhage.  Improved  4 hours  later,  and  liecame 
conscious,  but  with  hemiplegia  of  left  side,  passing  urine  in- 
voluntarily. Next  day  before  midnight  symptoms  became 
more  serious,  and  death  occurred  next  raorniiig,  37  hours  after 
operation.  Cerebral  ha>morrhage  following  administration  of 
ether.  Post  mortem  : Large  hwinorrliagic  patch  under  arach- 
noid on  upper  surface  of  middle  portion  of  left  hemisphere 
Vessels  of  left  hemisphere  much  fuller  than  those  of  rigtit, 
with  numerous  capilliform  extravasations.  Large  clot  in 
right  lateral  ventricle,  corpus  striitum  and  optic  thalamus 
softened  and  broken  down;  small  lurmorrhage  in  left  lateral 
ventricle ; extensive  atheromatous  degeneration  of  \ essels  at 
base  of  brain.  No  other  organs  than  brain  e.xamined. 
Moderately  stout,  pale  complexion  ; complaining  of  no  previous 
sickness. 

j 9.— Female,  aged  35.  For  contracted  knee.  Ether  given  in  Ormsby’s 
inhaler.  Passed  through  operation  and  etherisation  with  no 
untoward  results,  but  hours  later  became  cyanotic  and 
pulseless  with  rales  all  over  thorax.  Symptoms  came  on  at 
2.45  P.M  : all  attemptt  to  rally  fruitless,  and  patient  died  at 
4.15  same  afternoon.  (Edema  of  lungs,  though  complete  re- 
covery from  ether  narcosis.  Post  mortem:  (Edema  of  mem- 
branes of  brain;  no  thrombosis  cf  pulmonary  artery.  Miart 
healthy,  with  little  blood  in  right  auricle.  Lungs  pale  and 
ledematous.  After  operation  was  carried  across  a court  in 
open  air  to  ward.  Whether  this  exposure  was  really  the  de- 
terminating cause  of  death  could  not  be  decided. 

10. — Aged  19.  (20  minutes.)  Operation  performed,  but  death  followed 

2 hours  later.  Post  mortem  : Bronchial  mucus,  pulmonary 
and  serous  effusion  found.  Had  contracted  chest,  and  lungs 
restricted  by  adhesions,  which  bound  them  down  in  all 
directions. 

11. — Male.  Amputation  of  finger.  Vomiting  ; part  of  vomited  inatler 

went  into  windpipe  and  lungs  causing  suffocation.  Windpipe 
opened  and  every  effort  made  to  save  life.  Asphyxia. 

12.  — Male.  Amputation  of  arm  (more  than  J hour)..  Respiration 

failed  first.  Great  difficulty  in  imiucing  ana'sthesia.  Opera- 
tion very  simple  and  very  rapid.  All  went  well  till  next  day, 
when  patient  began  to  cough  and  respiration  was  hurried. 
The  asphyxia  became  progressively  marked,  and  in  about  a 
week  the  man  oied  suffocated.  Cause  assigned  for  death  : 
asphyxia.  Post  mortem  ; No  lesion  of  any  organ  except  tliat 
the  lungs  w ere  very  vascular,  red,  and  inflamed.  No  hepatisa- 
tion  of  lungs.  The  wound  kept  tlie  same  appearance  from  the 
time  of  o|)ciat.ion  D)  death;  it  tliil  not  suppurate  nor  diil  it 
heal;  oidy  a little  serous  fluid  trickled  from  il.  The  patient 
w as  very  fat. 

13. — Male.  Amputation  of  leg  above  ankle-.ioint  : in.iured  by  gun- 

shot wound.  Ether  given  on  a sponge  in  cone  of  foldul  towel. 
I’lilse  failed  first.  Operation  was  being  performed  when 
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patient  became  cold  and  pulseless  and  sweated  profusely. 
Kespiration  ceased.  Measures  adopted  were;  artificial  respira-  ' 
tion;  brandy  (some  swallowed);  clothes  wrung  out  in  boiling 
water  to  region  of  heart.  Feeble  heart  sounds  could  be  heard, 
but  all  efforts  to  restore  animation  failed.  Shock,  probably  ; 
vot  ether.  (1)  Shock  of  gunshot  wound.  (2)  Of  entire  charge  1 
striking  one  part,  thus  being  equal  to  a bullet.  (3)  Of  ankle- 
joint  being  destroyed.  (4)  Of  operation.  Patient  probably 
commenced  to  die  when  limb  was  separated  from  body.  1 

14.  — Aged  55.  llomoval  of  tumour  fiom  upper  maxillary  bone. 

Ether  given  on  sponge  in  bladder.  Pulse  and  respiration  failed 
together.  During  operation  breathing  stopped,  no  pulse  at  | 
wrist  and  doubtful  whether  any  at  pra*cordial  region.  Arti-  j 
ficial  respiration  and  recumbency  of  no  effect.  Hemorrhage  | 
(Snow),  but  doubtful  whether  cause  was  not  combination  <)f 
suffocation  and  hsemorrhage  — (See  Snow's  Ana'sthetics,  p.  364.) 

15. — Male.  For  empyema.  Respiration  failed  first.  When  under  influ-  | 

ence  of  etner  patient  rolled  over  on  to  sound  side.  At  i 
once  great  difficulty  of  breathing  set  in,  pus  welled  out  of  : 
mouth,  and  patient  was  suffocated  by  accumulation  of  pus  1 
in  air  passages.  Asphyxia.  Post  mortem;  Besides  pus  in  i 

pleura,  numerous  fistulous  communications  between  bronchi  ! 

and  pleural  cavity,  the  pus  having  found  its  way  from  the  j 

latter  into  the  former.  Ether  regarded  as  bad  anccsthetic  for  | 
empyema  because  it  exercises  its  lethal  influence  first  on  the  : 
lungs  and  causes  large  accumulation  of  mucus  in  throat,  and 
botii  these  conditions  unfavourable  to  patient  who  has  only  ' 
one  lung  to  lose.  \ 

16.  — Female,  aged  54.  Reduction  of  dislocation  of  shoulder.  Ethef  j 

(Squibb's),  6 oz,  used.  After  operation  and  return  to  con-  ^ 

fciousness — five  minutes  after  operation — patient  drank  some  1 
water ; 1^  hours  later  was  found  cyanosed  and  dying.  Active 
stimulating  treatment  applied,  but  patient  died  in  another  half- 
hour.  Congestion  of  lungs.  Post  mortem:  One  kidney  ' 

slightly  fatty  and  lungs  deeply  congested ; congestion  set  up  by 
ether-vapour,  and  here  rapidly  fatal.  Patient  well  nourished. 
Heart  and  lungs  sound. 

17.  — Female,  aged  45.  For  pleural  effusion.  Respiration  failed  first- 

When  about  a pint  of  effusion  had  been  withdrawn,  face 
became  livid,  breathing  irregular  and  gasping.  Was  revived  | 
with  difficulty,  but  seemed  to  quite  recover.  Dyspmea  and  j 
lividity  returned  and  patient  died  asphyxiated.  Asphyxia  from 
heart  clot.  Post  mortem  : Fatty  heart,  white  clot  extending  [ 
from  right  auricle  into  pulmonary  artery.  Cancerous  pleuritis 
and  peritonitis.  Had  taken  ether  successfully  for  same  opera- 
tion a month  earlier. 

18. — Female,  aged  49.  Carcinoma  of  large  intestine.  “Aspliyxia 

from  vomit  in  trachea  whilst  under  ether.”  Post-mortem  but 
no  particulars  given. 

19.  — Female,  ^ed  64.  Ovariotomy.  Respiration  appeared  to  fail  , 

first.  Took  aiursthetic  well,  but  12  hours  after  had  dyspmea  | 
and  died  with  congestion  of  lungs  17  hours  after  operation.  | 

20.  — Male.  For  anal  operation.  Bther  given,  in  large  quantit^l 

Pulse  failed  first.  Patient  took  ainostlietic  successfully  an^  | 
operation  was  performed,  but  three  weeks  later  was  found  dead  I 
in  bed,  in  full  rigor  mortis.  Syncope  in  cardiac  dyastole,  due  to  j 
thromi)osis  of  coronary  artery.  Post  mortem  : Heart,  left  side, 
especially  ventricle,  much  distended  with  liquid  blood;  right  \ 
cavities  less  loaded ; substance  of  heart  soft  and  flabby.  Left  . 
coronary  artery  obstructed  by  clot  of  blood,  aj^  about  three  I 
weeks,  formed  at  time  of  ether  administration.  Patient  active,  | 
vigorous,  and  in  good  spirits.  j 

21.  — Male,  aged  73.  For  relief  of  right  inguinal  hernia  (herniotomy  I 

performed).  Operation  lasted  25  minutes  ; cause  of  obstruc-  | 
tion,  square  piece  of  potato  swallowed  unmasticated,  patient 
being  toothless.  Wound  healed,  hut  ura-mia,  vomiting,  and 
stupor  came  on.  and  patient  died  10  days  later.  UrcCinia, 
induced  by  giving  ether,  which  was  tlie  primary  cause  of 
death  in  this  and  the  3 following  cases.  No  indication  of 
kidney  trouble  previous  to  operation.  “ Bther  counter- 
indicated  in  all  affections  impairing  integrity  of  renal 
function.” 

22.  — Female,  aged  43.  For  lumbar  colotomy  for  cancerous  stricture 

of  rectum.  Operation  performed,  patient  being  placed  on  her 
right  side.  Severe  chill,  high  fever,  and  pneumonia  of  entire  ■ 
right  lung  set  in,  to  whicR  patient  succumbed  4 days  after 
operation.  Colotomy  wound  had  healed  throughout  by  i 
adhesion.  Pneumonia  was  assigned  as  the  cause  of  death.  ! 
Post  mortem  : Dense  infiltration  of  entire  right  lung.  Suffered  ' 
also  from  chronic  bronchitis.  “Chronic  catarrhal  affections  of  , 
bronchi  of  aged,  and  perhaps  of  infants,  frequently  develop 
into  catarrhal  pneumonia,  terminating  in  death  of  the  usually 
enfeebled  patients  in  (luestion.” 

23.  — Male,  aged  60.  Castration  of  tuberculous  testicle.  Operation  per- 

formed; 3 days  later  chill  set  in,  followed  by  fever  and  pneu- 
monia. Wound  satisfactory.  Pulse  fluttering  and  frequent. 
Respiration  shallow  and  hurried,  patient  comatose.  Died  same 
day.  Pneumonia  was  assigned  as  to  the  cause  of  death.  Post 
mortem  : Lobar  pneumonia  of  riglit  lung  in  stage  of  bloody 
engorgement.  How  far  this  case  can  be  considered  due  to  the 
amrsthetic  seems  doubtful. 


26. — Male,  aged  45.  Restoration  of  portion  of  lower  lip.  Ether 
(Allis's  inhaler).  Respiratory  tract.  Small  bottle  per  reel  um 
(4  oz.),  only  ^ oz.  given.  After  patient  had  been  fully  ether- 
ised by  respiratory  tract  ana'sthetic  continued  by  conducting 
tube,  from  bottle  per  rectum,  bottle  immersed  in  water  at 
110'  to  120“  F.  Operation  finished  in  20  minutes.  Patient 
reacted  well ; 4 hours  later  only  complained  of  slight  discom- 
fort about  navel ; 8 hours  after  operation  went  to  closet ; re- 
peated this  four  or  five  times  betw'een  8 p.m.  and  12  p.m. 
Tlie  attendant  did  not  summon  house  surgeon  till  he  found 
patient  h«d  passed  some  hloody  fluid  in  bed.  ‘Patient  then  in 
* state  of  collapse,  and  died  at  3 P.M.,  15  liours  after  npera- 
ntion  Ileo-colitis,  with  harmorrhage,  caused  by  action  »)f 
ether  \apour  on  intestinal  walls,  or  sympathetic  ganglia  con- 
nected with  them.  Post  mortem  ; Lungs  : slightly  emphy- 
sematous, pleuritic  adhesions,  and  slight  hypostatic  congestion 
at  left  apex.  Heart : small  (juantity  of  fluid  in  pericardial 
sac;  valves  normal;  post-mortem  clot  in  right  ventricle. 
Liver:  large,  firm,  and  pale.  Spleen:  normal.  Kidneys: 
congested,  capsules  not  adherent.  Stomach : empty,  dis- 
tended with  gas.  Small  intestines:  upper  two-thirds  empty, 
lower  one-third  mucous  membrane  intensely  congested; 
organ  contained  fluid  resembling  blood,  and  few  blood  clots. 
Large  intestine  distended  with  gas,  and  contained  quantity 
of  blo.dy  fluid;  mucous  membrane  intensely  eongCvSted. 
Patient  of  intemperate  habits,  yet  in  fair  physical  condition, 
The  recorder  of  case  hitherto  thought  that  in  cases  of  rectal 
etherisation  no  danger  was  incurred  except  in  employing  too 
much  ether  in  too  short  a time,  but  was  now  forced  to  admit 
that  there  were  dangers  connected  with  it  which  could  not  he 
foreseen,  and  therefore  only  advised  its  use  in  very  prolonged 
operations  about  mouth  and  pharynx. 

Scries  C\  I. — Deaths  occurrinff  in  llosjntals. 

1 — Female,  50.  Colotomy.  Death  after  15  hours.  Acute  broii- 
chorrhu*a. 

2. — Female,  aged  58.  For  strangulated  hernia.  Ether  (Clover's). 
Heart  failed  before  respiration.  Syncope.  Post  mortem : 
Both  lungs  very  emphysematous,  clironic  bronchitis,  myocar- 
dium very  fatty,  straw'-eoloured  clot  in  right  ventricle  and 
pulmonary  artery,  other  cavities  empty.  Lunatic;  had  been 
asthmatic  for  j'ears  from  chronic  bronchitis  and  emphysema. 

3.  — Male,  56.  Exploratory  section  for  strangulated  liernia.  Death. 

after  vomiting,  from  being  moved  when  in  extremis^  and  a few 
inhalations  of  ether.  Patient  had  been  operated  on  a few  days 
previously  and,  as  just  .said,  was  in  extremis. 

4.  — Female,  35.  Amputation  of  breast,  two  minutes.  Pulse  failed  first, 

pulse  and  respiration  stopped  suddenly.  Syncope  A soft  and 
weak  pulse  and  aortic  regurgitation  had  been  noted. 

5.  — Female.  Removal  of  sloughing  fibroid.  Died  suddenly,  vomiting 

blood,  5 minutes  after  having  been  put  back  in  bed.  Operation 
undertaken  as  a last  resource. 

6 — Ether  given  per  rectum.  No  particulars. 

^.  — Female,  aged  32.  Removal  of  ovarian  cyst  without  adhesions. 
Ether  given  on  towel  rolled  into  cone.  Respiration  failed  first. 
Symptoms  at  first  favourable.  After  large  (juantity  of  fluid  had 
escaped  from  cyst,  and  cyst  grew'  smaller,  respiration  at,  once 
affected,  as  heart  and  lungs  occupied  less  cramped  (juarters. 
Respiration  grew  shallow  rapidly  and  in  2 minutes  had  ceased. 
Pulse  failed  and  ceased  soon  after.  Artificial  respiration  kept 
up  45  minutes  (during  which  time  cyst  was  removed  and  oi)era- 
tion  completed),  together  with  hypodermic  of  ether  and  brandy, 
sinapisms  to  extremities  and  pnecordium,  heat,  &c.  Respiration 
then  returned,  but  only  for  ten  minutes.  Death  caii.sed  by 
inhibition  of  respiration.  No  post  mortem.  Pos.sibly  nervous. 
Tumour  so  large  that  heart  and  lungs  were  much  crowded  out 
of  usual  area.i 

8. — For  ununited  fracture  of  inferior  maxilla.  Death  from  extreme 

weakness. 

9. — Male,  54.  Extraction  of  4 teeth  and  removal  of  portion  of  upper 

jaw-bone  for  caries.  Ether  given  (1  draelim)  from  an  inl»aler. 
Face  turned  blue.  Artificial  respiration  and  galvanism.  Die<i. 
Asphyxia  from  entrance  of  blood  into  air  passages.  Patient 
lying  on  his  back;  the  Iflood  gravitated  into  trachea.  Post 
ynortem  : N(»  blood  in  trachea;  fatty  heart. 

10.  — Male.  Circumcision.  Ether  from  inhaler.  After  completion  of 

operation  patient  vomited,  and  food  entered  trachea  ; a mass 
(lislo(iged  with  finger.  Laryngotomy.  Death.  Post  mortem  : 
Showed  a second  wedge  of  meat  impacted  low  down  in  the 
trachea.  Patient  ha<l  been  warned  not  to  eat,  and  stated  lie  bad 
not  done  so. 

11.  — Excision  of  enlarged  tonsil.  Ether.  Deejily  under  ; blood  collected 

ill  air  passages  producing  asphyxia. 


Scries  C\  J I, — Deaths  oecnrrinff  in  Private  Praeiiec. 

1.-  Female.  Ether  given  in  Ormshy’s  inhaler.  Asphyxiated  by 
inhaler.'* 


24. — Male,  aged  61.  Inguinal  colotomy  for  far-gone  cancer  of  rectum. 

4 days  after  operation  pneumonia  set  in  and  traversed  left  lung. 
Prostate  and  neck  of  tfladder  involved  in  cancerous  growth, 
causing  frequent  and  painful  micturition,  and,  finally,  cystitis 
and  pyelo-nephritis,  to  whieii  patient  succumbed  about  6 weeks 
after  operation.  The  wound  healed.  Profuse  purulent  bronchial 
secretion  noticed  up  to  time  of  death.  Pneumonia  complicated 
with  cyst  itis  ami  iiyelo-nepbritis. 

25. — Male,  aged  25.  Extirpation  of  inguinal  glands.  Fatal  pneu- 

monia set  in  day  following  operation.  Ihieumonia  was  the 
cause  assigned  for  death.  Before  operation  <lulness  over  ajiex 
of  right  lung  due  to  past  pleuro-pneuinonia  was  noted.  The 
affection  reappeared  on  same  side. 


2 — Male,  aged  19.  Thyroid  (removal),  30  minute-'.  Ether  (('lo\er’s 
inbaler).  Simviltaneous  failure  of  heart  and  respiration. 
Post  mortem : No  organic  disease  beyond  narrowing  and 
flattening  of  trachea  from  pressure.  Deaf-mute. 

3 —Sarcoma  on  side  of  chest  (removal).  Ether  (Clover's  inhaler). 
No  post-mortem. 


1 Danger  attributed  more  to  secondary  causes  tlian  L)  amesthetie. 

- Si*e  British  Medical  Journal,  July  iSth,  1882,  p.  103.  The  reporter 
says:  “At  the  time  of  death  1 regarded  it  as  one  of  asphyxia,  due 
to  the  inhaler,  and  the  condition  of  tlie  heart  confirms,  it  seems  to 
me,  this  view.” 
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UxTowARD  Cases  Occurring  During  the  Administra- 
tion ON  Ether. 

These  aie  the  ca.ses  in  which,  altliough  happily  a fatal 
termination  was  obviated,  yet  symptoms  arose  which  gave 
rise  to  grave  alarm  and  necessitated  resort  being  had  to 
measures  adapted  for  resuscitation. 

The  sexes  \vere  attacked  efjually,  the  ages  ranged  from 
2 to  70  years  ; the  women  affected  were,  as  a rule,  somewhat 
younger  tlian  the  males.  Of  the  reports  whicli  have  reached 
us  more  refer  to  private  than  to  tio.spital  practice. 

Records  of  untoward  cases  have  come  to  us  fi'om  various 
parts  of  England,  Germany,  and  the  United  States,  most 
being  derived  from  this  last  region,  where,  as  above  stated, 
ether  is  very  largely  given. 

Eaiuuee  of  Pulse  and  Respiration. 

In  most  cases  the  pulse  and  respiration  failed  together,  or 
respiration  ceased  before  cardiac  failure  ; but  in  very  many 
instances  no  record  was  kept  of  this  important  point. 

Nature  of  Operation. 

For  diseased  bone  ; for  removal  of  breast  or  abscission  of  a 
tumour  from  the  breast  ; upon  the  chest  to  secure  permanent 
opening  in  a case  of  long-standing  empyema  ; for  disloca- 
tions ; on  tlie  eye,  e.xcision  of  globe,  iridectomy,  on  eyelid  ; 
removal  of  submaxillary  glands : genito-urinary  tract, 

catheterism,  perineal  .section,  for  phimo.sis  ; on  neck,  scrap- 
ing tubercular  glands ; tracheotomy  ; for  examination  of 
diseased  hip  ; other  examination  ; in  four  cases  operation  not 
commenced. 

The  only  Predisposing  Cause  mentioned  in  the.se  cases  is 
the  occurrence  of  vomiting  in  three  patients,  and  a 
temperature  of  104°  F.  in  anotlier  ; intemperance  is  noted  in 
one  case.  Notes  are,  however,  in  some  instances  given, 
referring  to  the  state  of  the  patient’s  health  at  the  time  of 
the  occurrence.  Thus,  debility ; mitral  incompetence  ; 
extensive  valvular  disease  ; uterine  neuralgia  are  mentioned, 
and  in  one  case  we  are  told  that  there  was  extreme  excita- 
tion of  the  vascular  system  succeeded  by  collapse. 

Method  of  Administration. 

On  a towel ; on  a sponge  covered  with  flannel ; on  a sponge 
covered  with  leather  ; in  a cone  ; various  forms  of  inhaler 
the  make  of  which  is  not  specified  ; in  Ormsby’s  inhaler  ; in 
Clover’s  inhaler  ; by  the  rectum.  These  facts  are  of  especial 
value,  for  with  tlie  exception  of  the  two  inhalers  above 
mentioned  and  possibly  of  the  cone,  the  method  employed 
was  clearly  not  the  one  most  likely  to  achieve  rapid  and 
quiet  etherisation.  The  furious  struggling  and  distress  which 
accompanies  some  methods  of  exliibiting  ether  would  go  far 
to  account  for  many  of  the  “ untoward  systems  ” ascribed  to 
tlie  ether.  In  the  rectal  etherisation  no  mention  is  made  of 
the  use  of  the  anteceptor.  which  has  been  shown  to  be  so 
essential  for  the  safety  of  tliis  method. 

Method  Adopted  to  Effect  Resuscitation. 

The  following  measures  were  used  ; artificial  respiration  by 
various  methods  ; electrical  excitation ; inversion  of  the 
body  ; rolling  to  left  side  ; various  forms  of  stimulation, 
both  locally,  as  by  heat  or  cold  affusion  ; and  internally  by 
hypodermic  injections  of  atropin  ; rectal  injections  of  beef- 
tea,  a nd  brandy  ; inhalation  of  amyl  nitrite  sprinkled  on  lint  and 
held  to  the  nostrils  ; pulling  out  of  the  tongue  ; tracheotomy. 

Record  of  Cases. 

Series  .1,  None. 

Series  B. 

1.— Female,  aged  10.  Removal  of  wen  from  eyelid.  Ether  given  on 
cone.  The  nntowaril  symptoms  were  ; Bpileptiform  condition, 
with  complete  insen.siliihty.  Tlie  operation  was  performed. 
The  measure  for  re.suscilation  adopted  was  BU.siiension  of 
the  inhalation.  The  reporter  of  this  case  says:  “Condition 
alarming  in  appearance,  hut  has  never  within  my  knowledge 
had  any  serious  result."  The  patient  crying  violently  when 
cone  put  over  her  face. 


2.  — Female,  aged  16.  For  excision  of  eyeball.  Ether  given  in  a 

leather  inhaler.  Pulse  failed  first.  Pulse  from  beginning 
was  feeble,  and  grew  imperceptible ; respiration  became  very 
shallow.  Resuscitation:  Rolling  on  left  side  for  a moment; 
slapping  o\  er  cardiac  region ; artificial  respiration.  Before 
battery  could  be  applied,  pulse  began  to  act  feebly,  and  at 
length  recovered.  Operation  performed,  and  patient  recovered. 
This  patient  was  weakened  by  recent  illness.  This  case  was 
recorded  to  show  that  ether  does  not  always  stimulate  the 
heart’s  action. 

3.  — For  establishing  and  making  permanent  opening  in  thorax  for 

drainage.  Suddenly  turned  livid  when  pleura  between  9th 
and  KFh  ribs  was  reached.  Resuscitated  with  extreme  diffi- 
culty. No  particulars  of  measures  resorted  to  are  stated. 

4. — Dangerous  symptoms  occurred,  but  no  further  particulars  given. 

5.  — Aged  8.  Iridectomy.  Untoward  symptoms : When  operation  was 

completed,  and  dressing  terminated,  great  pallor  of  the  face  was 
observed.  Resuscitation:  A few  manoeuvres  were  required  to 
put  an  end  to  this  condition. 

6. — Young  boy.  Pulse  and  respiration  failed  together.  Untoward 

symptoms  : Became  very  pale ; pulse  at  wrist  could  not  be  felt, 
and  breathing  seemed  suspended.  Resuscitation : Artificial 
respiration  and  other  means ; after  much  perseverance  anima- 
tion restored.  Ether  (for  local  ana-sthesia)  used  in  mistake  for 
sulphuric  ether.  This  was  supposed  to.  have  caused  the  alarm- 
ing symptoms. 

7.  — Female,  aged  14.  For  necrosis  of  tibia.  Ether,  loz.  given  on  a 

sponge  in  leather  cone.  Pulse  failed  first.  Untoward  sym- 
ptoms : Became  suddenly  blue  in  face  ; ,jaws  closed  with  spasm, 
and  pulse  could  not  be  felt  Resuscitation : Pulling  out  tongue ; 
turning  on  left  side ; artificial  respiration.  Patient  gave  few 
gasps,  vomited,  and  at  last  recovered. 

8.  — Male,  aged  44.  Removal  of  left  eyeball  (about  7 minutes).  Ether 

given  in  a conical  sponge  lined  w ith  flannel.  Respiration  failed 
first.  Untoward  symptoms  : As  bleeding  tissues  were  about  to 
be  compressed,  no  hivmorrhage  observed.  Lips  and  whole  face 
pale,  and  respiration  had  ceased.  Resuscitation:  Artificial 
respiration  commenced.  Pulse  very  feeble.  Tongue  drawn 
forwards.  Patient  made  one  or  two  efforts  to  breathe.  Nitrite 
of  amyl  (4  min.  on  lint)  given,  and  artificial  respiration  con- 
tinued, but  patient  soon  breathed  naturally,  and  quickly 
recovered  consciousness.  Patient  strong,  healthy  looking. 
Had  sh’ght  mitral  regurgitant  murmur,  and  suffered  occasion- 
ally in  his  breathing  after  bard  work. 

9. — Male,  aged  11.  Removal  of  submaxillary  glands.  Ether,  9 oz 

given  on  sponge  inhaler.  Untoward  symptoms : Vomited  twice ; 
after  operation  respiration  and  pulse  weak,  and  later  almost 
failing,  this  state  lasting  more  than  4 hours.  Pupils  contracted 
to  pin’s  point,  bod.y  cold  and  clammy.  Resuscitation : Arti- 
ficial respiration  ; friction  ; hot  flannels  ; ammonia  to  nostrils ; 
faradic  current  over  phrenic  nerve  and  to  diaphragm  ; enemata 
of  beef-tea  and  brandy;  application  of  hot  flannels,  which 
last  improved  pulse  and  respiration. 

10.  — Female,  aged  14.  Examination  of  diseased  hip,  and  applying 

splint.  Ether  given  in  an  American  inhaler  (?  cone).  Unto- 
ward symptoms:  Respiration  shallow;  face  became  blanched. 
Inhaler  removed,  but  pulse  failed,  though  heart  still  beating. 
Resuscitation  : Pillow  removed  from  under  head,  and  chin 
thrown  upwards;  flipping  with  cold  wet  towel;  pulse  and 
respiration  restored.  On  moving  joint,  i>atient  showed  signs 
of  pain,  so  little  more  ether  given  at  intervals.  Pulse  did  not 
fail,  though  respiration  feeble.  Operation  performed,  and 
20  minutes  from  beginning  of  inhalation,  patient  awoke. 

11.  — Female,  aged  14.  Same  patient  as  above  case,  but  different 

occasion.  Reduction  of  redislocation  of  hip.  Ether  given 
in  an  inhaler.  1 oz.  2 dr.  Respiration  failed  first.  Untoward 
symptoms:  Breathing  shallow;  face  pale,  but  pulse  good. 
Resuscitation;  Inhaler  removed,  as  respiration  almost  impfr- 
ceptible ; flapping  epigastrium  with  cold  wet  end  of  towel 
practised;  this  somewhat  revived  respiration.  Small  dose 
more  of  ether  given  as  patient  woke  up.  Respiration  con- 
tinued shallow  throughout  operation,  but  circulation  never 
failed,  because  administrator  was  careful  to  remove  inhaler 
when  state  of  respiration  required  it. 

12. — Female.  Removal  of  tumour  from  breast.  Untowaid  symptoms: 

At  end  of  operation,  face  pale  but  pulse  good.  When  ether 
discontinued,  breathing  faint,  finally  ceasing;  pulse  persisted. 
Resuscitation  : Artificial  respiration  for  a few  moments  restored 
natural  breathing. 

13.  — Male,  aged  36.  Catheterism  for  rupture  of  urethra.  Untoward 

symptoms:  Spasm  of  glottis  before  ana-sthesia  was  very  pro- 
found. Resuscitation  : Operation  had  been  attempted  pre- 

viously under  chloroform,  but  patient  took  it  badly  and 
operation  was  abandoned  for  the  time.  Tracheotomy  had  to 
be  performed.  The  tracheal  wound,  still  open,  proved  of 
great  service ; spasm  disappeared  ; by  closing  tracheal  wound 
respiration  went  on  through-  glottis.  (See  also  under  Chloro- 
form Cases.) 

14. — Male,  aged  70.  Reduction  of  dislocation  of  left  shoulder  (four 

minutes).  Ether  given  in  Ormsby’s  inhaler.  Pul.se  and  respira- 
tion failed  together.  Untoward  symptoms:  After  operation 
pulse  and  respiration  ceased  together,  just  before  having  been 
regular.  Patient  became  leaden  in  colour.  Resiuseitation : 
Artificial  respinition  ; cold  water  d.asbed  over  head.  Patient 
made  .spasmodic  gulp,  battery  applied  (o  diaphragm,  another 
gidp,  then  gradual  recovery.  I’.-itient  fairly  robust,  with 
moderatel.v  firm  mu.sclcs.  Accident  occurred  live  weeks  before 
and  surgeon  who  attended  never  reduced  luxation. 

15-16.— Tracheotomy  for  diphtheria.  “Danger  appeared  imminent. 
No  further  particulars. 
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17. — Keniiile  IJelief  of  uterine  colic.  Etlier  given  on  .v  towel,  two 

(Ir.  (after  several  doses  morphia  given  liypoderinieally). 
Kespiration  and  pulse  prohahly  failed  together.  I'litoward 
symptoms;  Ashy  pallor  overspread  face  and  respiration  ceased, 
liesusi’itatioii  : A'igorous  slaiiping,  thumping,  and  cold  alTii- 
•sious;  also  Iwo  hypodermics  (atropine  sulpli.).  After  resuscita- 
tion Uie  uterine  neuralgia  still  persist  ed  and  was  linally  relieved 
hy  chloral  hyd.  and  potassium  bioinidc. 

18.  — Male,  aged  2.  For  phimosis.  Pulse  and  respiration  failed  to- 

gether. Untoward  symptoms:  Appeaieil  in  gooil  condition 
shortly  after  operation,  but  became  increasingly  pale,  then 
pulsele.ss,  with  cessation  of  breathing— in  state  of  lollapse.  ^ 
Kesuscitation  : Was  completely  restored  under  artilicial  respi- 
ration. Note  by  reporter  : Patient  not  fully  under  ether. 
Nervous  and  vascular  systems  highly  e.xcil  ed— afterwards  a 
reaction,  condition  of  collapse. 

19.  — Female.  Removal  of  breast.  Untowaid  symidoms : Suihleu 

spasm  with  serious  asphy.xial  symptoms  set  in ; and  there 
was  seen  large  bronchocele  which  had  not  been  spoken  of  by 
patient,  which  may  have  contributed  to  this  state. 

20. — Child.  Untoward  symptoms:  Pronation  of  fore-arm  and  wrist, 

inversion  of  thunibs,  opisthotonos  by  boring  head  back  in 
pillow,  ending  in  conynlsion.  Convulsion  not  fatal,  patient 
resuscitated. 

21.  Male,  adult.  Respiration  failed  first.  Untoward  symptoms  ■ 

Tetanic  settinfi  of  inspiratory  muscles  of  chest — \'i/..,  no  air 
entering,  respiration  with  diaphnigm  failing  to  till  lungs  ; 
mouth  ami  laryaix  being  free,  tongue  out,  and  position  gooil. 
Respiration  ceased,  but  pulse  continued.  Resuscitation  : 
Artificial  respiration  (Silvester’s  method)  ami  chest  again 
inspired.  No  stridor  at  glottis.  Operation  completed  without 
ether;  good  recovery. 

22.  — Female.  Removal  of  cystic  tumour  of  breast.  Respiration  failed 

before  the  pulse.  Untoward  symptoms:  Simple  exhaustion  : 
breathing  quiet,  but  both  diaphragm  and  intercostals  working, 
mouth  open,  and  tongue  out.  After  several  imperfect 
respirations,  deathly  pallor  over  face,  ears,  neck,  with  dila- 
tation of  pupils,  fal  ing  .jaw,  and  cessation  of  breathing. 
Resuscitation  : Artificial  respiration  and  stimulation  restored 
life.  Tumour  removed  without  ether.  Made  slow  but  good 
recovery.  Very  feeble. 

23.  — Male.  Incision  and  perineal  section  for  retention  and  urinary 

extravasation.  Pulse  and  respiration  failed  together.  Unto- 
ward symptoms  ; Breathing  and  pulse  ceased.  Resuscitation  : 
Revived  by  artificial  respi  ation  and  stimulation,  and  operation 
performed  w ithout  ether.  Died  10  days  later.  Post  mortem  : 
Extensive  and  old  valvular  disease  of  heart. 

21— Male.  Removal  of  submaxillary  gland.  Ether  (30  grm.)  given 
per  rectum  by  long  tube.  Suddenly  cried  out ; “ I am  burst- 
ing,” and  abdomen  was  found  to  be  considerably  distended.  T be 
ether  was  discontinued  as  the  man  was  now  insensible  and 
operation  begun.  For  several  hours  the  patient  remained  in 
a state  of  absolute  coma,  but  eventually  came  lound  without 
any  signs  of  rectal  or  other  injury.  Complete  absence  of  cardiac 
disturbance. 

25. — Male,  aged  30.  Scraping  and  removal  of  tuberculous  lymphatic 

glands  of  neck.  Ether  given  in  tlrmsby’s  inhaler,  thdoward 
symptoms;  Ether  failed  to  produce  complete  loss  of  con- 
sciousness or  sensation.  The  small  operation  done  with  difii- 
cidty  on  account  of  exaltation  and  struggling  of  patient. 
Chloroform  refrained  from,  as  it  produced  dangerous  collapse 
on  ;i  former  occasion. 

26. — Ether  per  rectum.  Untoward  symptoms  : Alarming  symptoms 

supervened,  because  assistant  allowed  vapour  to  pass  in  too 
rapidly.  Resuscitation:  Excess  of  vapour  immediately  with- 
drawn by  means  of  large  rubber  tube  passed  into  rectum  and 
colon;  escape  of  vapour  being  aided  by  elevating  pelvis  and  by 
pressure  on  abdomen. 


Scries  C. — /.  Cases  ocewrrhuj  in  Jlospitals. 


1. — Male,  aged  60.  Ether  given  by  Clover's  inhaler.  Patient  had 

bronchitis,  which  was  the  cause  of  the  trouble.  Dorsal  decu- 
bitus posture. 

2. — Male,  aged  60.  Amputation  of  gangrenous  toe.  Ether  given  in 

Clover’s  inhaler.  Untoward  symptoms : Patient  remaineil 

delirious  3 days,  and  then  died.  Broken-down  drunkanl. 
Dorsal  decubitus  posture. 

3— Male,  aged  40.  Cock’s  operation.  Ether  given  in  Ormsby’s 
iidialer.  Respiration  failed  lirst.  Untoward  .symptonis ; 
Patient  stopped  breathing.  Resu-scitation  : Artilicial  respira- 
tion; patient  recovered,  having  at  lirst  exaggerated  Cheyne 
Stoke’b  respiration. 

4.  Male,  aged  44.  Kelotomy.  Ether  (Ormsby’s  inhaler).  Untoward 

symptoms:  Sick  before  and  during  operation,  but  not  after- 
wards. Though  an;esthetic  given  successfully,  this  ease,  un- 
toward in  so  far  that  pneumonia  of  right  base  of  lung  super- 
vened 4 days  after  operation.  Patient  recovered. 

5.  — Female.  Respiration  and  pulse  failed  together.  Untowaid 

symptoms : Breathing  almost  ceased  and  pulse  failed,  lace 
became  blanched.  Was  on  the  point  of  dying,  not  from 
asphyxia,  but  weak  heart  action. 

6-11.-  Respiration  failed  iir.st  in  each  case.  The  untoward  syniiitoms 
arose  from  vonuting  and  embarrassed  respiration.  Resuscita- 
tion ; Artificial  respiration  and  stimulants. 


Series  ('. — 11.  ('ases  neen rri ni/  in  Priraie  I’raetiee. 

1. — .Male,  aged  33.  Abscess  in  mouth  w ith  carious  teeth.  Ether  given 

in  Clo\cr‘s  inhaler.  Rcspiialion  and  pulse  jirobably  failed 
simultaneously.  Untoward  symptoms:  Became  pulseless, 

cyanosed,  and  respiration  dropped  to  3 per  minute.  Resu.scita- 
tive  measuies:  Artilicial  respiration,  with  no  good  result; 
faradaic  tiattei y applied,  which  caused  sneezing  with  the  result 
that  a quantity  of  pus  escaped  from  the  trachea.  The  ab.scess 
seems  to  have  given  way  during  the  ailministration  of  the 
ether  and  to  have  entered  air  jmssages. 

2.  — Male,  53.  Opening  of  pyamiic  abscess  in  shoulder-joint.  Ether 

(Clover's  inhaler).  Became  rapidly  pallid  early  during  the 
administration.  Pnl.se  harel.y  perceptihle;  breatiiing  arrested. 
.Vrtiticial  respiration  alone  needed.  Pati*nt  suffering  from 
pyicmia.  Temperature,  104°  F. 

3.  A few  cases.  Ether  (Clover's  inhaler).  A few  cases  of  syncope  have 

occurred,  also  of  semi  asphyxia.  'Ihey  have  invariably  been 
restored  by  raising  the  limbs,  lowering  the  head,  pulling  forward 
the  tongue,  artificial  respiration,  slapping  chest  with  cold, 
wet  towel,  and  access  to  air. 


Hem.vrks  on  Ether  Deaths. 

The  deaths  associated  with  or  caused  by  ether  wliicii  are 
recorded  in  the  above  tabulations  are  of  esjjecial  interest ; 
but  few,  if  any,  “sudden  deaths”  are  recorded  under  tliis 
anesthetic.  Most  arose  through  interference  with  respira- 
tion, and  this  interference  was,  in  the  large  majority  of 
instances,  peripheral  rather  than  central.  In  the  cases  in 
which  the  central  nervous  system  became  the  direct  cause  of 
the  failure  of  respiration  it  did  so  apparently  rather  as  the 
result  of  the  extreme  exhaubtion  of  the  patient,  due  to  some 
intercurrent  disease — e.g.,  prolonged  strangulation  of  the 
intestine,  rather  than  to  overdosage.  That  very  many 
instances  arise  in  which  ether  is  pushed  too  far  cannot  be 
doubted,  but  these  cases  are  as  a rule  easily  brought  back  to 
life  by  the  performance  of  artificial  respiration.  Mechanical 
asphyxia  is  recorded  in  several  cases.  Thus  in  ISeries  B,  6 
(Remote  Deaths),  a mass  of  liver  had  been  vomited  and 
sucked  back  into  the  trachea.  In  Case  10,  same  series, 
a mass  of  meat  was  found  post-mortem  in  the  same  situa- 
tion. In  Cases  7,  11,  18,  and  26  of  this  series  vomiting 
and  drawing  into  the  air  passages  of  the  vomited  matters 
were  the  cause  of  death.  In  other  instances  (No.  17) 
blood  entered  the  trachea  during  the  operation  and  sutl'o- 
cated  the  patient.  Although  these  cases  are  classed  as 
“ remotely  due  to  ether,”  it  seems  more  than  probable  that 
they  were  “ preventable  ” in  the  sense  that  greater  precau- 
tion and  attention  to  the  detail  of  the  ana'sthesia  might 
have  resulted  in  obviating  the  catastrophe. 

Some  few  cases  of  incomplete  anmsthesia  are  reported,  and 
death  resulted  as  in  those  under  chloroform  to  which  refer- 
ence has  been  made  above.  So,  also,  many  instances  of 
death  following  the  administration  of  ether  by  some  unsatis- 
factory appliance  are  given.  In  Ca.se  30  a handkerchief 
was  used  ; in  Case  36  a sponge  ; and  in  Case  48  a pound 
of  ether  was  expended  over  an  operation  on  a delicate  person 
within  a time  which  could  hardly  have  been  more  than  one 
hour.  Again,  one  death  at  lea.st  has  resulted  from  the  use  of 
ether  not  adapted  for  inhalation,  while  at  other  followed  the 
placing  of  an  empty  inhaler  over  the  patient’s  face  when  he 
was  anaesthetised,  and  so  suffocating  him.  All  these  deaths 
were  probably  preventable.  Deaths  due  to  surgical  shock' 
are  naturally  somewhat  frequent  under  ether,  since  that 
anaesthetic  from  its  stimidating  effect  upon  the  circulation  is 
commonly  selected  as  more  appropriate  for  patients  whose 
general  condition  at  the  time  of  the  operation  is  one  of  great 
vital  depression. 

Diseases  of  the  UESi’in.tTouY  Traut. 

These  would  con.stitute  a d.anger  under  etlier.  According 
to  some  the  perils  thus  arising  are  immediate,  and  due  to  the 
irritant  action  of  the  ether  upon  the  diseased  structures  of 
the  trachea  and  bronchi ; .and  remote,  or  occurring  a few 
hours  after  the  completion  of  the  operation.  In  Series  B, 
Cases  29,  38,  45,  61,  C.  1 and  2,  emphysem.a  was  present 
with  some  bronchitis  ; in  Cases  23,  24.  25,  pneumonia  caused 
death,  it.self  due  to  or  aggravated  by  the  ether.  Bronchitis 
was  present  in  Case  22,  and  acute  bronchorrhiea  in  Case  C.  1. 
Empyema,  coi  gestion  of  the  lungs,  bronchial  catarrh,  iml- 


' IT.  Nils.  27,  28,  37,  40,  65,  iiiul  “ Remole  C’liscs,"  13, 
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monary  complications  are  also  reported.  Interference  with 
re.spiration due  to  goitre  (Case  56  in  “Remote”  cla.ss) — which, 
however,  was  associated  with  limmorrhage-  -and  a case  of 
bronchocele  constitute  a further  complication.  It  is  note- 
worthy that  comparatively  little  mention  is  made  of  patients 
dying  from  pulmonary  affections  initiated  by  the  e^her. 

CiBcunATORY  Failure. 

A comparatively  small  number  of  cases  are  reported  in 
which  ether  ansesthesia  is  reported  to  have  caused  circula- 
tory failure.  In  the  experiments  conducted  by  the  Hydera- 
bad Commission  ether  was  thought  to  behave  in  much  the 
same  manner  as  chloroform,  but  the  clinical  reports  of  deaths 
show  that  observers  regard  circulatory  failure  as  a deter- 
mining cause,  and  the  most  frequent  one  of  heart  failure, 
under  chloroform,  attributing  to  ether  danger  rather  to  the 
inspiratory  and  renal  systems.  In  Cases  50  and  57  heart 
failure  occurred,  but  was  associated  with  severe  liEemor- 
rhage.  In  Case  74  heart  failure  occurred  in  a very 
antemic  patient  aged  twenty,  and  the  same  in  Case  77, 
Case  63,  and  possibly  Cases  64  and  75.  In  Case  55  a patient 
was  exhausted  by  cancerous  disease;  Case  51  is  put  down  as 
“paralysis”  of  the  heart,  but  probably  was  one  of  cardiac 
failure  in  an  enfeebled  person.  Among  the  “remote” 
t'ase  17  deserv' s notice.  A large  pleuritic  effusion  was 
tapped,  and  heart  failure  followed  with  clotting  in  the 
heart.  In  these  cases  failure  of  re.spiration  occurred  almost 
immediately  after  the  heart  stopped,  and  simultaneously. 


Ether  in  Renal  Disease. 

With  regard  to  the  kidneys,  a granular  condition  was 
described  in  Ca.ses  22  and  32  ; cystic  disease  in  Case  33, 
in  which  the  vessels  at  the  base  of  the  brain  were  affected  ; 
tubercle  in  Cases  65,  71,  and  72 ; and  diseased  in 
Case  43  In  Case  72  of  the  “remote”  deaths  the  kidneys 
were  diseased,  as  they  were  probably  in  Case  21.  In 
no  cases  are  reliable  facts  given  pointing  to  nephritic 
trouble  following  the  use  of  ether. 

Severe  Operations  and  Herniotomies. 

A remarkable  fact  is  the  frequency  of  death  under  ether 
when  an  operation  was  being  performed  for  the  relief  of 
strangulated  hernia  or  intestinal  obstruction  due  to  other 
causes.  The  following  are  instances  of  this  : Cases  27,  32, 
43,  49,  54,  58,  35,  and  39.  In  many  of  these,  no  doubt, 
the  patient  being  Ui  extremis,  ether  was  given  rather  than 
chloroform,  and  in  others  vomiting  and  inspiring  of  faecal 
vomit  occurred  and  ended  fatally. 

Several  operations  upon  the  tongue  and  jaws  seem  to 
j have  ended  fatally  from  blood  entering  the  windpipe  as  the 
patient  was  seated.  Only  one  doubtful  case  of  cerebral 
liEemorrhage  following  ether  is  reported.  The  evidence 
seems,  then,  to  indicate  that  ether  is  used  mostly  in  middle 
life,  and,  although  dangerous  to  persons  suffering  from  active 
pulmonary  or  renal  mischief,  is  seldom  responsible  for 
starting  it  de  n<rro. 
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Part  III.— NITROUS  OXIDE. 


The  reports  of  some  thirteen  cases  of  deaths  have  been 
recorded,  but,  as  an  examination  of  the  cases  themselves  : 
will  show,  it  is  very  doubtful  whether  these  fatalities  can  be 
ascribed  to  the  influence  of  tliis  ansesthetic.  The  youngest 
patient  was  10  and  the  oldest  71.  Most  deaths  have  taken 
place  in  private  practice,  and  records  have  come  from  Canada,  i 
France,  England,  Scotland,  and  the  United  States. 

The  pulse  is  stated  to  have  failed  before  respiration  in  one 
case  and  once  simultaneously  with  it. 

In  all  cases  the  operation  was  for  the  extraction  of  teetli 
or  stumps,  and  in  three  instances  the  operation  had  not  been 
commenced  at  the  time  of  death. 

Intemperance  is  stated  in  one  case  to  have  been  a possible 
adjuvant  cause ; in  another  the  patient  was  dying  from 
cancer  ; and  in  a third  the  case  was  complicated  by 
vomiting. 

The  causes  of  deatli,  as  as.signed  by  the  reporters,  were  as 
follows  ; asphyxia  ; fright,  the  patient  not  being  under  the  ' 
influence  of  the  gas  at  all  ; congestion  of  the  lungs,  which  j 
was  noticed  two  liours  after  the  administration,  and 
eventually  proved  fatal ; tlie  last  stage  of  phthisis  ; respira-  | 
tory  failure  through  impaction  (1)  of  a broken  gag  in  larynx, 

(2)  of  a molar  tooth  in  the  larynx  ; syncope  (simple)  in 
three  cases  ; from  incomplete  ansesthesia  and  shock  of  tooth 
drawing  ; from  tight  lacing  forcing  the  heart  out  of  position 
by  the  distended  stomach . 

The  measures  adopted  for  resuscitation,  as  far  as  re- 
corded, were  : artificial  respiration,  electric  stimulation  of 
phrenic  by  galvanic  current,  by  faradic  current ; prone 
position  ; stimulation  by  rubbing,  slapping,  cold  affusions  ; [ 
drawing  forward  of  tongue  ; tracheotomy. 

Post-mortem  examination  of  persons  dying  under  Nitrous 
Oxide  revealed  : 

(1)  Lungs  tubercular — badly  diseased. 

(2)  Heart  fatty,  atheromatous  aorta,  thickening  of  valves, 
right  heart  distended,  left  empty.  Lungs  engorged.  Dark 
fluid  blood  between  scalp  and  perio.steum.  Dura  mater 
adherent,  serous  effusion  into  ventricles. 

(3)  Molar  tooth  impacted  in  larynx. 

(4)  Lungs  and  kidneys  congested,  ailherent  pleuras,  thick- 
ening of  aortic  valve. 

(5)  Fatty  degeneration  of  heart. 

Dio.vtiis  undke  or  after  Nitrous  Oxide. 

1.  — Male,  adult  Extraction  of  teeth.  After  the  extraction  of  the 

teetli  t he  patient  rapidly  sank,  and  died  in  two  hours.  Con- 
gestion of  lungs.  Post  mortem:  One  lung  diseased,  otlier 
almost  consuineil  by  disease.  Patient,  it  was  presumed,  died 
liecau.se  lungs  were  in  last  stage  of  phthisis. 

2. — Adult.  Extraction  of  teeth.  No  particulars  given,  except  that  it 

was  .stated  that  tlie  patient  was  healthy. 

3. — Female,  aged  17.  Dental  operation.  After  inhaling  gas,  was  taken 

ill,  althougli  she  did  not  take  sufficient  to  produce  insensibility. 
Died  the  following  day.  Was  of  strong  and  robust  physical 
constitution  and  apparently  in  good  health  before  inhaling  gas. 
The  gas  was  made  and  administered  by  a travelling  showman 
and  was  thouglit  to  be  impure. 

4. — Female,  adult.  Extraction  of  front  tootli  (loose).  Patient  inlialcd 

gas  three  times  in  succession,  each  time  taking  but  a small 
quantity,  being  equally  fearful  of  the  amesthetio  and  of  tlie 
pain  of  operation.  Finally,  choosing  to  submit  to  opera- 
tion without  gas,  teeth  were  extracted.  Immediately  fainted, 
head  dropping  sideways.  Face  became  livid,  then  purple. 
Battery  and  artificial  respiration  resorted  to,  but  death  took 
place  in  15  minutes,  face  becoming  blanched  after  death. 
Nervous  shock  from  dread  of  pain  and  fear  of  fatal  effects  from 
inhaling  gas.  Verdict,  at  impiest,  of  .jury  composed  of  medical 
men,  stateil  death  to  be  due  to  asphyxia  from  inhaling  gas; 
but  it  would  apiiear  not  enough  was  inhaled  to  produce  such  a 
result.  The  patient,  further,  was  not  under  gas  at  the  time  the  | 


grave  symptoms  occurred  Post-mortem  appearances  : Conflict- 
ing evidence  given — (1)  one  lung  more  engorged  tlian  other,  Imt 
healthy;  (2)  one  lung  congested  ; 3)  lungs  congested,  rigid  lung 
bound  by  old  pleuritic  adhesions.  Upper  lohes'of  rigid,  lung 
pneumonic. 

5.  — Female.  Dental  operation.  Post-mortem:  Lungs  in  state  pr<- 

duced  by  asphyxia. 

6. — Female,  aged  38.  Extraction  of  tooth.  Pulse  said  to  have  failed 

first.  At  beginning  of  administration  patient’s  pulse  rapid 
and  less  full.  It  was  determined  to  operate  without,  gas,  but 
as  patient  could  not  bear  the  pain,  gas  was  again  given  After 
operation  face  became  livid  and  features  began  to  swell. 
Though  efforts  were  made  to  restore  animation,  she  breathed 
only  two  or  three  times,  and  a few  moments  after  her  pulse 
ceased  biatiiig.  Inhalation  of  nitrous  oxide  gas  inducing 
paralysis  of  respiration,  though  after  the  first  administration 
there  was  rapid  pulse  with  diminished  volume.  Cause  of 
death  said  to  be  the  impaction  of  a portion  of  a broken  gag 
in  the  larynx.  [For  controversy  on  the  cause  of  this  death  see 
The  Lancet,  vol.  i.  1873,  pp.  212,  245,  253.]  No  po.st  niorteni 
allowed.  Believed  to  be  of  good  health  ; of  plethoric  habit. 

7 — Dental  operation.  No  particulars  given. 

8.— Male.  Removal  of  stumps  of  teeth  for  alveolar  abscess.  Pulse 
failed  first.  Operation  commenced  before  complete  anresthesia 
was  obtained,  and  patient  begged  several  times  for  more  gas, 
but  seems  never  to  have  been  completely  under  its  influence. 
After  operation,  was  observed  to  be  very  quiet.  Cold  water 
dashed  over  face,  and  w indows  and  doors  thiown  open.  Face 
and  neck  livid,  eyes  fixed  and  open,  pupils  widely  dilated. 
Hands  cold  and  pale,  but  feet  and  legs  quite  warm.  Cold 
affusions  ; artificial  respiration  ; friction  revulsions  to  feet  and 
legs  ; galvanic  battery — all  unavailing.  “ De.ath  from  syncope  " 
(verdict  at  inquest).  Postmortem:  Dark  fluid  blood  between 
scalp  and  periosteum  ; dura  ma'er  very  adherent ; membranes 
full  of  serous  fluid,  and  veins  intensely  congested;  venlricles 
filled  with  same  fluid.  Lungs  dark-coloured  and  congested. 
Heart  enlarged,  soft  and  friable;  left  side  quite  empty,  right 
full  of  dark-fluid  blood;  deposit  of  fat  in  interventricular 
furrows;  aorta  coated  with  atheromatous  deposit;  aortic  and 
mitral  val-ees  thickened.  Liver  enlarged;  in  state  of  fatty 
degeneration.  Patient  was  suffering  from  alveolar  abscess 
caused  by  carious  stumps,  and  could  get  no  rest  at  night. 

— Male,  aged  10  or  11.  Extraction  of  temporary  teeth.  Towards 
close  of  operation  gag  slipped,  and  mouth  closed,  patient  be- 
came partly  conscious,  assuming  natural  colour,  when  he 
took  deep  inspiration,  and  immediately  showed  symptoms  of 
asphyxia  haising  hand  to  neck,  he  atieni)  ted  to  tear  away 
clothes,  although  they  were  loose.  Laying  patient  Hat,  and 
slapping  across  the  back  were  of  no  avail.  Tooth  could  not 
be  felt.  Medical  man  fetched,  who  arrived  at  7 minutes,  but 
patient  was  then  dead.  Tracheotomy  at  once  pci  formed,  w ith- 
out avail  Post  mortem  ; Missing  lower  molar  found  firmly 
fixed  in  larynx  with  fangs  uppermost. 

10. — Male,  aged  57.  Extraction  of  teeth.  Extraction  about  to  be 
begun,  when  patient  seemed  breathless — even  lifeless.  Tongue 
was  drawn  forward,  water  dashed  on  face,  and  artificial 
respiration  begun  and  carried  on  for  J hour.  Syncope.  Post 
mortem:  Brain:  dura  mater  firmly  adherent  to  calvarium. 
Heart:  Visceral  pericardium  presented  few  small  whitish 
patches  of  ti’rinous  thickening.  Valves  normal,  except  soft, 
miliary,  fibrinous  vegetation  on  one  of  the  aortic  valves.  No 
fatty  ilegeneration.  Lungs:  right  firmly  bound  to  chest  wall; 
lower  lobe  collapsed  anu  atrophied;  left  large  and  slightly 
congested.  Kidneys  congested.  Ha’d  a cancerous  enlarge- 
ment of  tongue,  which  at  post-mortem  was  found  not  to 
involve  larynx.  This  patient  was  in  a terribly  shattered 
state  of  health  at  time  of  occurrence,  the  cancer  having 
reduced  him  almost  to  a state  of  collapse. 

11 —Male.  Dental  operation.  Nitrous  oxide  given  without  legal 
authority.  Syncope  was  assigned  as  cause  of  death.  Tlie 
administrator  was  tried  by  8th  Chamber  of  Paris  Tribunal 
for  homicide,  in  cau.sing  the  death  of  the  patient,  and  fined 
6C0  frs.,  and  ordered  to  pay  3000  frs.  damages. 

12.— Female,  aged  71.  Extraction  of  teeth,  &c.  The  pulse  and  respira- 
tion failed  together.  At  the  coinmencement  of  the  inhala- 
tion patient's  respiration  noticed  to  be  insufficient.  When 
Iiatient  became  unconscious,  and  teeth  had  been  removed,  Ac., 
she  suddenly  changed  colour  and  became  livid,  while  heart 
and  respiration  ceased.  Syncope  caused  by  impairmeni  of 
respiration  tlirough  tight  lacing  and  over  distension  of 
stomach,  lioth  acting  on  a heart  diseased  and  weakened  by 
fear.  Patient  suffered  from  fatty  degeneration,  and  was  aware 
of  it.  Sbe  had  breakfasted  3 hours  before  faking  the  g.as,  but 
liigestion  was  wholly  suspended  by  extreme  terror  at  operation. 
Addicted  to  excessive  tight  lacing. 


176  The  Lancet  and  the  Hyderabad  Commissions  on  Chloroform. 


13. — Male,  aged  24.  Extraction  of  tooth.  As  soon  as  tooth  liad  been 
extra<*te<l  patient  gave  a gasp  and  expired.  Artificial  respira- 
tion with  no  effect  Syncojx*,  dne  I0  incoinplele  ana'sthesia. 
Heart  and  lungs  examined  previous  to  inlialation,  and  coii- 
i^idered  sound.  The  purity  of  tlic  nitrous  oxide  was  tested 
shortly  after  ILe  accident. 


rxTowAKD  Cases. 

We  next  pass  to  the  reports  of  three  “ untoward  ” cases 
recorded  as  having  occurred  under  tlie  influence  of  nitrous 
oxide  gas. 

1. — Female,  aged  30.  Extraction  of  tooth.  After  a few  inspirations 
became  unconscious ; pulse  ceased;  breatliing  stopped.  Fulling 


forward  tongue ; artilicial  respiration  ; breathing  at  length 
became  normal. 

2. — Female,  adult.  Extraction  of  tooth.  Acute  and  couvidsive 

nio\einent  during  narcotism,  Imt  recovered.  Walked  400 
yards  to  station  and  was  in  train  when  seized  with  faintness, 
pallor,  and  active  convulsion.  W^as  put  to  hed  unconscious. 
Next  day  insensihle,  p\ipils  widely  dilated,  pulse  irregular  and 
weak,  breathing  feeble.  Was  sometimes  convulsed.  Breath 
witli  peculiar  fa*tor;  odour  of  sulphur  alcohol.  Was  treated  as 
for  hysteria ; recovery  not  perfect  for  several  weeks. 

3.  — Female.  Removal  of  2 molar  teeth.  Dentist  who  operated 

also  gave  the  gas.  Respiration  failed  first.  Administiant 
noticed  that  patient  (a  little  giil)  was  not  breathing.  Artificial 
respiration,  wfiich  was  successful  in  bringing  patient  round. 
At  the  critical  moment  adndnistrator  was  too  mucli  occupied 
in  operating  to  notice  sudden  stoppage  of  respiration.  He 
thought  that  had  he  been  operating  unassisted  be  would 
certainly  have  lost  his  patient. 
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Part  IV.— METHYLENE. 


The  anesthetic  wiiich  for  .some  years  has  been  known  as  I 
methylene  or  bichloride  of  methylene,  and  is  usually  believed 
to  consist  of  a mixture  of  cliloroform  and  alcoliol,  has  given  | 
rise  to  several  deaths.  Tlie  deaths  have  been  more  frequent  I 
among  males,  and  between  the  ages  of  16  and  51.  Deaths 
are  reported  from  various  parts  of  England,  and  liave 
occurred  mainly  in  hospital  practice.  In  most  cases  the 
pulse  failed  before  the  cessation  of  respiration  ; but  nearly  as  j 
frefjuently  the  pulse  and  respiration  are  reported  to  have  j 
failed  simultaneously.  The  deaths  have  occurred  during  a \ 
\;iriety  of  major  and  minor  operations  which  need  no  further  j 
mention,  anil  in  two  cases  before  the  commencement  of  the  ; 
operation.  Xo  special  symptoms  or  complications  are  reported 
which  might  presumably  ha\’e  predisposed  to  the  fatality. 
The  causes  assigned  for  death  were  : asphyxia  ; collapse  : , 
collapse  due  to  mental  perturbation  ; exhaustion  and  hemor- 
rhage : failure  of  heart  ; failure  of  re.spiration ; shock  ; 
reflex  shock  ; syncope  ; syncope  due  to  imperfect  anesthesia  ; 
syncope  following  violent  struggling.  The  methods  of 
administration  were;  a “flannel  bag”;  “inhaler,”  the 
variety  not  being  named  ; leather  inhaler ; leather  and  i 
flannel  inhaler  (?  Rendle’s  mask)  ; Rendle’s  mask  ; on  lint  ; 1 
Junker's  inhaler.  The  measures  adopted  for  resuscitation 
were  ; artificial  respiration  ; electrical  stimulation  ; inver- 
sion (partial)  ; usual  methods  of  stimulation  ; traction  on  the 
tongue  ; rolling  patient  on  to  his  side.  The  po.st-mortem 
examinations  revealed  the  following  conditions  : (1)  Con- 

gested lungs  : (2)  Fatty  heart,  congested  lungs  ; (3)  Hyper- 
trophy of  left  ventricle,  right  distended  ; (4)  Heart  dilated 
and  fatty,  lungs  cedeniatous,  kidneys  congested.  It  is 
noticeable  that  in  Cases  1 and  3,  12  and  16  the  patient  was 
apparently  seated  in  a chair  at  the  time  of  the  administra-  | 
tion,  a dangerous  posture  for  chloroform  and  its  mixtures.  | 
In  Cases  2 and  14  there  was  e.xcessive  struggling,  and  in  these  j 
as  well  as  in  Case  4 the  death  was  clearly  due  to  an  over- 
dose. In  Cases  2,  7,  8 and  in  1 and  2 of  the  “untoward” 
cases  the  operation  being  performed  was  upon  the  eye.  As 
a rule  a deeper  amusthesia  is  aimed  at  for  these  cases.  In  \ 
Case  13  incomplete  anaesthesia  appears  to  have  been  the 
cau.se  of  the  trouble.  In  Case  12  a dentist  gave  the 
anresthetic.  Among  the  untoward  cases  “bronchitis”  is 
mentioned  as  an  after-effect  of  this  anaisthetic. 

1 

1. — Male,  aged  39.  For  malignant  disease  of  left  antrum.  11  dr.  given  j 

in  an  inhaler.  Pulse  failed  lirst.  Head  gr.adiiallv  fell  hack  ; 
pulse,  already  feeble,  cea.sed  ; no  stertor  or  lividity.  Laid 
horizontally,  and  galvanism  and  respiration  practised  wit  li  no  j 
result.  (T)  Through  feeble  condition  and  luemorrhage ; (2) 
mental  depression  ; (3)  want  of  e.xpiratory  |)ower  increased  by 
bandage  round  alidomen  to  prevent  struggling.  The  tumour 
extended  upwards,  and  pressed  on  malar  bone,  producing  slight 
ecehymosis  under  eye;  it  also  iirotruded  from  nostril. 

2. -  Male,  aged  40.  For  double  iridectomy.  Pulse  and  respiration 

failed  together.  Beeanie  very  violent;  struggles  restrained; 
turned  blue;  struggling  ceased;  methylene  removed;  opera- 
tion on  right  eye  completed.  During  opera! ion  on  left  showed 
signs  of  feeling  pain.  After  3 ininute.s  res))iratiou  became 
shallow  and  eat.  lung,  radial  pulse  could  not  be  felt.  Angles 
of  mouth  blue.  Was  turned  on  left  side.  A few  gaspino 
inspirations,  (ialvaiiie  current  tried  for  10  minutes.  Artitieial 
respiration  for  1 hour.  Syncope.  Postmortem:  Heart,  on 
surface  of  ieft  x entriele  about  20  small  spots  of  eechyinosis, 
left  ventricle  enijity  and  contracted,  right  contained  tinid  blood. 
Lungs  congested. 

3. — Male,  aged  41.  Am|>ntation  of  linger.  Pulse  and  respiration 

failed  togetlier.  When  operation  was  performed,  patient’s  head 
had  fallen  on  one  side,  eyes  were  iipturneil,  and  breathing  ami 
pulsation  had  ceased.  Every  means  taken  to  restore  .animation 
without  effect.  The  reporter  says:  “As  p.atient  was  in  a great 
state  of  excitement  at  having  to  undeigo  operation,  methylene 
acted  on  nervous  system,  producing  instant  death."  Post- 
mortem appearances  nil. 

4. — Female,  aged  44.  For  cancer  in  breast.  Flannel  bag,  small 

quantity.  After  2 or  3 convulsive  gas)is  patient  expired 
Artitieial  respiration  and  other  means  tor  restoration  used  with- 
out success. 


5. — Male,  aged  51.  Keduction  of  dislocation  of  arm  and  shoulder. 

Pulse  and  respiration  failed  together.  Face  became  livid 
and  breathing  suspended  ; puise  failing  also.  Measures  resorted 
to  were  : Drawing  forward  tongue,  giving  of  ammonia,  ami 
application  of  galvanism  for  } hour  without  effect.  Operation 
not  performed.  I’ost- mortem  : Heart  large  and  flabby,  but  no 
other  disease. 

6. — Male,  aged  48.  For  fistula  in  aim.  2 dr.  (leather  inhaler).  I’ulse 

and  respiration  failed  together.  During  inhalation  the  iiatient 
became  very  rigid,  w ith  complete  opisthotonos.  Was  turned  on 
left  side,  became  very  livid,  respiration  ceased,  pulse  imper- 
ceptible. Measures  resorted  to  were:  Artitieial  respiration 
(Silvester’s  method) ; galvanism  to  diaphragm  and  |)hrenic 
nerve;  brandy  injection  per  rectum— all  with  no  avail. 
Pupils  contracted  when  first  asphyxiated,  after  3 minutes 
became  dilated,  <and  remained  so.  Asphyxia  was  assigned 
as  cause  of  de,ath.  Post-mortem:  Lungs  congested;  lining 
membrane  of  trachea  and  bronchi  studded  with  ecchy- 
moses ; right  pleura  adherent  to  ribs.  Heart  large  aiul 
flabby,  covered  witlv  fat,  valves  healthy;  some  fibres,  with 
commencing  degeneiation,  but  no  fat  globules  ; heart  empty. 
Blood  fluid,  and  very  dark.  Aorta  atheromatous.  Liver  large 
and  fatty. 

7.  — Feniiile,  aged  25.  Passing  probe  through  obstruction  in  lachrymal 

sac  (2  minutes).  3 dr.  given  in  leather  inhaler  covered  w ith 
flannel.  Pulse  failed  first.  Bre.athing  became  loud  and 
stertorous,  with  palatal  stertor,  and  nostrils  flaccid.  Pulse  at 
wrist  failed,  and  then  ceased  suddenly.  Eespiration  continued, 
but  failed  suddenly.  Tongue  dragged  forward,  and  artificial 
respiration  (Silvester’s  method).  Lower  limbs  and  pelvis  raised 
from  couch  to  cause  gravitation  of  blood  to  the  brain.  Face 
and  breast  slapped  with  wet  towel,  and  ammonia  applied  to 
nostrils.  In  jection  of  brandy  and  ammonia  per  rectum.  A few 
inspirations,  hut  no  return  to  life. 

8. — Male,  aged  27.  Iridectomy.  Breathing  lieeame  slow  and  ster- 

torous. Artificial  respiration,  galvanism,  Ac.,  tried,  but  respira- 
tion became  more  irregular,  face  more  livid,  and  patient  died. 
Post-mortem  appearances  nil,  excejit  that  blood  was  ilark  and 
fluid. 

9. — Male.  Amputation  of  foot  above  iuikle-joint.  Methylene  given 

on  lint.  Before  the  dressing  of  the  stump  was  com|)leted  it  was 
observed  th.at  the  patient  was  pulseless,  .and  th.at  respiration  hail 
ceased.  Artificial  re.spiration  was  attem|ited  without  success. 

10. — Male,  aged  40.  Death  was  perfectly  sudden  and  inexplicable. 

In  app,arently  perfect  health. 

11. — Female,  aged  27.  Ovariotomy  for  cyst  of  the  right  parovarian 

(10  minutes).  Methyiene  (4  dr.)  given  on  Junker’s  inh.aler. 
Clinical  assistant  greatly  experienced  in  giving  aiucstheties. 
Pulse  failed  first.  After  10  minutes,  during  which  4 dr.  were 
inhaled  without  producing  complete  amcathesia,  railial  pulse 
suddenly  stopped  ; respiration  continued  for  3 minutes  after 
pulse  ceased  beating.  Patient  p.ale,  and  slightly  livid.  Measures 
used  for  resuscitation  were:  Lowering  of  heaii,  drawing 

forw.ard  tongue  -,  artitieial  resjiiration  (Silvester’s  methoil), 
with  free  admission  of  fresh  air  from  window:  rubbing  lower 
limbs  witli  hot  flannel ; applic.ation  of  ammoina  to  nose,  and 
subcutaneous  injections  of  solution  of  musk  all  of  110  avail. 
No  information  given  by  the  necropsy  as  to  the  cause  of  death. 
Post  mortem  : Heart  ; flaccid,  of  pro|iorliouate  size  to  the  body, 
vidves  ami  endocardium  normal  ; fluid,  tiright-colourcd  lilooil, 
u'dxed  with  air-huhliles  contained  in  ventricles;  a few  small, 
soft  clots  of  librine  in  auricles,  lining  membrane  of  ;iorla  deli- 
cate and  normal ; no  evidence  of  any  pathologii-al  alteration  in 
heart , which  was  normal  in  its  structures ; air-hubbles  in  ven- 
tricles being  post-mortem  produi-tion.  Brain  : dura  mater 

normal,  meninges  and  substance  of  biaiii  pale,  ainemic,  and 
(edematous.  .Small  ((uantity  of  mucus  in  trachea,  raucous 
membrane  of  which,  :is  well  as  of  larynx  and  pharynx,  pale. 
Lungs:  both  free -,  anterior  portions  pale;  iiosterior  regions  with 
moderate  (piantity  of  blood;  both  (edematous;  lahlespoonful 
of  clear  serum  in  pleural  cavity,  and  about  ICO  centimetres  of 
similar  serum  in  iiericardiac  cavity.  Patient  ana  inic  and  weak, 
on  which  account  particular  precautions  and  caic  are  needeil  in 
giving  amesthetic.  The  remainder  of  the  narcotic  Hind  was 
handed  over  to  Professor  Dr.  Hofmeister  for  analysis.'  The 
result  of  this  analysis  proved  that  the  “so-called  chloride  of 
methylene  was  chlorofotm  diluted  with  absolute  alcohol.”  No 
decomposition  of  the  constituent  chloroform  of  the  preparation 
could  be  discovered.  The  fluid  was  obtained  from  London. 

12. — Male,  aged  16.  Extraction  of  tooth.  Administered  by  a dentist. 

Pulse  fsiled  first.  Patient’s  (a  boy)  l ead  dropped,  he  turned 
jiale  and  gasped  for  breath  ; restorative  administered,  and 
medical  man  summoned,  tint  ileath  took  |il.ace.  Syncope. 


' For  verbatim  account  of  the  analysis  see  British  Medical  Journal, 
July  21st,  1883,  p.  104. 
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13.  — Male,  aged  19.  Suture  of  riglit  ulnar  nerve.  Methylene  given 

in  a leather  mask.  Pulse  failed  first.  Patient  struggled  vio- 
lently from  commeneement,  and  was  ana'sthetised  with  diffi- 
culty. At  commencementof  operation  patient  became cyanosed, 
heart’s  action  having  suddenly  ceased,  and  pulse  giving  no 
indication  of  danger.  Syncope.  Post  mortem  : Right  ventricle 
full  of  blood,  left  ventricle  slightly  hypertrophied  and  con- 
tracted ; valves  of  heart  quite  healthy.  Death  also  considered 
due  to  “ fatal  inhibitory  impulse  excited  by  the  incision,  acting 
u|)on  the  heart  during  semi-narcosis  ” (The  Lancet,  Feb.  I4th, 
1885,  p.  316).  Patient  had  been  injured  6 months  previously  by 
an  explosion  of  gunpowder.  Some  stones  had  penetrated  the 
arm,  and  right  ulnar  nerve  was  divided.  A month  before  the 
fatal  dose  he  was  put  under  methylene,  which  he  took  well, 
for  the  extraction  of  the  stones, 

14.  — Male,  aged  15.  Amputation  of  leg  for  necrosis  of  tibia,  &c. 

Pulse  and  respiration  failed  together.  Struggled  violently 
and  became  very  cyanosed.  Ceased  struggling  and  face  became 
leaden-hued  ; pulse  and  respiration  stopped.  Measures  adopted 
were:  Legs  raised,  head  lowered,  artificial  respiration  begun 
and  carried  on  half-hour,  brandy  and  ether  injected,  hot 
flannels  over  heart.  Interrupted  current  one  siCe  over  heart, 
other  over  left  side  of  neck.  At  beginning  of  artificial 
respiration  patient  gave  two  deep  drawn  grasps,  otherwise  no 
sign  of  life.  Sudden  syncope.  Post  mortem ; Lungs  con- 
gested and  cedematous  at  bases ; heart,  ventricles  dilated,  thin 
walls;  heart  substance  light  coloured,  soft,  friable  ; endocardium 
pale ; no  valvular  lesion ; ventricles  in  diastole,  with  fluid 
blood;  kidneys  large  and  congested;  spleen  enlarged,  with 
cicatri.x  of  old  gumma;  liver  small,  hard,  cirrhotic.  As  to  what 
share  the  inhaler  used  might  have  had  in  causing  death  see 
The  Lancet,  Oct.  25th,  1890,  p.  898.  Patient  had  necrosis  of 
tibia  and  disorganisation  of  left  ankle-joint.  Gave  history  of 
syphilis  16  years  previous.  Some  necrosis  of  right  tibia,  and 
nasal  septum  almost  destroyed. 

15.  — Removal  of  cancerous  growth  (20  minutes).  The  operation  was 

partly  completed,  the  patient  ha^ng  been  under  the  aniesthetic 
for  20  minutes. 

16.  — Female,  aged  27.  Extraction  of  tooth.  About  3 dr  of  biehl. 

methylene.  After  a few  inspirations  the  pulse  was  noticed  to 
fail,  and  although  various  measures  were  used  it  was  found 
impossible  to  resuscitate  her.  Death  took  place  from  engorge- 
ment of  the  lungs  and  asphyxia.  Post  mortem : heart  healthy. 


17.— Female.  The  operation  was  a gynaicological  one.  Died  before 
commencement  of  opei'ation.  No  post-mortem. 


Untoward  Cases  occurring  under  Methylene. 

These  are  too  few  to  need  any  analysis  in  this  place. 

1. — Infant.  Operation  on  eye.  Sudden  syncope.  Symptoms  passed 

off  quickly  under  appropriate  treatment. 

2.  — Male,  aged  17.  Extirpation  of  eyeball  (8  minutes).  Methylene 

given  in  Junker’s  inhaler.  Pulse  and  respiration  failed 
together.  After  operation  and  removal  of  inhaler  patient  gave 
feeble  sigh,  head  rolled  on  one  side,  and  he  ceased  to  breathe; 
face  blanched,  and  no  v>ulsation  at  carotids  or  heart.  Flapping 
epigastrium  with  wet  towel,  pulling  forward  tongue,  laying 
patient  on  left  side.  Patient  then  pushed  over  operating  table 
till  head  almost  in  contact  with  floor,  and  in  this  position 
artificial  respiration  performed,  while  tongue  held  forward 
with  forceps.  After  5 minutes  a feeble  sigh  and  faint  pulsa- 
tion. Gradually  patient  recovered  completely. 

3.— General  cases  of  females.  Ovariotomy.— In  some  cases  bron- 
chitis said  to  have  occurred  as  a result  of  the  aniesthetic. 
Recorder  refers  to  several  cases,  no  particulars  given ; lays 
stress  on  use  of  pure  drugs. 


Natltre  of  Operations  not  Mentioned. 

1.  — More  than  one  case.  Methylene  given  in  Junker’s  inhaler. 

Nitrite  of  amyl ; inversion  ; and  artificial  inspiration. 

2. — One  or  two  eases.  Methylene  in  leather  case  and  towel  co\  ering 

it.  Artificial  respiration,  successful  after  one  minute’s  use. 

3. — Female,  aged  27.  Extraction  (time  very  short).  Chloroform  and 

methylic alcohol  (4  pts.  to  1).  Pulse  • Whilst  quickly  breathing 
she  suddenly  became  pale  ; the  pupils  dilated,  and  cold  sweat 
came  on  forehead.  Tongue  pulled  forward  and  artificial 
respiration  used,  when  she  slowly  revived.  Her  mother  died 
under  chloroform. 
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Part  V.— BROMIDE^  OF  ETHYL. 


The  cases  of  death  under  this  anesthetic  are  two,  which  are 
appended.  In  these  it  would  appear,  liowever,  that  bromide 
of  ethyl  was  not  the  cause  of  death.  In  both  cases  the 
substance  used  was  impure,  and  it  is  probable  thct  free 
bromine  was  present  in  the  vapour  employed.  In  the  first 
case  the  length  of  the  administration  (one  hour  and  a-half) 
would  have  rendered  even  pure  bromide  of  ethyl  very 
dangerous,  since  all  authorities  state  that  it  is  suitable  for 
only  very  brief  operations  ; and  some  go  so  far  as  to  insi.st 
that  a reapplication  of  the  inhaler  should  never  be  permitted. 
Other  deaths  have  occurred,  but  detailed  accounts  have  not 
reached  this  country. 

1.— Female,  aged  25.  Battey’s  operation  (over  I3  hour).  Rapid 
breathing  and  vomiting.  Second  attack  of  vomiting  at  end 
of  40  minutes  with  severe  straining.  On  3 occasions  epistho- 


tonos,  with  twitching  and  rigidity  of  muscles  and  limbs  and 
rolling  of  eyes.  Ko  marked  dilahrtion  of  pupils.  Recovered 
quickly  from  amesthesia,  but  bad  retching  and  vomiting. 
Complained  at  once  of  violent  pain  in  head.  Was  given 
1 gr.  morphine  hypodermically.  The  dose  repeated  in  an  hour. 
During  the  night  the  symptoms  were  nausea,  retching, 
diarrhoa.  and  suppression  of  urine.  Death  took  place  21 
hours  after  operation,  after  convulsions  and  delirium.  The 
diarrha-al  discharges  and  also  breath  smelt  strongly  of  bromide 
of  ethyl.  Uramiic  poisoning  induced  by  bromide  of  ethyl 
(probably).  Fost-nroitem : Kidneys,  microscopically,  inter- 

stitial connective  tissue  slightly  increased ; swollen  and  coarsely 
granular.  Epithelia  in  tubules  and  narrowed  central  calibre — 
sigir  of  acute  nepliritis.  21  o/.  bloody  serum  in  peritoneal 
cavity,  and  3 dr.  in  Douglas's  pouch  below  retroverted  uterus. 
Patient  subject  to  epileptic  lits. 

2.— Male.  For  stone  in  bladder.  Died  as  soon  as  first  incision  was 
being  made,  and  respiration  becoming  affected.  No  marked 
cyanosis.  All  efforts  for  recovery  unavailable.  The  man  was  far 
gone  in  phthisis  and  gr  eatly  debilitated. 


Part  VL— ETHIDENE  DICHLORIDE. 


Deaths  under  this  anassthetic  have  occurred.  Although 
never  largely  used,  tliree  fatalities  are  reported,  and  of  these, 
two  at  least,  and  perhaps  all  three,  were  due  to  failure  of  the 
circulation. 


1. — Male,  aged  29.  Pulse  probably  failed  first.  Died  before  corrrmence- 

ment  of  operation.  Failure  of  heart  from  fatty  degeneratiorr 
whilst  inhaling  the  bichloride  of  ethiderre  previous  to  opera- 
tion ; verdict  giverr  was  death  front  rtrisadventure.  Post- 
mortem held. 

2. — Male,  aged  45.  For  incision  and  insertion  of  drainage-tube  for 

empyema.  Ethiderre.  Pulse  and  respiratioir  failed  together. 
Pupils  became  widely  dilated.  Measures  adopter!  were : 
Artificial  respiratiorr  -.  stirtrulants  to  heart  : (1)  slapping  car  diac 
region  with  hand ; (2)  by  tteedle  atttl  galvanic  cuttettf. 

? Syncope,  or  shock.  Post  mortem:  Trocar,  with  cattnula, 


inserted,  and  72 0/,.  pits  withdrawn.  Right  lung  adherent  to 
ribs.  Heart;  right  auricle  and  ventricle  with  much  dark  fluid 
blood;  tricuspid  valve  admitting  4 fingers;  left  ventricle 
empty.  Right  lung  collapsed;  pleura  thickened;  lOoz.  pus 
in  cavity  ; lung  much  engorged  with  blood ; pyramidal  abscess 
in  lung  surrounded  by  patch  of  pneumonia.  No  fatty  degenera- 
tion. Operation  painful  and  prolonged,  but  danger  great  when 
lung  diseased. 

3.— Male,  aged  26.  E.xtraction  of  foreign  body  from  right  eye. 
Ethidene  dichloride.  Pulse  probably  failerl  first.  Operation 
performed,  and  almost  at  once  pulse  became  feeble  ami  patient 
very  pa-e.  Head  was  lowered,  tongue  drawn  forwrrrds,  artificial 
respiration,  nitrite  of  amyl  to  nostrils,  and  inversion  all 
with  no  result.  Artificial  respiration  was  carried  on  1 hour. 
Syncope.  Post  mortem : Heart  flabby ; walls  thin ; valves 
healthy  ; aorta  with  fatty  patches  ; heart  muscle  with  extensive 
granular  degeneration.  Lower  lobe  of  right  lung  iteejily  con- 
gested. No  cardiac  murmur  detected  before  operation,  but 
sounds  at  base  nut  distinct. 


i8o 


The  Lancet  and  the  Hyderabad  Commissions  on  Chloroform. 


Part  VII.— MIXTURES 


OF  CHLOROFORM  AND 


OTHER 


ANESTHETICS. 


Mixtures  of  Chloroform  and  Ether. 

Several  deaths  have  been  reported  as  occurring  under 
various  mixtures  of  chloroform  and  ether.  Usually  alcohol 
is  added,  as  in  the  well-known  A.C.E.  mixture,  or  is  present 
as  a preservative  in  the  chloroform  used,  and  so  enables  tlie 
two  bodies,  chloroform  and  ether,  to  mix. 

Such  casualties  have  occurred  in  Australia,  Canada.  Eng- 
land, Ireland,  United  States. 

In  the  large  majority  of  cases  the  pulse  was  noted  as 
having  failed  before  respiration  ; once  only  did  respiration 
stop  first,  and  in  two  cases  the  two  ceased  simultaneously. 

The  operations  in  course  of  performance  were  some  trivial, 
some  severe  ; but  it  seems  unnecessary  to  specify  them, 
as  the  records  of  the  cases  given  below  are  few  in  number. 

With  the  exception  that  vomiting  twice  complicated  the 
case,  no  circumstances  are  recorded  which  would  point  to 
any  predisposing  cause  for  syncope  or  danger  under  the 
anaesthetic. 

The  Causes  assigned  for  death  are : Asf>hyxia  from 

entrance  of  vomit  into  windpipe;  “paralysis  of  heart" 
occurring  in  an  alcoholic  ; respiratory  failure  due  to 
pulmonary  phthisis  ; “ to  fear  before  the  operation  ” ; shock, 
the  result  of  imperfect  anaesthesia. 

The  prevailing  method  of  administration  appears  to  have 
been  dropping  the  mixture  either  upon  lint  or  upon  anajikin. 
Post-mortem  examinations  : — 

1.  Congestion  of  lungs. 

2.  Phthisis. 

3.  Atheroma  of  aorta — adherent  pleurae.  j 

i 

Deaths  from  Mixtures  of  Chloroform  and  Ether,  j 

1. — Female,  aged  40.  Ligatuiing  radial  artery.  Ether  (2  parts)  and 

chloroform  (1  part)  3 dr.  (.sponge).  Pulse  failed  first.  Pulse 
ceased,  respiration  ceasing  very  shortly  afterwards.  Galvanic 
battery  and  artificial  respiration;  also  brandy  enemata ; these 
endeavours  kept  up  for  1 hour,  tongue  was  pulled  out.l  The 
cause  assigned  for  death  was  paralysis  of  fatty  heart.  Post  ; 
mortem:  Lungs;  brdfichitic  infiammation  with  mucus  in 

bronchial  tubes,  slight  emphysema.  Heart  small,  some  fatty  ■ 
degeneration.  Liver  and  kidneys  soft  and  fatty.  No  condition 
of  disease  siifticient  to  endanger  life,  yet  no  organ  thoroughly 
sound.  j 

2. — Female,  adult.  Extraction  of  tooth.  Ether  60  per  cent,  and  ' 

chloroform  40  per  cent.  2-4  dr.  Aiiiesthetic  given  by  a dentist. 
Died  from  breathing  chloroform.  Postmortem:  Neither  ether 
nor  chloroform  detected  by  analysis  in  liver,  spleen,  and  kidney, 
or  in  the  blood. 

3.  — Male,  aged  33.  Amputation  of  finger  for  gangrene.  Ether  an<l 

chloroform  (towel  held  square).  Pulse  failed  first;  while 
breathing  still  good.  Cold  affusion  on  face,  breathing  became 
labo\ired,  and  then  ceased.  No  return  of  pulse.  Every  possible 
means  of  resuscitation  used  with  no  effect.  “ Paralysis  of 
heart,”  was  addicted  to  liquor,  the  cause  assigned  for  death. 

4.  — Male.  Removal  of  crushed  finger.  Ether  and  chloroform.  Respira- 

tion probably  failed  first.  While  under  operation  the  patient 
suddenly  gave  two  deep  inspirations,  when  breathing  suddenly 
ceased.  Cause  assigned  for  death  was  syncope. 

5.  — Male.  Tracheotomy  for  removal  of  multiple  tumours  from  larynx. 

Chloroform  and  ether.  Pulse  tailed  lir.st.  Pulse  suddenly 
slopped,  respiration  ceased  ; lips  and  face  turned  blue.  Applica- 
tion of  air,  ammonia,  and  artificial  respiration  ineffectual ; 
t racheotomy  performed  quickly,  and  artificial  respiration  kept 
up  } hour  ; galvanism  also  applieil  with  no  avail. 

6. — Male,  aged  10.  Straightening  knee-joint.  Chloroform  and  ether. 

Operation  half  performeil  when  patient  rose,  vomited  freely, 
lay  down,  and  died  in  10  minutes,  in  spite  of  all  etl'orts  to 
resuscitate  him.  No  post-mortem.  Heart  and  lungs  considered 
normal  as  far  as  could  be  discovered. 

7. — Female.  E.xtraetion  of  tooth  (IJ  minute).  .Mixture  of  two-thirds 

chloroform  and  two-thirds  ether.  Four  dr.  used.  Pidse  and 
respiration  failed  together.  The  pulse  failed  and  respiration 


ceased  without  asphyxial  symptoms.  Was  not  fully  ana;sthe- 
tised.  After  tooth  had  been  extracted  became  hysterical,  then 
rigid,  with  dilated  pupils.  Measures  resorted  to  were : Rubbing, 
application  of  strong  ammonia,  artificial  respiration.  Post 
mortem  : Heart  walls  of  aorta  thin,  otherwise  healthy.  Lungs : 
Posterior  dependent  portions  quite  dark  ; in  upper  lobes  of  both 
were  smaller  cheesy  nodules.  Had  taken  chloroform,  ether 
and  gas  several  times  before,  both  severally  and  in  combination. 
Both  ether  and  chloroform  tested  and  found  pure. 

8 — Male,  aged  13.  Straightening  leg  flexed  at  right  angle  (division 
of  hamstrings).  Chloroform  and  ether.  Tendons  having  been 
divided  and  ansestl  etic  discontinued,  the  leg  was  extended, 
but  directly  after  the  countenance  changed.  Ammonia  was 
applied  to  the  nostrils,  and  the  patient  was  inverted,  with  no 
result;  he  gave  a gasp  and  died.  “Shock  rather  than  ana;s- 
thetic.”  Sudden  extension  of  tissues  at  back  of  leg  and  sudden 
rupturing  of  adhesions  in  knee-.joint  may  have  produced  quite 
enough  pain  and  shock  to  account  tor  death,  unless  the  brain 
entirely  paralysed,  which  was  doubtful.  These  remarks  apply 
to  case  in  which  death  took  place  under  chloroform  given  for 
same  operation. i 

9. — Male,  aged  8.  Removal  of  two  molar  teeth.  Chloroform  and  ether 
(chloroform  more  than  3 gr.,  ether  freely  n.sed),  two  napkins 
used  in  succession.  Pulse  and  respiration  failed  together. 
After  operation,  patient  became  partly  conscious,  and 
endeavoured  to  get  rid  of  some  blood  from  his  mouth.  A 
shadow  passed  over  face,  which  became  livid.  Pulse  and 
breathing  stopped.  Efforts  to  restore  animation  fruitless. 
Syncope  was  the  cause  assigned  for  death.  Patient  healthy 
and  well-nourished,  but  timid.  Chloroform  was  from  a first- 
rate  maker’s. 

10.  — Removal  of  nail  of  great  toe.  Chloroform  and  ether  (on  lint). 

Pulse  failed  first.  When  the  operation  was  completed  pulse 
had  ceased,  and  all  efforts  to  restore  animation  failed,  (ianse 
assigned  for  death,  syncope. 

11.  — Male.  Amputation  of  great  toe.  Chloroform  and  ether.  The 

pulse  probably  failed  first.  At  no  time  of  operation  was  patient 
thoroughly  under  the  influence  of  the  ana-sthetic.  At  con- 
clusion his  breathing  was  natural.  Suddenly  gave  a gasping 
sigh  and  expired.  Pulse.  Syncope  was  said  to  be  the  actuai 
cause  of  death.  Examination  of  patient  gate  no  reason  to 
suspect  any  visceral  disease. 

12.  — Female,  aged  45.  Examination  of  abdomen.  Chloroform  and 

ether.  Respiration.  Breathing  failed,  face  livid.  Post  mortem  : 
Tubercular  peritonitis.  Phthisis  at  right  apex  of  lung.  Heart 
healthy. 

13.  — Male,  aged  38.  Removal  of  cancer  of  tongue.  Chloroform  and 

ether.  Respiration  faiied  first.  Shortly  after  commencement 
of  administration  slight  duskiness  noticed  and  respiration 
ceased.  Artificial  respiration  and  inver.sion  tried  in  vain. 
Soon  after  artificial  respiration  begun,  shallow  respiration 
made  with  spasmodic  twitching  of  lower  .jaw.  Post  mortem : 
Slight  atheromatous  change  at  commencement  of  aorta. 
Lungs  slightly  adherent  posteriorly.  Li\er  enlarged  and 
fatty.  Of  alcoholic  antecedents.  Was  afraid  of  anesthetic 
especially  and  operation.  Thought  his  heart  unsound.  Ex- 
amination of  heart  showed  nothing  unusual,  except  rapidity  of 
action. 

14. — Female,  aged  28.  Ovariotomy.  Chloroform  and  ether.  Given  by 

a house  surgeon.  Respiration  failed  first.  Respiration  ceased 
when  the  abdomen  was  flushed  with  water,  which  was  probably 
rather  cold.  Very  weak. 

15. — Male,  aged  68.  Hernia  (strangulated  umbilical,  huge)  (.J  hour). 

Ether  and  chloroform  (4  to  1 parts)  (Clover’s  smaller  apparatus). 
Pulse  failed  first.  After  failure  of  heart  respiration  lasted 
some  little  time.  Failure  of  heart.  No  post-mortem ; but 
heart  suspected  to  be  dilated  and  very  feeble.  Exceptionally 
fat  (17  stone),  only  5 ft.  6 in.  in  height. 


De.\th  Remotely  Due  to  the  Administration  of 
Anhcsth  etic. 

Female,  aged  53.  Colotomy  for  obstruction  of  bowel.  Chloroform  and 
ether.  One  of  resident  medical  officers  gave  the  amesthetic. 
Alter  patient  had  been  inhaling  for  two  or  three  minutes 
began  to  vomit,  then  suddenly  appeared  to  be  choking,  and 
ceased  to  breathe.  Usual  methods  withonf  success.  Asjihyxia. 
No  post-mortem  j>articulars.  Steecoraceous  vomiting  occurred 
three  days  after  admission  to  hospital. 


t See  Med.  Times  and  Gazette,  Oct.  6tli,  1866.  p.  43'(. 


The  Lancet  Clinical  Report.  i8i 


THE  A.C.E.  MIXTUKE. 

r In  the  few  cases  recorded  wliicli,  from  references  in 
current  literature,  we  may  assume  do  not  represent  the  true 
mortality  under  this  mixture,  no  especial  analysis  seems 
called  for. 

'1.— Female,  aged  32.  Exploratory  iiicisioii  into  riulit  loin  for  kidney 
disease.  Pulse  failed  before  respiration.  Suddenly  the  heart 
failed,  and  death  ensued.  Syncope,  no  sign  of  asphy.xia.  Post, 
mortem  : Both  kidneys  full  of  abscesses.  No  organic  disease  [ 
of  heart.  Death  due  in  large  measure  to  e.xhausted  condition  ! 
of  patient.  Patient  suffered  from  hectic  fever  and  profuse 
purulent  discharge  from  urinary  passages.  i 

2. — Female.  Forcibly  straightening  the  knees.  A.C.E.  given  in  two  j 

doses.  As  patient  was  recor  ering  from  A.C.E.  attention  was  ; 
called  to  her  condition.  As  failure  of  heart’s  action  feared, 
nitrite  of  amjl  and  strong  ammonia  applied  to  nose  and  cold  ^ 
applications  to  forehead.  Artificial  respiration  kept  up  f hour.  , 
Operation  was  finished,  hyncope.  In  very  bad  health,  had  | 
not  been  able  to  walk  for  five  years.  Had  ulcers  on  her  legs  ' 
and  stiffness  of  knees,  for  which  operation  was  being  per- 
formed on  this  occasion.  No  second  medical  man  was  present 
at  the  time  of  the  accident. 

3. — Male.  For  skin  disease  (lupus).  The  respiration  appeared  to  fail 

first.  Died  suddenly  during  administration.  Asphy.xia.  The 
patient  was  a heavy  drinker. 

4. -  Male,  aged  50.  Opening  fistula  in  ano  (a  few  seconds).  A.C.E. 

given  on  cone.  Respiration  failed  first  and  quite  suddenly. 
Died  on  the  first  cut  being  made. 

Untoward  case.s  : Tlie  metliods  of  giving  the  anajstlietic 
were  ; — a cone,  folded  lint,  oi  on  a towel. 

In  one  case  the  patient  was  anwmic,  in  iinother  the  heart 
was  dilated. 

Respiration  appetirs  in  the  niiijority  of  ctises  to  have  given 
out  before  the  heart. 

Series  B. 

1. — Male,  aged  72.  Enucleation  of  eyeball.  Pulse  and  respiration 

failed  together.  Before  becoming  fully  anaesthetised  he 
stopped  breathing;  pulse  ceased.  Artificial  respiration  and 
galvanic  battery.  Patient  rallied,  but  operation  had  to  be 
abandoned.  Was  suffering  from  senile  dementia.  Had 
enlarged  heart  and  chronic  Bright's  disease. 

2. — Respiration  failed  first.  Artificial  respiration. 

3. — No  particulars. 

4. — Male,  aged  12.  Resinration  tailed  first.  Respiration  ceased 

completely;  pulse  good;  pupils  not  dilated;  no  change  in 
colotir.  A.C.E.  was  carefully  administered  4 days  after 
chloroform.  (See  Chloroform  Cases.) 

5.  — Male.  Iridectomy  on  I'oth  eyes.  Alcohol,  ether,  chloroform- 

Pulse  and  respiration  failed  together.  Became  suddenly  pale, 
deeply  insensible  ; pulse  and  respiration  very  defective.  Lint 
with  a few  drops  of  nitrite  of  amyl  placed  over  month,  then 
dee])  inspirations,  flushed  face,  quick  pulse,  and  return  of 
sensibility.  Patient,  young  man,  hydrocephalic,  inherited 
syphilis. 


Series  C,  JI . — Cases  oeciirriiKj  in.  rrieate  Practice. 

1.  — Male.  For  wound  of  scrotum.  Respiration  failed  first  (in  2 

minutes). 

2. — Female,  aged  .65.  Vascular  growth  of  urethra  (5  minute.s). 

A.C.E.  given  in  a cone.  Pulse  failed  first;  pulse  became 
flickering;  respiration  unimpeded.  Tongue  drawn  well  out  of 
mouth  ; hypodermic  of  ether  and  brandy  ; artificial  respiration. 
Patient  bad  dilated  heart ; was  veiw  ill  after  the  ana-sthetic  ; 
the  operation  bad  to  be  given  up.  The  oiieration  bad  not  been 
commenced  when  the  heart  failed. 

3. — Female,  aged  32.  lla-morrboids.  A.C.E.  (cone).  Pulse  failed  first. 

As  the  finger  was  stretching  the  sphincter  pulse  failed;  the 
lips  became  very  jiale.  Hypodermic  of  brandy  was  given,  hut 
without,  result.  Patient  was  much  blanched  from  loss  of 
blood;  operation  was  put  off. 

4. — A.C.E.  (towel  over  frame).  Asphyxiated.  Artificial  respiration; 

pulling  forward  tongue ; lowering  head,  and  raising  arms  and 
feet ; successful. 

Untoward  Cases  OccuitiUNt;  when  Chloroform 
MIXED  WITH  Ether  was  Given. 

The  following  cases,  although  of  great  interest,  arc  too 
few  to  require  any  special  mention  or  survey  in  detail  ; we 
will,  therefore,  simply  pre.sent  them  as  the.y  appear  in 
summary : — 

1.— One  case  recorded.  Chloroform  and  ether.  Respiration  and  pulse 
failed  together.  After  two  inspirations  pulse  stopped  beating, 
and  respiration  entirely  ceased.  Artificial  respiration  kept  up 
and  strong  ammonia  given. 


2. — Female,  aged  55.  Ether  and  chloroform  given  on  two  separate 

occasions.  Showed  untoward  signs  on  first,  and  became  col- 
lapsed on  second  occasion  very  seriously.  Not  given  for  long 
on  either  orcasion,  but  on  .second  only  fully  recovered  after 
twelve  hours’  careful  attention.  i 

3. — Female,  aged  34.  Midwifery  : forceps.  Half-hour.  Chloro- 

form and  ether  (folded  napkin).  Respiration  failed  before  the 
pulse. 

4.  — Male,  aged  12.  Anchylosis  of  the  right  knee-joint . Chloral,  ehloro 

form,  7 gr.  chloral;  (Esmarch’s  mask);  15  gr.  later  (,Iunker’s 
apparatus).  Tumour  at  knee-joint  also  found  ; while  this  was 
being  e-xamined  patient  gave  cries  of  pain  which  showed 
narcosis  not  to  have  been  very  deep.  Suddenly  heart  stopped 
. together  with  respiration.  Battery  applied  to  phrenic  nerve  ; 
pulse  became  fuller,  and  patient  began  to  respire,  and  cried 
out.  Administration  of  chloroform  stopped  when  untoward 
symptoms  came  on.  During  the  preparations  for  applying 
the  apparatus  for  stretching  the  limb  pulse  and  respiration 
suddenly  stopped  again.  Measures  adopted  were:  Renewed 
application  of  battery  to  phrenic  nerve,  insufflation  down 
windpipe,  artificial  respiration  for  1 hour  by  the  various 
methods — with  no  avail.  Post  mortem  : Heart ; Left  \ entricle 
contracted;  full  of  thin  fluid  blood  ; no  fatty  degeiwrat ion  or 
coagulation;  Lungs:  Left  lung,  red  colour,  but  at  top  caseous 
mass  size  of  bean.  Right  lung  paler  than  left,  adherent. 
Examination  of  heart,  and  other  organs  revealed  nothing  ab- 
normal. Chloral,  chloroform  had  a very  small  quantity  of 
alcohol  added. 

5.  — 4 cases.  Cfr.  Charite  Annalen,  Jhg.  XI. 

6.  — Male,  aged  15.  Circumcision.  Chloroform  2 dr.  A.C.E.  (Skinner’s 

inhaler).  Pulse  and  respiration  failed  together.  At  first 
touch  of  knife  patient  raised  hands,  as  if  conscious.  Pupils 
dilated  enormously.  Face  became  congested;  upper  limbs  in 
chronic  spasm,  like  in  epilepsy.  In  15  .seconds  pulse  and 
respiration  failed  completely.  Measures  adopted  were  : Sub- 
cutaneous injection  of  ether;  nitrite  of  amyl  ; cold  affu.sion  ; 
artificial  respiration  (when  this  employed  pupils  would  con- 
tract), and  galvanic  battery.  Syncope 'was  the  cause  assigne(t 
for  death. 

7.  — Male,  aged  14.  Rectifying  spontaneous  laxation  in  left  hip-joint. 

Chloroform,  ether,  alcohol  in  the  proportion  of  100:30:30. 

8. — Female.  Incision  of  breast  for  mammary  abscess.  Chloroform 

8pts.;  spirits  of  turpentine  1 pt.  Pulse  and  respiration  failed 
together.  Sudden  spasm  ; pallor  ; difficulty  of  breathing  ; 
cessation  of  pulse.  Every  effort  persisted  in  ito  restore  aidma- 
tion.  Syncope  was  the  cause  assigned  for  death,  Post-mortem 
appearances  nil.  Had  shortly  before  been  ana-sthetised  by 
similar  agent,  but  containing  more  turpentine. 


Chloroform  followed  by  other  Anaesthetics. 

Deaths  in  cases  in  which  chloroform  was  given  at  first,  anrl 
tne  anagsthesia  was  maintained  by  the  use  of  etlier. 

It  will  readily  be  seen  that  these  cases  are  very  different 
from  those  in  which  the  two  antesthetics  were  exhibited,  com- 
bined as  a mixture.  In  the  last  case  the  i)hysiological  effect 
produced  is  somewhat  that  of  chloroform,  while  when 
chloroform  is  given  first,  and  is  followed  by  the  use  of 
ether,  the  physiological  effects  of  which,  in  some  ways,  are 
antagonistic  of  the.se  two  substances,  appear  in  succession 
'I'hus  the  depression  which  many  observers  have  referred  to 
as  following  the  use  of  chloroform  would,  when  ether  was 
given,  be  replaced  by  a stimulating  effect,  one  which  might, 
it  is  believed,  prove  highly  detrimental  when  the  circulatory 
.system  was  severely  taxed  and  unjible  to  respond  to  any 
sudden  stimulation. 

The  deaths  have  occuried  in  individuals  between  the  ages 
of  21  and  48,  and  are  reported  from  England  and  the  United 
States. 

In  the  large  majority  of  cases  the  pulse  failed  before 
respiration. 

The  operations  being  performed  at  the  time  of  the  fatalities 
were  of  no  unusual  kind. 

No  predisposing  or  complicating  conditions  existed  in 
these  cases. 

The  Causes  assigned  for  Death  were  ; Asphyxia;  “failure 
of  respiration  ’’  ; syncope. 

The  Methods  of  Administration  were  : Chloroform  given 
on  lint,  followed  by  ether  given  in  a felt  cone  : flannel  cap 
for  chloroform,  followed  by  Clover's  ether  inhaler  : chloro- 
form given,  hut  method  not  named,  followed  by  ether  from 
an  Ormshy’s  inhaler. 

Measures  adojiteil  for  resuscitation  were  : Artificial  rcspjia- 
tion  ; electric  stimulation  by  faradic,  by  galvanic  currents: 
inversion  ; laryngotomy  ; stimulants,  external  cold  affusion, 
flagellation  with  wet  towel  ; “mechanical  stimulation  of  the 
heart”;  injection  of  ether  hypodermically;  rectal  injection 
of  brandy  ; drawing  forward  of  the  tongue. 


I See  Bril.  Med.  Jouni.,  Nov.  11th,  1876,  p.  627. 
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The  Lancet  and  the  Hyderabad  Commissions  on  Chloroform. 


Post-mortem  examinations  : 

1.  Heart  dilated,  fatty,  valves  diseased,  aorta  and  other 
arteries  badly  atlieromatous,  lungs  engorged  with  blood. 

2.  Heart  and  vessels  diseased  (fatty,  atheromatous)  ; valves 
tliickened,  incompetent. 

3.  Do.  do.,  aortic  incompetence.  Kidneys  fatty. 

4.  Heart  fatty,  valves  diseased,  kidneys  contracted. 

A case  is  appended  whicli  seems  to  be  one  in  which  the 
death  was  only  remotely  the  result  of  the  anfesthetic. 


(n.) — Deaths  from  Chi.oroform  foi.lowbd  by  Ether. 

1.  Female,  aged  45.  Removal  of  fatty  tumour  from  back  (5  minutes). 

Chloroform  1 dr.  (lint),  then  ether  (sponge  in  felt  cone).  Pulse 
failed  first.  Pulse  became  irregidar.  Ether  then  given.  Pulse 
became  regular  and  fuller  for  a few  seconds,  then  stopped  sud- 
denly. Respiration  then  ceased ; face  became  a dusky  red. 
Measures  resorted  to  were : Drawing  forward  tongue  and  arti- 
ficial respiration  for  J hour;  at  same  time  galvanism,  one  pole 
over  left  clavicle,  other  over  heart  and  at  epigastrium.  Chest 
struck  with  wet  towel  and  brandy  injection  (4oz.)per  rectum. 
All  these  means  failed  to  re-establish  action  of  heart.  Syncope 
Post  mortem  ; Lungs  gorged  with  blood.  Pericardium  covered 
with  layer  of  fat  and  containing  small  quantity  of  fluid.  Heart 
covered  with  layer  of  fat ; ventricles  dilated,  containing  little 
fluid  blood  ; valves  atheromatous  but  competent ; pulmonary 
artery  and  aorta  with  patches  of  atheroma.  Patient  fat  ; 
pulse  regular,  heart  sounds  normal,  rather  feeble. 

2. — Female,  aged  21.  Amputation  of  right  leg  above  ankle.  Chloro- 

form (3  or  4 minutes)  ; ether  (2  or  3 minutes).  Chloroform 
2 dr.  (on  lint),  followed  by  ether  (on  sponge  in  felt  cone)  2 oz. 
Pulse  failed  first.  Became  blue  in  face  and  pulseless  at  wrist  ; 
lips  white  and  heart's  action  not  felt.  Measures  resorted  to 
were;  Artificial  respiration,  removal  of  bandage  from  limb; 
cold  affusion  ; flipping  with  wet  towels ; application  of  inter- 
rupted current  to  pericardium.  Heart  never  beat  again. 
Pupils  contracted  throughout  attempts  at  resuscitation. 
Patient  moribund  2 minutes  after  ether  was  begun.  Syncope. 
Post  mortem : Heart : friction  patches,  no  pericarditis  ; wall 
of  right  ventricle  thin,  of  left  thick  ; mitral  valves  thickened  ; 
at  junction  of  anterior  cusji  of  mitral  valve  with  wall  of 
ventricle  was  small  ulcerate<l  pafcli;  aortic  valves  thickened; 
two  decolourised  clots  in  left  ventricle,  commencing  atheroma 
of  aorta.  In  right  kidney  remains  of  small  impacted  embolus. 
Clot  in  femoral  and  popliteal  artery.  Had  had  rheumatic  fever, 
suffering  great-  pain  owing  to  commencing  gangrene  of  foot  due 
to  embolism  of  popliteal  artery.  Some  thought  a mitral  bruil 
could  be  heard  on  auscultation 

3. —  Male,  aged  26.  For  irreducililc  inguinal  hernia.  Chloro- 

form followed  hy  ether.  Respiration  failed  first.  Respiration 
became  noisy  and  laboured,  and  patient  turned  very  cyanotic. 
Tongue  dragged  out,  and  colour  and  breathing  improved  till 
end  of  operation,  but  though  no  further  dose  given,  he  relapsed 
again.  Measures  employed  were;  Artificial  respiration,  and 
then  laryngotomy,  but  liotli  useless.  Pulse  good  till  end. 
Asphy.xia.  Post  mortem : Kidneys  large  and  fatty  ; liver 

fatty!  Aortic  \alves  dilated,  and  probably  incompetent,  liut 
no  degeneration  of  heart -muscle.  Patient  very  stout  (20  stone 
nearly),  with  double  aortic  murmur.  As  hernia  was  source 
of  serious  risk,  operation  determined  on  after  due  consultation. 

4.  —Female.  For  diagnostic  purposes.  Chloroform  followed  by  ether. 

Died  from  the  influence  of  the  ana-sthetic.  Had  suffered  for  2 
years  from  symptoms  probably  due  to  a uterine  polypus,  which 
was  removed. 

5. — Female,  aged  48.  Removal  of  scirrhous  tumour  of  left  breast. 

Chloroform  (2  or  3 minutes);  ether  (1  minute).  Chloroform 
(open  inhaler),  followed  by  ether  (Ormsby’s  inhaler).  Pulse 
failed  first.  Slight  change  in  colour.  Became  blue  in  face ; 
pulse  ceased  to  be  perceptible,  l>ut  respiration  lasted  a minute. 
Measures  adopted  were  : Inversion  ; mechanical  stimulation  of 
heart;  galvanism;  ether  injection.  Artificial  respiration  kept 
up  V hour.  Sjmeopc.  Post  mortem  ; fatty  heart  and  grantilar 
kidneys.  Felt  great  alarm  at  prospect  of  operation.  Heart 
carefully  aiuscultated  ; pulse  regular,  and  no  suspicious  sounds. 

6. — Female,  aged  30.  On  vesico-vaginal  fistula.  Chloroform  (a  little), 

followed  liy  ether  (Clover’s  inhaler)  2 oz.  Pulse  failed  first, 
and  mucous  membrane  of  lips  seemed  blanched.  Respiration 
shallow  and  infrequent,  and  pulse  ceased.  Artificial  respiration 
carried  on  some  time,  and  means  used  to  stimulate  heart,  but 
patient  did  not  rally.  Syncope.  Post  mortem ; Heart : All 
vahes,  except  |iulinonary,  diseased.  Kidneys  contracted, 
granular.  Death,  therefore,  considered  due  to  emharrass- 
ment  of  weak  and  disea.sed  heart  by  reason  of  position 
during  long  operation,  combined  with  effect  of  ether-vapour 
on  lungs. 


Death  Hemotely  Di  e to  Admimstation  of 
Anaesthetic. 

1.— Male,  aged  25.  Amputation  for  compound  fracture  of  right  lee. 
Chloroform  followed  l)y  ether.  Stomach  full  of  food;  vomit 
followed  liy  deep  inspiration  ; trachea  and  larynx  tilleii  with 
half-digested  food,  so  that  even  tracheotomy  did  not  restore 
power  of  breathing.  Asphyxia. 


2.  — Female,  aged  46.  Senilecataract  (1  minute).  Chloroform  followed 

by  ether.  Respiration  shallow,  but  there  was  struggling.  Pulse 
feeble,  not  intermittent.  Slight  lividity  of  cheeks  and  fore- 
head. Chloroform  removed  and  ether  given.  Other  means  for 
restoring  circulation  were  tried,  but  in  vain.  Post  mortem  : Heart 
flaccid,  empty  ; mitral  valve  contracted,  aortic  valve  incom- 
petent. Kidneys  fatty  and  granular.  Extremely  fat  and  of 
slow  intelligence.  Had  shortness  of  breath,  but  not  known  to 
suffer  from  organic  disease. 

3.  — Male,  aged  15.  High  amputation  of  thigh.  Chloroform  followed  by 

ether.  Given  by  the  house  surgeon.  Pulse  failed  before  respi- 
ration. The  only  symptom  detailed  was  sudden  stopping  of  the 
pulse.  The  cause  of  death  was  cardiac  failure.  Patient  was 
sinking  from  profuse  suppuration. 


Untoward  Cases. 

1.— Female,  aged  10.  Removal  of  scar  and  suppurating  strumous 
gland  ;4  minutes  chloroform,  20  minutes  ether).  Chloroform 
followed  by  ether  (American — gridiron— inlialer).  Breathing 
slow,  face  pallid,  pulse  became  worse  and  worse.  Fresh  air 
admitted  to  room  ; hot  brandy-and-water  given  in  teaspoons- 
ful  every  3 or  4 minutes,  whicli  restored  pulse,  patient  at  length 
taking  it  voluntarily. 

2 — Male,  aged  57.  For  operation  for  disorganisation  of  metatarsal 
phalangeal  joint  of  great  toe  of  left  foot.  Chloroform  (Skinner's 
inhaler)  followed  by  ether.  Given  by  a house-surgeon.  Respira- 
tion failed  before  the  heart.  Patient  was  got  under  without 
much  struggling  and  operation  was  about  to  commence  when 
house-surgeon  noticed  that  respiration  had  ceased  The  pulsa- 
tion in  the  femoral  was  then  found  to  have  ceased.  The  head 
was  depressed  and  tongue  drawn  out,  and  artificial  respiration 
(Silvester’s  method)  maintained  about  28  to  the  minute.  This 
was  continued  about  4 minutes,  no  pulse  at  femorals  being 
apparent.  Four  drops  of  nitrite  of  amyl  from  a capsule  freshly 
broken  on  lint  applied  to  patient's  nose.  Colour  in  patient’s 
face  and  pidse  at  femorals  returned  almost  immediately  and 
operation  was  continued  under  ether.  History  of  three  distinct 
attacks  of  gout. 

(6.) — Untoward  Cases  ; no  Fatalities  are  Eecohded 
wri'H  THIS  Succession  ; Chloroform  followed 
BY  A.C.E. 

1. — Male,  aged  over  70,  Gastrotomy  for  impassable  oesophageal  stricture- 

Chloroform  (lint)  followed  by  A C E (liut).  Under  chloroform 
pulse  so  irregular  that  operation  was  discontinued.  A.C.E. 
substituted  for  chloroform  and  operation  successfully  com- 
pleted. 

2. — Male.  Ligature  of  femoral  for  inflamed  aneurysm  of  popliteal  (over 

1 hour).  Chloroform  (lint)  followed  by  A.C.E.  (lint).  Under 
chloroform  pulse  so  irregular  that  operation  was  discontinued. 
A.C.E.  substituted  for  chloroform  and  operation  successfully 
completed. 


(c.)— Deaths;  Ether  followed  by  Chloroform. 

1. — Male.  Dressing  injury  to  thumb.  El  her  first,  chloroform  sub- 

stituted, small  quantity.  After  a few  inspirations  patient  died. 
Syncope.  Post  mortem  : Fatty  degeneration  of  heart,  with 
valvular  disease.  Weakly,  with  organic  disease  ; had  been  invalid 
for  several  years. 

2. — Female.,  Removal  of  large  cancer  mass  from  right  breast  (20 

minutes).  Ether  substituted  liy  chloroform.  At  close  of 
operation,  sudden  lividity.  Tongue  drawn  well  forward  and 
artificial  resiiiration.  Patient  died  in  about  3 minutes. 
Breathing  never  became  stertorous.  Syncope.  Patient  fairly 
nourished,  nervous  temperament,  no  indication  of  cardiac 
disease. 

3.  — Male.  Aged  60.  Removal  of  tumour  from  lower  jaw.  Ether 

followed  hy  chloroform  (Clover's  inhaler) ; 1 gr.  morphine 
given  before  ether  subcuLaneously.  When  operation  com- 
pleted patient  had  good  pulse ; respiration  slow ; pupils 
contracted  to  jiin’s-point ; profuse  sweating.  Two  hours  later 
no  consciousness.  Died  with  symptoms  of  narcotic  poisoning. 
Post-mortem  appearances  nil. 

4. — Male,  aged  30.  Stretching  sciatic  nerve  for  sciatica.  Ether 

followed  by  chloroform  (Clover’s  inhaler).  Pulse  and  respira- 
tion failed  together.  On  being  given  ether  the  patient 
struggled  violently;  chloroform  then  given,  and  almost  at 
once  he  turned  pale  and  both  pulse  and  respiration  ceased. 
Artificial  respiration  kept  up  half-hour  in  vain ; as  last 
resource  heart  punctured  and  aspirated.  Operation  never 
begun.  Death  probably  due  to  syncope  possibly  induced  by 
violent  efforts  of  patient  under  ether. 

5.  — Male,  aged  19.  Removal  of  necrosed  hone  from  leg.  Ether, 

afterwards  (at  patient’s  desire)  chloroform.  At  coramenee- 
mentof  operation  became  pallid  and  heart's  action  could  not 
be  fell.  Under  prompt  measures  cardiac  and  respiratory 
restoration  occurred,  but  stojiped  after  3 or  4 minutes  in  spite 
of  artificial  respiralion  for  half-hour.  " Syncope  produced  by 
action  of  chloroform-vapour  upon  heart." 

(rf.)— Deaths  ; Ether  followed  by  Ether  and 
Chi.oroform. 

1. — Female,  aged  28.  For  abscess  in  throat  (ahscess  caused  hy  pin 
being  lodged  in  throat).  Ether,  followed  by  ether  and  cfiloro- 
form.  Respiration  failed  first.  Ether  first  given,  but  as  patient 
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took  it  badly,  none  given  for  1 hour.  Then  ether  given  and  | 
Rome  chloroform.  Breathing  became  bad.  Patient  laid  on 
floor;  artificial  respiration  and  galvanism  used,  which  partially 
restored  pulse  and  respiration,  also  enemata  of  brandy,  milk 
and  eggs  given,  and  warm  bottles  applied.  Patient  ralli^,  but  ! 
died  next  day.  Inflammation  of  lungs  accelerated  by  ehloro-  | 
form.  Postmortem:  Bases  of  lungs  showed  signs  of  recent 
pleurisy.  Left  lung  pneumonic,  breaking  down  in  ragged.  ' 
sloughy  patches.  Mucous  membrane  about  epiglottis  and  1 
u])per  part  of  pharynx  inflamed-  Chloroform  given  against  ' 
wish  of  patient,  as  she  stated  before  her  death.  Before  her 
death  she  was  for  some  time  delirious. 

2. —Female,  aged  45.  Examination  of  uterus  for  large  uterine  polypus  j 
(10  minutes  al)out).  In  3 doses  (1)  etlier ; (2)  ether  and  ehloro-  ! 
form;  (3)  chloroform  (2  dr.  chloroform  u.sed)  Pulse  failed  first.  ! 
Breathing  suddenly  loudly  stertorous,  face  cyanotic,  and  I 
pulse  at  wrist  ceased,  pupils  being  slightly  dilated.  Tongue  ' 
was  drawn  well  out  of  mouth,  flipping  face  and  body  with  cold  ! 
water,  and  artificial  respiration  at  once  begun,  which  latter  , 
was  kept  up  for  1 hour.  Patient  rallied  for  brief  perif)d,  but  ^ 
sounds  of  heart  could  not  be  detected.  Right  external  jugular  i 
vein  prominent,  and  was  opened,  blood  flowing  in  jet  at  once.  I 
Galvanism  to  heart,  enemg,  of  brandy,  turning  body  on  side 
(Silvester’s  method)  and  raising  trunk  with  head  low,  all 
tried.  Postmortem:  Much  fat  in  anterior  mediastinum.  Peri-  : 
cardium  normal.  Muscular  fibres  of  right  ventricle  hidden  by 
deposit  of  fat.  Left  ventricle  empty  ; right  contained  no  clots  ; ; 
blood  quite  liquid.  Mitral  valve  with  small  circular  patch  of 
induration;  4 to  6 bead-like  bodies  of  lymph  on  central  aortic 
valve.  Heart  14  oz.  Microscopically,  fatty  infiltration  of 
muscular  fibres,  but  no  fatty  degeneration  of  fibres.  Polypus  ! 
(size  of  child’s  head)  attached  by  pedicle  to  fundus  of  uterus.  | 
Cysts  in  right  ovary.  Cessation  of  catamenia,  followed  by 
uterine  hfcmorrhage,  at  intervals  of  2 to  6 weeks,  for  2 years; 
ainemic  appearance.  Had  lost  flesh  about  a month  (Dec.  25, 
1879- Jan.  24,  1880). 

3. — Male,  aged  37.  Blind  fistula.  Ether  followed  by  chloroform. 
Pulse  and  respiration  failed  together.  Simultaneoiis  failure 
of  pulse  and  respiration;  face  livid.  Dorsal  decubitus; 
artificial  respiration;  struck  with  wet  towel;  nitrite  of 
amyl;  tongue  pulled  forward.  Patient  was  first  aiippstlietised 
with  ether,  which  he  took  for  10  minutes  from  a Clovers 
inhaler,  and  showed  no  untoward  symptoms.  He  was  tlien 
turned  on  his  left  side,  and  given  chloroform  on  folded 
Bcpiare  limt,  covered  with  green  protective  (oil  silk),  1 dr. 
being  used.  In  10  minutes  more  another  1 dr.  was  given, 
and  Hie  incision  made.  Patient  seemed  to  shudder,  and  pulse 
and  respiration  stopped. 


Untoward  Cases  occukkino  when  Ether  was  utven, 
AND  WAS  followed  BY  SOME  OTHER  ANLESTHETH'. 

Series  B. 

Female,  adult.  Plastic  operation  in  perineal  region.  (1)  Chloro- 
form, (2)  ether,  (3)  chloroform  and  ether.  (1)  Inhaler, 
(2)  handkerchief.  Pulse  wavered  and  stopped  ; restored  by 
cold  affusions.  Pulse  again  stopped,  and  face  became  cold. 
Tongue  drawn  out ; ammonia  applied  to  novStrils,  artificial 
respiration  (Silvester’s  method).  All  these  failing,  faradisation 
tried.  Gradual  breathing,  and  then  pulse  restored. 


rNTowAuu  Cases,  occurring  during  the  Adminis- 
tration OF  Ether,  followed  by  Chloroform. 

Series  B. 

X, — Male,  aged  82.  Radical  operation  for  inguinal  hernia.  Ether 
followed  by  chloroform.  Spasmodic  coughing  with  cyanosis, 
ill  spite  of  hypodermi(‘  of  morphine.  Coughing  rendered 
operation  impossible  under  et  her.  Chloroform  substituted,  and 
operation  satisfactorily  concluded. 

2.  — Aged  26.  Incision  of  relapsing  perityphlitie  stcrcoraceous  abscess 

(ether  20  minutes).  Ether  (Orinsly's  inhaler)  followed  by 
chloroform.  Neither  tolerance  nor  relaxation  induced.  Change 
to  chloroform  produced  desired  state,  and  operation  perfornu'd. 

3.  —Aged  39.  For  laryngo-fissure  for  removal  of  eiido-larjuigeal  tumonrs. 

Ether  followed  by  ehloroform*.  Alarming  spasm  of  glottis 
with  cyanosis,  and  imminent  suffocation.  Cliloroform  given, 
resulting  in  pleasant  and  undisturbed  amesthesia;  tumours 
removed. 

Untoward  Cases  under  a Mixture  of  Ether  and 
Chloroform  followed  by  Ether. 

X. — Male,  young  adult.  Operation  on  eye.  (1)  Ether  and  chloroform 
(sponge);  (2)  chloroform  (towel).  Pulse  and  respiration  failed 
together.  After  ether  and  cliloroform  had  been  given,  respira- 
tion and  pulse  failed,  hut  as  speedy  recovery  took  place 
operation  was  proeeeded  with,  hnt  patient  was  too  restless  to 
allow  of  it.  Chloroform  (pure)  then  given,  and  eyeball  re- 
moved. Suddenly  bleeding  ceased,  became  white,  lips  blue 
and  pallid,  pupil  of  remaining  eye  dilated.  Pulse  and  lireath- 
ing  stopped.  Artificial  respiration  and  heating  with  wet  towel 
persisted  in  to  great  length.  At  last,  Iivi<l  hue  turned  to  red  ; 
this  followed  by  slight  ga.sp  ; still  further  efforts,  and  patient 
breathed  and  pidse  eame.  Healthy  and  active  young  farmer. 
One  eye  destroyed  by  injury;  it  was  acutely  inflamed,  hope- 
lessly "lost,  and"  affecting  the  other.  Made  perfect  recovery. 
A third  medical  man  was  present  helping,  otherwise  patiiuits 
life  would  probably  not  have  been  saved. 


2.  — Ether  (Clover’s  inhaler),  chloroform  (lint).  Respiration  failed  first. 

Several  times  has  seen  respiration  stop,  hut  resort  to  artificial 
respiration  has  rallied  patient.  Attributes  this  to  allowing  the 
patient  partly  to  recover  aud  then  suddenly  giving  a lot  of 
chloroform. 

3. — Jaws  (excision  of)  (under  20  minutes).  Ether,  morphia. 

4. — Removal  of  lyinpbadenomatous  glands  from  right  of  neck  (40 

minutes).  (1)  A.C.B.  given  on  lint,  followed  by  (2)  chloroform 
given  on  lint,  followed  again  by  (3)  A.C.E.  given  on  lint.  Pulse 
^ and  respiration  failed  together.  A.C.E.  first  given,  hut  oozing 
of  blood  occurred;  then  chloroform  given;  hut  on  patient 
turning  blue,  A.C.E.  readministerert.  After  40  minutes 
patient  became  quite  wliite,  pulse  and  respiration  both  failing. 
Injection  of  ether;  this  followed  by  semi-iuversiou  and  arti- 
ficial respiration;  further  injections  of  ether.  Patient  fairly 
recovered  in  2 minutes. 

5.  — Male,  aged  25.  Excision  knee-joint  for  luhereulous  caries 

Chloroform,  ether,  and  alcohol  (Billrotli’s  mixture),  i.c.,  ehloro* 
form,  3 parts;  ether  and  alcohol,  each  I ]>art  (50  grammes)* 
Symptoms  of  immineut  asphyxia  came  on  fpiite  sud<lenly 
Artificial  resniration  (Silvester's  method) ; recovery  after  10 
minutes.  l*atient  otherwise  healthy. 


(c.)— Death  from  Methylene  and  Ether. 

Female,  aged  62.  Ovariotomy.  Methylene  and  ether  (on  single 
fold  of  towel).  Pulse  failed  before  the  respiration.  Pul.se 
suddenly  stopped,  pupils  became  dilated.  Respiration  ceased. 
All  efforts  at  restoration  useless.  Artificial  respiration  (Sil- 
vester’s method) ; ammonia,  slapping  cliest,  and  cold  affusions 
tried.  Inhalation  of  methylene  and  ether,  causing  syncope. 
Post-mortem  did  not  reveal  cause  of  death  ; all  organs  healthy 
except  ovary.  “The  systolic  murmur  must  have  been  hfcinic.” 
During  life  a systolic  murmur  at  liase  oi  heart  had  been 
detected. 


(/.)— Death  from  Methylene  followed  by  Ether 
(Methylated),  followed  by  Methylene. 

Male,  aged  56.  Removal  of  diseased  bone  from  leg.  In  3 doses: 
(1)  Bichl.  methylene,  (2)  ether  (methylated),  (3)  hichl. 
methylene.  During  last  dose  patient  struggled  greatly;  then 
had  epileptiform  convulsion,  followed  by  tonic  spasm  ; tliis 
relaxed,  hrea'hing  became  stertorous  ; pulse  failed.  (?)  Syncope. 
No  pOvSt-mortem  allowed.  If  was  thought  that  the  convulsion 
might  have  been  caused  by  cerebral  haemorrhage. 


(3.)— Death  remotely  occurhino  from  Nitrous  Oxide 
AND  Ether. 

1.  — Femiile,  aged  55.  For  strangulated  femoral  lieriiia.  Well  under  in 

4 minutes.  Nitrous  oxide  and  ether  (Clover’s  apparatus).  PuKse 
and  respiration  failed  together.  Went  well  under  in  ahoiit 
4 minnies.  without  previous  excif einent.  Taxis  was  then 

applied,  when  almost  immediately  patient  hecanie  pale  and 
recommenced  vomiting  stercoraceoiis  matter.  Respiration 
became  weak  and  pulse  imperceptible.  Air  admitted  and  arti- 
ficial respiration  done.  Enema  of  brandy,  3 oz.  given.  Strong 
ammonia  applied  to  nostril  and  ammonia  in  jected  into  right 
median  liasilie  vein.  Patient  died  in  about  10  minutes  from 
coinmcnci-ment  of  alarming  symptoms.  Post  mortem  : Stereo 
raccons  matter  found  in  trachea  and  right  Inonclius.  Right 
side  of  lieart  and  large  veins  full  of  dark  tiuid  tiloorl.  Ventri- 
cular waits  tliin  and  fiahby,  cavities  slight ly  dilated.  Left 
ventricle  empty.  Atlieromatous  patclies  on  arch  of  aorta. 

2. — Female,  aged  2).  Gas  followed  by  ether.  Respiralion  and  pulse 

failed  together  Respiration  and  pulse  .stopjied  soon  after  eom- 
ineneement  of  administration.  Post  mortem  : Plenrilic  effusion 
on  rigid,  side,  witli  displacement  of  lieart  to  left.  Large  liydatid 
cysts  of  liver  and  uterus,  and  suppuration  and  ililalalion  of 
ureters.  Very  ana-mic  ; weak  pulse. 

3. — Female,  aged  43.  Removal  of  slougliing  fibroid  uterus.  Nitrous 

oxide,  tlien  etlier  ; less  than  ,i  oz.  (Clover’s  inhaler).  Respira- 
tion failed  first.  Operalion  over  and  etlier  discoidinued. 
Respiration  noticed  to  lie  failing,  and  it  grew  feebler.  Artificial 
respiration  of  no  avail  Pulse  gradually  failed,  and  ceased  in  7 
minutes.  Somecyaiiosi.s.  Brandy  also  gi\  en  per  rectum.  Post- 
mortem 4 d.ays  after  death.  Old  pleural  adhesions,  and  no 
otlier  gross  lesions.  Had  taken  nitrons  oxide  and  ether  2 days 
previoMsly. 

4. — Male,  aged  54.  Liimliar  eolotomy.  Nilrous  oxide  and  etlier. 

Heart : Moribund  at  time  of  operation. 


Untoward  Case;  Nitrous  Oxide  fui.lowed  by  Ether. 

For  careinomatons  infiltralioii  of  rigid  nostril.  Nitrons  oxide  and 
etlier.  Respiration  failed  fir.st.  Sudden  a,spliy\ia  arose,  w liieli 
ceased  after  a few  cliest,  compressions.  Ellier'inlxilalioii  hegnii 
again,  and  fatal  results  seemed  impending.  Tracheotomy 
restored  patient,  to  all  appearances  dead. 


(/t.)— Death  ; Bromide  of  Ethyl  and  (’hi.orofdrm. 

Female.  Denial.  Bromide  of  ethyl  (loz.)  witli  chloroform  (4  or  5 
drops).  Paliimt  recovered  conipletelv  from  effects  of  anas- 
thelie,  and  felt  (piite  well  during  rem.ainder  of  ilay.  Next  day. 
Iiowever,  slic  died.  Dentist  eliarged  in  court  witli  eansiiig 
death  of  patient.  A commission  of  medical  ex|iert8  directed  to 
report  upon  the  matter. 
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The  Lancet  and  the  Hyderabad  Commissions  on  Chlofoform. 


Part  VIIL— THE 


CONCLUSION  OF  THE 


COMMISSION. 


The  report  of  the  clinical  records  has  now  come  to  a close 
so  far  as  the  mere  statement  of  facts  is  concerned.  It 
remains  to  indicate  as  succinctly  as  possible  the  conclusions 
which  a careful  study  of  the  very  large  amount  of  evidence 
appears  to  warrant.  The  chief  interest  naturally  centres  in 
the  facts  as  regard  chloroform  and  ether,  since  although 
much  may  well  be  said  about  nitrous  oxide,  the  various 
mixtures  and  other  anesthetics,  yet  their  use  in  general 
surgery  is  comparatively  small,  and  there  appears  to  be  no 
indication  why  it  should  in  the  future  be  extended. 

The  higher  death-rate  shown  by  our  observations  to  be 
associated  with  the  use  of  chloroform  has  to  be  looked  at 
from  various  points  of  view  before  a just  idea  of  its  real 
significance  can  be  obtained.  The  returns  given  in  the 
tables  which  supply  the  number  of  times  the  various 
anesthetics  are  used  show  that  chloroform  was  employed 
some  six  times  more  frequently  than  ether,  l^nfortunately 
these  figures  are  only  approximately  accurate,  since  no 
returns  have  reached  us  from  the  large  London  hospitals  in 
which  ether  is  so  much  employed,  while  they  comprise 
returns  from  some  parts  of  Scotland  and  from  abroad,  places 
where  chloroform  is  used  almost  exclusively.  An  examina- 
tion of  the  record  of  private  practice  indicates  further  that 
chloroform  is  used  more  frequently  in  that  department  of 
practice  than  is  any  other  amcsthetic. 

In  hospital  practice,  then,  a considerable  number  of 
chloroform  deaths  (say  6 to  1,  although  this  is  doubtless  too 
favourable  to  chloroform)  in  excess  of  those  under  ether  might 
only  represent  an  equal  m9rtality,  the  deaths  being  taken  in 
relation  with  the  actual  number  of  times  the  anassthetic  is 
given.  Again,  the  deaths  recorded  prior  to  1864  are  prac- 
tically all  from  chloroform,  as  ether  was  but  little  employed 
in  this  country  up  to  that  date,  so  that  until  subsequently  to 
that  date  no  basis  of  comparison  exists  between  the  two 
anesthetics.  Taking,  then,  the  figures  of  deaths  between 
1864  and  1892,  exclusively,  we  have  596  deaths  under  chloro- 
form and  45  under  ether,  a proportion  of  13  to  1 — a mortality 
under  chloroform  at  least  double  that  under  ether' — assuming, 
that  is,  that  the  596  deaths  under  chloroform  occurred  in 
double  the  number  of  administrations  of  chloroform  as  com- 
pared with  ether.  To  put  it  more  clearly,  it  is  assumed  that 
for  every  100  patients  who  take  ether  200  take  chloroform. 
To  compare  deaths  under  these  two  anesthetics  it  would 
under  this  assumption  be  neces.sary  in  the  case  of  chloroform 
to  divide  the  actual  number  by  two. 

A similar  result  follows  investigation  of  the  untoward 
cases.  But  it  has  to  be  remembered  that  it  is  asserted, 
although  we  have  no  evidence  placed  in  our  hands  to  show 
thi.s,  even  in  re.sponse  to  the  special  appeal  of  The  Lancet, 
that  in  Scotland  an  enormous  number  of  administrations  of 
chloroform  is  yearly  made,  while  the  casualties  are  few. 
Surgeon-Lieutenant-Colonel  Lavvrie’s  unique  record  of  45,000 
cases  of  chloroform  administrations  without  a death,  with 
the  statistics  said  to  exist  in  Scotland,  must  tell  greatly  in 
favour  of  chloroform.  ITihappily,  the  experience  of  these 
observers  is  not  borne  out  by  that  of  others.  On  the  other 
hand,  it  must  bo  remembered  that  the  employment  of  ether 
has  only  become  at  all  general  quite  within  the  past  few 
years.  We  are  not  yet  able  to  learn,  for  example, 
whether  any  cine  skilled  observer  has  been  able  to  give 
ether  to  45,000  persons  without  any  fatiility.  Juilliard 
(Geneva)  from  a very  large  number  of  cases  gives  the 

' Guilt,  results,  otitaiueil  from  German  practice,  are:  Chloroform. 
1 ileatli  in  2574  ailministrations  ; ether,  1 death  in  8433  administrations, 
a proportion  of  1 ether  death  to  3'2  under  chlorofonn. 

s Ollier  has,  however,  recorded  40,000  etherisations  without  a death 
(Arehiv  fiir  Klinisehe  Chirurgie,  Band  .xli  , p.  139,  Berlin) ; l.eon  Tripier 
B500  etherisations,  with  no  deatli : and  Poncet,  15,000  etherisations! 
with  2 deaths. 


mortality  under  ether  tit  one  death  in  14,987  adminis- 
trations, which  is  undoubtedly  a very  favourable  record 
for  that  antesthetic,  the  same  observer  giving  one  death 
in  3257  administrations  of  chloroform  — i,e.,  4 deaths 
under  chloroform  to  1 under  ether.  On  the  other  hand,  it 
must  be  pointed  out  that  our  statistics  do  not  include  many 
cases  of  etherisation  of  normal  healthy  persons — the  expe- 
rience of  the  large  London  hospitals,  for  example — but  does 
include  a large  number  of  cases  of  persons  who  were  so  feeble 
and  exhausted  that  ether  was  given  rather  than  chloroform, 
and  almost  as  a last  resource. 

Consideration  of  the  cases  we  have  given  certainly  seems 
to  justify  the  following  conclusions  : at  least  many  of  the 
deaths  under  all  kinds  of  anesthetics  seem  to  be  inevitable, 
and  arise  from  the  depreciated  vitality  of  the  patients,  and 
appear  not  to  be  due  specially  to  the  ana3sthetic.  The  opera- 
tions in  these  cases  were  undertaken  as  a last  resource,  to 
give  the  individual,  as  it  is  said,  every  chance,  and  the  stress 
of  the  amcsthetic,  or  a concurrent  accident,  such  as  the 
sucking  into  the  windpipe  of  vomit  when  the  patient  was 
partly  under  the  ansesthetic,  gave  the  coup  dc  grace.  Of 
these  cases  it  can  only  be  said  that,  the  greatest  care  having 
been  taken  and  an  intelligent  choice  of  the  amcsthetic 
having  been  made,  the  medical  man  responsible  for  the 
administration  has  done  his  best,  and  if  death  re.^ults  it  is 
comparable  to  a patient  succumbing  to  shock  after  the  ampu- 
tation of  his  thigh.  Of  course,  the  choice  of  an  amcsthetic  is 
in  such  cases  a matter  of  grave  responsibility,  and  to  this  we 
shall  revert  later.  Of  other  deaths  it  is  urged  that  although 
they  are  rejiorted  as  occurring  just  at  the  commencement  of 
the  inhalation  of  chloroform,  yet  they  are  due  to  fright  and 
not  to  the  drug.  Dr.  Snow'  di.scusses  this  possible  form  of 
death,  and  cites  cases  which  are  certainly  closely  allied  to 
some  of  those  presented  in  this  Report.  Upon  the  other  hand, 
it  would  appear  that  the  chloroform  might  constitute  a factor 
in  this  variety  of  casualty,  as  such  accidents  hardly  ever,  if, 
indeed,  ever,  occur  when  ether  or  nitrous  oxide  is  given,  a fact 
probably  accounted  for  by  the  initially  greater  stimulation 
which  these  substances  exert  as  compared  with  chloroform. 
Yet  another  class  of  cases  falls  into  the  category  of  preventable 
deaths — the  fatality  resulting  from  the  incxpertne.ss  of  the 
administrator  or  his  carelessness,  or  arising  from  the  use  of  an 
impure  drug  or  an  improper  apparatus.  In  some  cases  we  find 
the  chloroform  administration  confided  to  persons  wholly 
devoid  of  medical  training  (<;/'.  Case  280),  such  as  workhouse 
attendants,  domestic  servants,  k.c,.  ; in  others  to  those  whose 
training  was  incomplete,  such  as  medical  students  and 
dentists  (not  possessing  a medical  qualification).  In  otliers 
special  note  is  made  that  the  chloroform  was  found  to  be 
impure,  having  undergone  decomposition,  or  having  been 
badly  prepared. 

Want  of  due  prec.'uition  may  in  many  of  the  cases  have 
brought  about  a fatal  result.  Especially  in  dentjil  operations 
the  posture  of  the  patient  does  not  appear  to  have  been  duly 
considered,  and  the  patient  was  permitted  to  sit  rather  than 
to  assume  the  recumbent  position.  The  non-insistence  on 
abstention  from  food  for  a sufficiently  long  time  before  the 
administration  led  in  several  ciuses  to  fatal  results  from  the 
entrance  of  vomit  into  the  air  passages. 

Kel.vi'ive  Numbek  of  Deaths  under  Various 

ANvESTIIETIUS. 

An  attempt  was  made  to  iiscertain  what  was  the  proportion 
of  the  deaths  and  untoward  ca.ses  occurring  under  anaes- 
thetics in  relation  to  the  frequency  with  which  the  various 
agents  were  employed.  In  the  forms  of  Inquiry  sent  out  by 


^ On  Chlorofonn,  pi>.  77,  209-212. 


The  Conclusion  of  the  Commission. 


185 


The  Lancet  questions  bearing  upon  these  points  were 
asked,  and  altliougli  many  of  the  larger  hospitals,  especially 
those  in  the  chief  centres,  such  as  London,  Edinburgh,  gave 
but  a very  imperfect  return  of  their  anEesthetic  work,  a great 
number  of  answers  were  received. 

In  the  records  of  18  provincial  liospitals  18  deaths  are 
rejicrted  under  chloroform  and  4 under  ether.  The  4 deaths 
under  ether  took  place  in  three  institutions,  and  in  two  of 
those  ether  was  used  almost  exclusively,  while  in  the  third 
it  was  employed  somewhat  more  frequently  than  chloroform. 
One  otlier  death  under  ether  is  recorded  in  addition  to  the 
four  above  mentioned,  which  occurred  when  the  patient, 
having  taken  chloroform,  was  subsequently  given  ether  as 
an  inhalation  to  restore  animation.  Two  deaths  are  further 
recorded^when  admixture  of  chloroform  and  ether  was  given. 

In  the  Reports  we  publish  in  the  following  London  hos- 
pitals— Cancer,  Charing-cross,  Children’s  (Great  Ormond- 
street).  Children’s  (North-Eastern,  Hackney-road),  Dread- 
nought, Great  Northern,  Guy’s,  King’s  College.  London, 
Lock,  Metropolitan  Free,  Middlesex,  Ophthalmic  (Moor- 
fields),  Do.  (Central  London),  Do.  (South  London),  Do. 
(Westminster),  Royal  Free,  St.  Bartholomew’s,  St.  George’s, 
St.  Mark’s,  St.  Mary’s,  St.  Peter’s,  St.  Thomas’s,  Do.  (Home), 
Samaritan,  Seaman’s  (Greenwich),  Surgical  Home  (Fitzroy- 
square),  West  London,  Westminster,  University  College,  and 
Victoria  for  Children — 144  deaths  occurred  under  chloroform 
and  17  under  ether. 

In  other  hospitals  and  infirmaries  of  England  and  Wales 
deaths  under  chloroform  amounted  to  125,  and  under  ether 
to  8,  viz.,  Aldershot,  United  Bath,  Bayston  Hill,  Blackburn, 
Birkenhead,  Birmingham,  Bootle,  Bradford,  Brighton  (Sussex 
County),  Do.  Infirmary,  Bristol,  Broadmoor,  Cambridge, 
Canterbury,  Carlisle,  Cardiff,  Chester,  Cirencester,  Croydon, 
Derby,  Devonport,  Dudley,  Exeter,  Exmouth,  Gloucester, 
Hanwell,  Huddersfield,  Hull,  Ipswich,  Kidderminster,  Leeds, 
Leicester,  Lincoln,  Liverpool,  Maidstone,  Manchester,  New- 
castle, Northallerton,  Northampton,  Nottingham,  Oxford, 
Peterborough,  Preston,  Reading,  Shrewsbury,  St.  Helens, 
Sheffield,  Sunderland,  Staffordshire,  Sudbury,  Swansea, 
Taunton,  Tavistock,  Warley,  Wolverhampton,  and  York. 

Scotland  records  18  deaths  under  chloroform,  and  none 
under  ether,  viz.,  in  Aberdeen,  Alloa,  Edinburgh,  and 
Glasgow. 

In  tlie  United  States  18  deaths  occurred  under  chloroform 
and  11  under  ether  in  the  following  hospitals: — Chicago, 
Cook  Co.,  Illinois,  Louisville,  New  Jer.sey,  New  Orleans, 
New  York,  Philadelphia,  San  Francisco,  and  St.  Louis. 

Six  deaths  were  reported  from  Berlin  hospitals — 4 under 
chloroform,  1 when  etlier  was  given  by  the  rectum,  and  1 
when  Billroth’s  mixture  was  given.  One  death  under  chloro- 
form is  reported  from,  'Toulouse,  but  in  our  collected  cases 
we  find  13  deaths  under  chloroform  are  recorded  from  France. 
In  all,  322  deaths  undcr’chloroform’and  37  under  ether,  giving 
a proportion  of  8 7 of  deaths  under  chloroform  to  1 under 
ether. 

Number  of  Auministkations  of  VAiuuua  Anaesthetics 

'The  importance  of  ascertaining  the  frequency  with  which 
the  various  amesthetic  agents  are  administered  h;is  been 
already  insisted  upon  more  than  once  in  this  Report,  so  that  it 
will  need  no  preliminary  remarks  to  introduce  the  following 
statistics  derived  from  various  institutions  throughout  Great 
Britain,  the  Colonies,  and  abroad. 

'The  first  table  (A)  gives  the  number  of  times  the  various 
anmsthetics — chloroform,  ether,  the  A.C.E.  mixture,  and 
others — have  been  employed  in  various  institutions  in  England 
and  Wales,  the  Continent,  the  tblonies.  United  States,  &lc. 
It  will  be  seen  that  although  'The  Lancet  sent  inquiries  to 
all  the  British  hospitals  and  to  the  leading  hospitals  abroad, 
only  a comparatively  small  number  were  able  to  furnish 
reliable  statistics.  As,  however,  the  facts  tell  for  or  against 
the  various  anscsthetics  equally,  no  selection  having  been 
attempted,  it  is  believed  that  the  numbers  obtained  are  of 
great  value  and  advance  the  inquiry  of  this  Report  to  a 
material  extent. 

'The  first  column  gives  the  name  of  the  hospital,  and  the 
second  approximates  the  number  of  times  chloroform  has 
been  given  during  the  last  ten  years  (ending  1891),  the  third 
the  number  of  times  ether  has  been  given,  and  the  fourth 
the  number  of  times  the  A.C.E.  mixture,  while  the  remaining 
anicsthetics  are  dealt  with  in  subsidiary  tables.  Surgeon- 
Lieutenant-Colonel  Lawrie’s  cases,  which  he  computes  at 
45,000  chloroform  administrations,  are  not  included  in  these 


statistics,  nor  are  the  reputed  several  thousand  successful 
ether  administrations  unmarked  by  a fatality  of  the  London 
ansesthetists. 


I 


'Table  A.— Hospitals— Number  of  'Ti.mes  the  'Various 
Anaesthetics  HaVve  been  used. 


Name  of  liospital. 

Chloro- 

form. 

Elhei’. 

A.C.E. 

Co.  Antrim  Iiifinnary  

_ 



320 

Akvab  General  Intinnary  ami  CJeneral 

150 

Hospital I 

Ashton-under-Lyne District  Intirmarv 

259 

7 

9 

Belfast  Hosiiital  for  Sick  Children  ... 

1000 

— 

— 

St.  Bartholomew's  Hospital.  Chatham 

224 

1392 

— 

Iiifirmarv  and  Dispensary,  Bolton  ... 

243 

4 

3 

Boston  Lunatic  Hospital  

— 

100 

— 

Biidport  Cottage  Hospital  

400 

— 

— 

Hospital  for  Sick  Children,  Brisbane.  1 

350 

Queeiisliiml  \ 

50 

General  Hospital,  Bristol  

Dispensary  Hospital,  Bury,  Lancs 

Cancer  Hospital,  London  

Cardiff  Infirmary,  Cardiff  

Derbyshire  General  Infirmary 
Devon  and  Exeter  Hospital,  Exeter  ... 
Dewsbury  and  District  General  In- 

tinnary  1 

General  Infirmary  and  Dispensary, 

8950 

420 

50 

252 

123 

217 

245 

22 

n 

30 

961 

316 

589 

11 

42 

298 

42 

Doncaster  i 

Foo-chow  Native  Hospital  

Infirmary,  St.  Geor^e's-in*t he-East  ... 

800 

— 

— 

15 

25 

— 

St.  George's  Hospital,  Fulham-road ... 
Kentucky  Institution  for  Education  ^ 

50 

50 

— 

and  Training  of  Feeble  - minded 
children ' 

4 

— 

— 

Kidderminster  Infirmary  and  Chil-  ( 

93 

38 

drcn’.s  Hospital 1 

Lancaster  Infirmary  

296 

4 

— 

Ledbury  Cottage  Ho.spital  

3 

69 

— 

North  Lonsdale  Hospital  

325 

— 

— 

County  Louth  Infirmary  

St.  Luke’s  Home  for  the  Sick,  Uich-  ( 

120 

3000 

60 

200 

80 

mond,  Virginia,  U.S.A.  t 

Maine  General  Hospital,  Portland,  \ 

Maine  S 

Miller  Hospital  and  Koyal  Kent  Dis-  ( 

22 

120 

2461 

8 

pensary  i 

Milton  Abbas  Cottage  Hospital 

2 

— 

Montrose  Koyal  Infirmary  

1000 

— 

— 

Great  Northern  Central  Hospital 

267 

— 

— 

Naval  Hospital,  Chelsea,  Mass. 

5 

95 

— 

North-Bastem  Hospital  for  Children, 

3135 

7 

Hackney-road,  E.  ..  S 

Nortli-West  London  Hospital,  Kentish  ( 

96 

864 

Town,  N.W t 

Ophthalmic  Hospital,  Madras 

4156 

— 

Koyal  London  Ophthalmic  Hospital,  f 
Moortields  S 

825 

1507 

58 

Poplar  and  Stepney  Sick  Asylum 

300 

— 

— 

Koscommon  County  Infirmary 

285 

— 

10 

Koyal  Cornwall  Infirmary,  Truro 
Koyal  Infirmary,  Glasgow  : — 

490 

200 

10 

— 

Dr.  Cameron  

— 

— 

Dr  Dunlop,  Wards  15,  23,  24 

3380 

120 

— 

Dr.  Knox,  Wards  27,  23,  19  

1700 

50 

— 

Dr.  Lothian,  Wards  13, 14,  and  Burn  ( 
Wards f 

155 

2 

- 

Dr.  Macewen,  Wards  21,  22,  29 

3600 

— 

— 

Dr.  Morton  

500 

— 

— 

Dr.  Newman,  Throat  Ward 

9 

— 

Dr.  Stirton  

450 

50 

— 

Koyston  Hospital 

— 

— 

Salisbury  Inlirmary  

a52 

38 

22 

Salop  Eye.  Ear,  and  Throat  Hospital... 

107 

— 

— 

Samaritan  Hospital  forWomen,  Belfast 
St.  Sa\  iour’s  Union  Infirmary,  East  t 

1240 

127 

30 

— 

I)ulwich  Grove,  S.E S 

Sheffield  Children’s  Hospital 

State  Insane  Asylum,  Howard,  KIhhIc  ( 

2150 

50 

10 

- 

Island,  U.S.A ..  ( 

.State  Almshouse,  Howard  Royal  In-  ) 

25 

firinary,  U.S.A j 

Slate  Workhouse,  Howard  Royal  In-  I 
lirmary,  U.S.aI 1 

- 

12 

- 

State  Prison,  Howard  Koyal  In-  ^ 

20 

firmary,  l'.S..\ \ 

(State)  Iteform  School,  Howard  Koyal  ( 

13 

Infirmary,  U.S.A \ 

Sussex  County  Hospital,  Brighton  ... 
United  States  Marine  Hospital,  ) 

671 

28 

119 

202 

561 

Boston.  Mass.,  U.S.A t 

Victoria  Infirmary,  Verdin  Park,  f 

Northwich,  Cheshire ( 

Hospitals  for  Insane,  Melbourne, 

Victoria . 

Hospital  for  tlie  Insane,  Sunbury,  f 

1 

Victoria t 

Hospital  for  the  Insane,  Ararat,  ( 

4 

Victoria t 

Lunatic  Asylum,  Kew,  Victoria  ... 

— 

— 

— 

Yarra  Bend  Asylum  

4 

— 

1 
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Table  A — continut'd. 


Name  of  hospital. 

Chloro- 

form. 

Ether. 

A.C.E. 

Village  Hospital,  Hambrook,  nearl 

10 

40 

Bristol  f 

West  of  England  Bye  Infirmary,  ) 

237 

237 

— 

Western  Kentucky  Lunatic  Asylum... 

12 

— 

_ 

Westminster  Hospital  

48 

165 

— 

Wirral  Children’s  Hospital,  Birken- ) 
head  f 

390 

10 

- 

(Name  not  given) 

Continental  Hospitals 
Chirurg.  Universitats  Klinik  in-, 

Bonn  1 

Chirurg.  Universitats  Klinik  in  V 

442 

262 

_ 

_ 

_ 

Bostock 1 

und  Johannes  Hospital  in  Bonn...'' 

Chiriirgische  Klinik  in  Krakau 

- 

— 

— 

Chirurgische  Klinik  in  Kbnigshurg 

4200 

— 

— 

Konigl.  Chirurg.  Polyklinik  und  ( 

2000 

Kngl.  Universit.  Kinderklinik  ...  ( 
Clinique  Chirurgicale  de  I’ecole  de  ( 

550 

Mddecine  de  Toulouse  t 

Chirurgische  Universitats  Poly-) 

klinik  in  Berlin,  Chir.  Klinik  in  / 
Giessen,  Chir.  Klinik  in  Zurich  ...  j 

12,500 

Totals 

64,693 

9380 

1163 

In  Table  Aa  is  given  a similar  statement  with  regard  to  the 
less  commonly  used  anasstlietics.  In  Table  B are  recorded  the 
actual  numbers  of  cases  in  which  the  various  anesthetics 
have  been  employed  and  reported  to  us.  The  table  shows  at 
1 a glance  the  relative  frequency  with  which  the  various 
anesthetics  are  used. 

In  considering  Table  B it  must  be  remembered  that  many 
of  the  less  well-known  or  less  used  anesthetics  are  omitted 
by  observers  in  giving  their  returns.  Cocaine  is  very  largely 
employed  here  and  abroad,  yet  only  a few  cases  are  reported 
to  us.  In  the  same  way  nitrous  oxide,  which  must  be  used 
very  many  thousands  of  times  each  year,  is  represented  by  a 
report  of  227  cases.  No  dental  hospitals  sent  any  full 
returns  to  The  Lancet,  so  that  the  trivial  numbers  given 
should  be  ignored. 

j Table  C requires  no  detailed  description.  It  affords 
information,  general  rather  than  exact,  concerning  the  use  of 
the  various  anesthetics  abroad.  The  returns  from  the  Con- 
tinent were  very  inadequate ; thus  no  ether  cases  are  returned 
from  Switzerland  or  Germany,  although  a large  number  are 
given  in  Gurlt’s  statistics. 

In  Tables  D and  Dd  are  given  a list  of  the  “untoward” 
i cases  returned  from  the  various  hospitals  (Series  C-1), 
arranged  so  as  to  show  their  proportion  indifferent  hospitals, 
and,  secondly  (Table  Dd),  the  proportion  of  untoward  cases 
occurring  under  various  anassthetics.  In  many  cases  the 
j returns  were  given  generally  as  “ several,”  no  precise  figures 
: being  offered. 


Table  A a. 


Name  of  hospital. 


Cancer  Hospital  

Ashton-under-Lyne  District  Infirmary 
St.  Bartholomew's  Hospital,  Chatham 

Bolton  Infirmary  

Bury  Hospital  (Lancashire)  

Cardiff  Infirmary  

Derbyshire  General  Infirmary  

Doncast  er  General  Infirmary  

North-East  London  Hospital  

Ophthalmic  Hospital,  Madras  

Ophthalmic  Hospital,  Moorfields 

Royston  Hospital  

Salisbury  Infirmary 

Salop  Bye,  Ear,  and  Throat  Hospital  ... 
Samaritan  Hospital  for  Women  (Belfast) 

Sheffield  Children’s  Hospital  

Sussex  County  Hospital 

Victoria  Infirmary,  Northwich 

Western  Kentucky  Lunatic  Hospital  ... 

Westminster  Hospital  

Krakow  Hospital  

Bonn  Klinic  Bostock  

Totals  


at 

a 


50 


24 


708 


15 

2 


23 

108 

6i0 

81 

441 


733 


■5o«-r 
S-g  5 


0 . 
•So  g S 

CO  L.  fe-ft 

§3  ot 

o.a-2 


(D'O  o 

■S  k = 

t-a 

S o o 


I S 


210 


28 

8 


18 


14 


— I 28 

50 
85 
64 


227 


100 


100 


64 


25 


6050 

6285 


© 

35 


52 


13 

2 


3646 

200 


\ Billroth's 
7 1600 


5513 


Table  B.— Total 

OF  Comparative 

Number  of  T 

Chloroform  

64,693 

Ether  

9,695 

A.C.E 

1,165 

A 

fChCl'i  and  ether 

...  ii\ 

h £ 

Ether  and  ChCl;) 

...  3898 

32- 

Nitrous  oxide  and  ether 

...  708  ]■  

6,321 

j Chlor-amyl  

...  100 1 

(Billroth’s  mixture  ... 

...  16C0j 

. - Bichl.  methylene 
S 01  S I Nitrous  oxide 
5 g -g  J-Bthidene  Chloride 

O § -Q  I Cocaine  

^ ChCln,  followed  by  et  her 
Ether,  followed  by  ChCl 
ChCl;),  followed  by  ether,  or  net  term 
(Not  .specified) 


6771 

227  1 

14  f 

...  921 

3j 

8285  1 

84C0 

46  f 

61 J 
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Table  C. — Table  Showing  Fke(juency’  of  the  Use  of  An.esthetics  in  Various  Countries. 


'C 

>» 

. 

— 

ChClj. 

Ether. 

A.C.E. 

'S 

eS 

5 

5 

5 

5 

e5 

Nitrous  ox. 
and  E. 

Billroth’s 

mixture. 

Cliloro-amyl 

Bichl.  meth. 

Niti*.  oxide. 

Cocaine. 

Ethidene 

chloride. 

0 ^ 
X 

0 

E.  followed  b 
ChClj., 

ChCl;,  fol- 
lowed by  E.  0 
I’jcf  versa 

Name  of  an;e: 
thetic  alter- 
nated not  give 

England  

22,596 

5746 

740 

15 

3846 

708 

100 

594 

227 

8 

235 

46 

61 

Wales 

252 

316 

— 

— 

52 

— 





— 







— 

— 

— 

Scotland  

10,994 

222 

— 

— 

Ireland  

2,645 

60 

420 

— 









60 

— 







— 

— 

— 

France  

550 

- 

Germany  and  ) 
Switzerland...  f 

18,700 

- 

- 

- 

- 

- ■ 

— 

_ 

- 

- 

- 

- 

8050 

- 

- 

Poland  

— 

— 

— 

— 



1600 



— 



_ 



— 

— 



India 

4,156 

— 

— 

— 

• 



23 





14 

— 

— 

— 

— 

Burmah  

150 

— 

— 

— 

— 







— 

— 



— 

— 



China 

800 

— 

— 

Australia 

359 

— 

1 

— 









— 



United  States ... 

3,049 

3138 

2 

— 

- 





_ 

3 

_ 

_ 

— 

— 



(No  name  given) 

442 

662 

- 

- 

Table  D. — Hospitals. — Relative  Number 


OP  Untoward  Cases  under  the  Different  An.esthetics, 
with  Totals. 


Name  of  hospital. 

Chloroform. 

Ether. 

A.C.E. 

Other  mixtures. 

Other  aiijcstlieties 

Total. 

HovSpital  for  Sick  Children,  Brisbane,  Queensland 

1 



— 



1 

Derbyshire  General  Hospital  

2 

— 

— 

— 

2 

General  Infirmary  and  Dispensary,  Blackburn  

Several  ('/  No.) 

— 

-- 

— 

— 

Goculdass  Tejpal  Native  General  Hospital,  Bombay 

Several  (l-'No.) 

— 

— 

— 

— 

Kent  and  Canterbury  County  Hospital  

— 

1 

— 

1 

Lancaster  Infirmary  

Several  (l-'No.) 

— 

— 

— 

County  South  Infirmary 

4 

— 

— 

— 

4 

Miller  Hospital  and  Royal  Kent  Dispensary 

1 

— 

1 

— 

— 

2 

North-Eastern  Hospital  for  Children,  Hackney-road,  E.  .. 

— 

— 

— 

— 

— 

— 

Heigate  and  Kedhill  Cottage  Hospital 

— 

— 

2 

— 

— 

2 

Roscommon  County  Infirmary 

Royal  Infirmary,  Glasgow : 

Dr.  Dunlop  Wards,  15,  23,  24  

*1 

— 

*1 

— 

2 

2 

— 

2 

Hoyston  Hospital  

- 

Ether  and  chloro- 
form 2 

) 

i 

2 

St.  Saviour’s  Union  Infirmary,  East  Dulwich  Grove 
Salop  Bye,  Bar  and  Throat  Hospital  

6 

t2 

— 

8 

— 

— 

— 1 

Chlor-amyl  2 

2 

Sussex  County  Hospital,  Brighton  

3 

— 

2 

— 

5 

Tunbridge  Wells  Eye  and  Ear  Hospital  

3 

1 

— 

— 

— 

4 

United  States  Marine  Hospital,  Boston,  Mass 

Hospitals  for  Insane,  Melbourne,  Victoria: 

— 

6 

— 

— 

— 

6 

Yarra  Bend  Asylum  

— 

— 

1 

- 

— 

1 

Hospital  for  Women,  Nottingham  

Continental  Hospitals: 

A few  cases  (yNo.) 

— 

— 

— 

Cliirnrgische  Klinik  in  Krakau  

— 

, — 

— 

Billrotli's  mi.xtiire  1 

— 

1 

Clinique  Chirurgicale  de  I’^cole  de  Medecine  de  Toulouse 

3 

— 

— 

— 

— 

3 

Totals  

1 24 

12 

7 

3 

2 

48 

Table  D d.— Untoward  Cases. 


Chloroform 24 

Ether 12 

A.C.B  ...  .....  7 

Ether  and  ChCla  2 

Billroth’s  Mixture 1 

Chlor-amyl 2 

Total  48 


In  same  patient  at  four  days'  interval. 


t In  same  patient  on  separate  occasions. 
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Series  C,  II. 

Statistics  from  Private  Practice. 


In  response  to  the  Inquiry  Forms  sent  out  by  The  Lancet,  much 
valuable  information  was  obtained  bearing  upon  (I)  the  frequency 
with  which  the  various  anaesthetics  are  used  in  private  practice ; (2) 
the  methods  most  in  vogue  ; (3)  the  kind  of  operations  nudertakeii  ; 


(4)  the  deaths  under  the  anajstlietics  ; (5)  the  “ untoward  cases  ” met 
with  under  the  ana;sthetic.  As  tlie  uames  of  tliose  who  supplied  the 
information  were  given  in  confidence,  they  have  been  replaced  by 
numbers. 


No. 


Anssthelic  and  method  used. 


10 


15 


18 


19 


24 


26 


Chloroform  (on  lint). 
>1  » 
Ether  (Clover). 


C Chloroform  (on  linf). 

4 Chloroform  (Clover's  inhaler). 

C Methylene  (.lunker's  inhaler), 

f Chloroform  (lint). 

\ A.C.E. 

Chloroform. 

Chloroform  (Skinner's  frame  or  lint). 
Chloroform  (Skinner's  frame). 


Average 
number  of 
cases 

per  annum. 


Kind  of  operations  for  which  used. 


Chloroform  (on  towel). 


Chloroform  or  A.C.E.  (Stevens'  inhaler). 
Chloroform  (Stevens’  inhaler). 

Chloroform  (on  lint), 
o o 

Chloroform  (Skinner’s  inhaler). 

Ether  (Clover’s  inhaler). 
Bichloride  of  methylene  (Junker’s  inhaler). 
Ether  (Clover's  inhaler). 

o o •) 

Chloroform. 

Chloroform  (Skinner’s  inhaler  or  towel). 
Chloroform  (towel). 

Chloroform  (Skinner’s  inhaler). 
Chloroform  (towel). 

Methylene.  ? method. 

Chloroform  j ; Ether 
Chloi'oforin  and  ether  (folded  napkin). 
Chloroform  (Skinner’s  fchaler). 


Chloroform  or  A.C.E.  [sometimes]  (handkerchief). 
Chloroform  (on  handkerchief). 


Chloroform  (towel  and  mask). 
Chloj'oforin. 

Chloroform  (on  towel). 
Chloroform  (wire  inhaler  with  tlanncl). 
Cl)loidl’orni  (Ski)inei'’s  mask). 

Ether  (Clover’s),  Chloioform  (lint). 
Chloroform  (on  lint). 

Ether  with  nitrous  o.xide  (Clover's  inhaler). 
Ether  (Clover's  inlniler). 

Gas  and  ethei’. 

Ether  (Clover’s  inhaler). 

Ether  (Clover’s  apparatus). 

Chloroform. 

Chloroform  (handkerchief  or  felt  eoiie). 
Chloroform  (on  lint). 

Chloroform  (Junker  and  lint). 

Chloroform  (on  lint). 


Chloi'oform  (ha)idkerchief). 
Chbnoforin  and  nudhylic  alcohol. 
Chloroform  (Junker’s  inhaler). 
Chloroform  (Snow’s  inhaler). 


240 

20 


45 

117 

50 


400 


? 

280 


1882-82,  500 
siib.se- 
luently  25. 

50 


Li  gature  of  external  iliac. 
Surgical  cases. 


Midwifery. 

Ovariotomy  (pelvic),  midwifery. 

General  operations. 

For  wound  of  scrotum. 

Circumcision. 

General  and  midwifery. 
Kemoval  of  dead  foetus. 
Scirrhus  of  breast. 

Pus  in  joint. 

Fibroma  of  uterus. 
Ruptured  gall-bladder. 
Cripple  (amputation). 
Operations  on  children. 
Circumcision. 
Amputation  of  Penis. 

Removal  of  tumour  of  breiist. 
Foot  torn  olf  by  machinery. 

Diseased  bone. 


e n 
!-§ 
iz; 


Anumtation  of  gangrenous  toe. 


Midu  ifery, reducing  dislocations. 
Soundiug  for  stone. 

Removal  of  carious  finger. 
General  oiieraUons. 
Ovariotomy. 

Jlidivifery  (forceps). 
Dentistry  and  minor  operations. 
Forcible  catlieterism  for  urethral 
stricture. 

Chietly  midwifery. 

? For  tumour. 


Number  of  dangerous 
eases. 


No  casualties ; several 
times  seen  respiration 
sto)) ; has  rallied 
patient. 

More  than  one  ease. 


I More  than  one  (infants 
j J and  old  man). 

} “ 


12 

Midwifery  and  minor  opei'ations. 

Removal  of  fatty  tumour. 

50 

Amputations  and  dislocations. 

For  phimosis. 

150 

General  operations. 

Exploratory  examination  of  hip 
disease. 

400 

Midwifery  and  abdominal  sections. 

Kemoviil  of  large  thyroid  I 

Lumbar  colotomy.  / 

62 

General  operations  and  teeth 
extractions. 

— 

— 

30 

(iiMiLMal  oiicratioiis  ami  midwifery. 

20 

, Midwifery  amlgeneral  oi)eralions. 

4b 

Dental  midwifoy  (occasionally) 
ami  geuo'al  operations. 

400 

Uplitlialinic  operatious. 

Enti’0])ion. 

0 or  70 

Midwifery  and  small  operations. 

Teeth  c.\ti')ieted. 

Midwifery,  surgioil,  dental. 

... 

For  necrosis  of  tibia. 

Several  raises. 
1 


2j 

Several  other  eases. 
(Nuniljer  not  given) 


More  than  one. 
1 
3 


A few. 

Seveial  easea. 


Several. 

1 

1 


-.1 
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Statistics  fkom  Pbivate  Vb.kctic\^— continued. 


■ 

Average 

o 

No. 

Anffi.sthelie  and  method  used. 

number  of 
eases 

Kind  of  operations  for  which  used. 

Cl 

S g 

Number  of  dangerous 
cases. 

per  annum. 

26 

A.C.K.  ini.xturo  (.Skinner’s  inhaler). 

Midwifery  (rarely),  never  for 



dislocations,  reduction  of 

fractures,  &c. 

Chloroform  (on  lint). 

Tenotomy  for  strabismtis. 

1 

” 

... 

ficirrhus  of  breast. 
For  ciineer  of  breast. 

} 

3 

27 

Ether  (Clover’s  inhaler). 

65 

(ieneral  operations. 



Cliloroforin  (lint). 

— 



— 

Ether  at  tirst,  then  cliloroform. 

Blind  fistula. 

1 

2» 

Chlorofortn  (hatulkerchief  or  lint). 

2.1 

.Midwifery:  general  operations. 



Cliloroform  (on  lint). 

... 

For  haemorrhoids. 

1 

2'J 

Clilorolonu  or  nitrous  oxide  (lint). 

17.3 

All  cases  needing  it;  parturitions. 



..  ,,  ,,  ,, 

\ fewcases:  No.  not  yivon 

30 

Cliloroform  [children]  (cone);  A. C.E.  [adults]  (cone) 

20U 

Midwifery  and  general  operations. 



A.C.E.  mi.xture  (in  conei. 

For  vascnliir  growth  of  itrethr.i. 

] 

2 

>» 

Hteniorrhoids. 

/ 

31 

Chloroform  and  ether  ; chloroform  (pulmonary  or 

731) 

Gyna'cological. 



— 

renal  disease). 

Methylene. 

Gynaecological. 

} ^ 
1 

Ether  (Ormsby’s  inhaler). 

••• 



32 

Chloroform. 

••• 

Gynaecological. 

Ether. 

For  removal  of  sloughing  fibroid. 

1 

— 

33 

Ether  (Clover’s  inhaler). 

luo 

Surgical  operations  (minon. 

Chlorofortn  (Skinner’s  inhaler). 

Dislocations  of  shoulder. 

1 

— 

-- 

34 

Ether  (Clover’s  inhaler). 

SurL;i(*;il  cases.! 

„ „ „ 

• •• 

.Stratignlating  hernia. 

1 

3fl 

Removal  of  sarcoma  frotn  side 

1 

of  chest. 

Ether  (morphia). 

Excision  of  j.aw. 

1 

— 

30 

Ether  (Clover's  smaller  inhaler). 

300 

General  operattons. 

Chloroform. 

Amputatioti  of  finger. 

1 

37 

o 

... 

Naivus  (infant's  head). 

- 

— 

38 

>» 

KtluT  (Clover’.s  inhaler)  for  cases  over  twelve 

Between  3o0 

Surgical. 

years. 

:intl  400. 

Chloroform  (lint). 

Midwiferv. 



Forcibly  straightening  a talipes 

1 \ 

cquiiiovanis. 

» y* 

Fracttire  of  leg  and  wounds  oti 

1 

face. 

„ „ 

For  re-introdnetion  of  catheter 

1 

into  rujitured  urethra. 

^5 

Ether  (Clover’s  smaller  inhaler). 

••• 

For  abscess  iti  mouth  with  c.ariotts 

i‘ 

tooth. 

For  oiieniiig  jiyaemic  abscess  in 

ll 

shoulder-joint. 

39 

Chloroform. 

271 

All  kinds  of  midwiferv. 



— 

Chloroform  (wire  frame). 

— 

Tracheotomy  forcancerof  larynx. 

1 1 „ 

4U 

Chloroform. 

Pyothorax. 

„ 

Cystotomy,  for  cystitis  due  to 

1 

hilharzia  liteiiiatohia. 

41 

Chloroform  (oti  towel). 

20  (ahout). 

General  operations,  occasionallv 



— 

midwifery. 

yy 

Pain  from  stone  iti  ureter 

n 

(drunkard). 

Puerperal  convulsions. 

1 J 

42 

Chloroform  (Skinner’s  mask),  rarely. 

20 

Midwifery. 

None. 

Ether  (cone  or  towel),  more  often. 

— 

— 



Ether  and  chloroform  (Clover’s  smaller  apjiaratus). 

• •• 

General  operations. 



— 

usually  (4  pts.  to  1 pt.). 

Ether  and  chloroform  (4  pts.  to  1 pt.). 

— 

Strangulateil  ttinhilical  hernia, 

I 

severe. 

43 

Methylene  (leather  case  with  towel). 

61 

General  operations  and  teeth. 



Chloroform. 

Pytetiiia. 

1 

Methyletie  (leather  case  with  towel). 

2 (uhoiil). 

44 

A.C.E.,  1,  2,  3 parts  (folded  lint). 

50  to  1(10 

General  operatiotis  and  midwiferv. 



(?) 

1 

45 

Chloroform  (towel  or  hatidkerchittf). 

300 

Midwifery  and  operations,  itn- 



portuut  utid  minor. 

46 

Chlorofortn  (towel  or  handkerchief). 

.\  very  few  (number 

not  given). 

4 7 

Chloroform  (twenty  years)  (flannel  over  frame). 

• •4 

1 Surgical  operations,  reductioti 



A.C.E.  mi.xttire  (flannel  over  frame). 

444 

of  dislocations,  hernia,  mid- 



Ether  (Clover’s  inhaler),  sometimes. 

... 

1 wifery,  iiml  feu*  diiu^nusis  iu 
J abdominal  conditions. 

~ 

48 

Chloroform, 

(?) 

\ 

•i 

A.C.E.  mi.xttire. 

4(4 

(?) 

(?) 

4.4 

(?) 

General  (ti umber  not 

given). 

4*J 

Chloroform  (Lister’s  method,  towel). 

16 

General  oiicratlons. 

— 

I'aiigcr  due  to  seeundaiy  causes  rather  than  to  aiia;jthetic. 
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Statistics  from  Pkivatr  Practice — continued. 


Average 

0 , 

Nil. 

Anil'  thetic  and  method  used. 

number  of 
cases 

Kind  of  operations  for  which  used. 

Number  of  dang^erous 
cases. 

per  annum. 

0 'T3 

r.o 

Chloroform  (towel). 

External  urethrotomy. 

1 



Chloroform  (towel  or  mask  of  lint). 

... 

(?) 

6 

52 

Chloroform  (lint  or  frame  with  flannel). 

... 

All  cases,  except  midwifery. 

— 

— 

Ether  (Clover's  inlnaler). 

— 

— 

— 

— 

53 

Chloroform  (towel  and  Skinner’s  inhaler). 

25 

General  operations  and  midwifery. 

— 

— 

A.C.  E.  mixture  (muzzle  inhaler). 

— 

— 

— 

54 

Elher  and  ehloroform  [equal  parts]  (on  towel). 

15 

General  operations  and  midwifery. 

— 

— 

55 

Squibb  s ether  and  chloroform  (open-wove  flannel  on 

200 

General  surgery,  obstetrics  and 

— 



frame). 

gynaecology. 

i>6 

Ether  (cone). 

luo 

General  surgery  and  midwifery. 

— 

— 

ff  tt 

(?) 

Patient  etherises  badly 

whenever  obstructive 
dyspnoea  is  present. 

57 

Chloroform  and  ether  [equal  parts]  (lint  and  cone). 

50 

Tooth  extraction  and  midwifery. 

— 

— 

58 

Chloroform  (eone-shai)eil  towel). 

50 

Surgical,  dental  and  obstetrics. 

— 

— 

Chloroform  (towel ). 

E.xti-action  of  teeth. 

Some  (number  not 

given). 

CO 

Chlor.  form  (towel  folded  or  single). 

10  J 

General  operations. 

— 

— 

Cl 

Chloroform  (handkerchief). 

6.0 

Minor  operations  and  midwifery. 

— 

— 

Elher  (cone  and  towel). 

Surgical  cases. 

— 

— 

62 

Ether  (towel  cone). 

Removal  of  ovarian  cyst  without 

1 

— 

.adhesions. 

63 

Cocaine. 

Eye  operations  : small  growths. 

— 

— 

Chloroform  (towel  or  handkerchief). 

130 

Cireumeisiou,  rectal  and  uterine 

— 

— 

polypi,  hajmorrhoi ds’,  teeth, 
tracheotomy,  pharyngeal 
growths,  abscesses,  dilatation 
of  cervical  canals,  rectal  ulcers, 
hare  lip,  &c. 

Chloroform  (on  towel). 

... 

Circumcision. 

^ 2 

Chloroform  (on  handkerchief). 

... 

Dilatation  of  cervical  canal. 

J * 

64 

Chloroform  (folded  napkin). 

(?) 

— 

— 

Ether. 

... 

Failure  of)  , .. 

heart 

- 

— 

Chloroform  (on  napkin). 

• •• 

For  cataract. 

} 

Methylated  chloroform  (on  napkin). 

For  reduction  of  dislocation. 

C5 

Chloroform  (sponge  in  cage  w’ith  mouthpiece). 

220,  1850-52. 

General  c.ases  and  midwifery. 

— 

— 

15  since 

1852. 

06 

Chloroform  (folded  handkerchief,  Junkci’’s  inhaler, 

150 

All  surgical  operations  except 

— 

— 

lint). 

cataract  .and  iridectomy  ; mid- 
wifery three  times. 

Chloroform  (Junker’s  inhaler). 

... 

Removal  of  enlarged  and  ulcer- 
.ated  scrofulous  glands  of  neck. 

■1 

Chloroform  (folded  lint). 

• •• 

Lateral  lithotomy. 

Chloroform  (Junker’s  inhaler). 

»»  >» 

1 

... 

Excision  of  epithelial  cancer 

M 

from  lip. 

) 

67 

Chloi'oform  (towel  or  lint). 

6 

Operations  and  midwifery. 

— 

— 

68 

Chloroform  (towel  or  small  flannel  inhaler). 

20 

General  operations  ; midwifery 

— 

— 

(occasional). 

69 

Chloroform. 

... 

For  opening  knee-joint  for  acute 

1 

suppuration. 

70 

Chloroform  (Esmarch’s  inhaler). 

300 

Midwifery,  diseases  of  women. 

— 



laparotomies,  &c. 

if  f9 

Fistula  in  ano. 

1 

if  it  a 

— 

(?) 

... 

others  less  serious 
(number  not  given). 

71 

Chloroform  onli/  (small  towel). 

300 

General  surgery,  all  casesoperated. 

— 

— 

72 

Chloroform  (small  towel). 

(?) 

4 

73 

Chloroform  (on  towel  held  over  fac<^  so  as  to  allow 

(?) 

All  cases ; midwifery  (instru* 

— 

— 

administrator  to  see  face  without  removing  towel). 

mental  labours). 

74 

Chloroform  (towel). 

... 

For  exploratory  incision  and 

1 



removal  of  sarcomatous  facial 
tumour. 

75 

Chloroform  (Rdded  lint  or  on  lint  expanded  in  wire). 

129 

All  major  operations. 

— 

Cocaine  [e.ve  cases]. 

— 

— 

— 



Chloroform  (lint). 

Amputation  (large). 

I 

it  ti 

Large  tumour  of  jaw. 

1 4 

it  ti 

... 

Lithotomy. 
Tumour  of  jaw. 

/ 

7C 

Chloroform,  genei-ally  with  morjdiia  hypodermically 

600 

Surgical  operations  and  midwifery. 

— 

— 

(formerly  cup  inhaler,  now  flannel  on  wire  frame; 

(formerly), 

Junker  s aj>j)aratus  [midwifery]). 

100  (now). 

Several  cases. 

Chloroform. 

(?) 

77 

Chloroform  (formerly). 

12 

— 

— 

— 

A.C.E.  mixture  (cone  of  spongiopiline,  lint  Inside). 

— 

■■ 

— 

— 

Chloroform  (cone  with  lint  in  it), 

... 

Reduction  of  dislocation  of  little 

1 

finger. 

78 

Chloroform  (handkerchief  or  lint). 

• •• 

General  operations  aud  instru- 

— 

— 

mental  midwifery. 

The  Conclusion  of  the  Commission. 
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Statistics  fkom  I’uiyate  1’uactice — continued. 


No. 

Anaesthetic  and  method  used. 

Average 
number  of 
eaies 

per  annum. 

Kind  of  operations  for  which  used. 

Number  of 
deaths. 

Number  of  dangirous 
cased. 

79 

Ciiiorofonn  (Skinner’s  inh.iler). 

ICO 

General  operationsand  miilwil'erv. 



Kther  [occasionally]  (Clover’s  apparatus). 



— 

— 

— 

80 

A.C.E.  mixture  (lidded  napkin). 

45 

, General  opertitions  chiefly. 

— 

— 

81 

Chloroform  [midwifery]  | AuuT.can  mhaler. 

Keduetioii  of  disloeatioii8» 
excisions,  midwifery. 

82 

Clilurolorui  (handkerchief  giving;  patient  plenty 

of  air. 

loneral  operationsand  midwifery. 

88 

(?) 

... 

Several  eases. 

84 

Chloroform  (napkin  or  handkerchic'f). 

Midwifery  and  minor  operations. 

— 

— 

H5 

Killer  (Oruisby's  inlialer). 

75 

Midwifery,  siniide  and  cai»iial 
operations  ; al)di>minal  sections. 

— 

Chloroform  [midwifery]  (Ormshy’s  inhaler). 

— 

— 

— 

— 

8C 

Chloroform  [1867-72]  (wire  maski. 

— 

— 

— 

— 

Kther  [187.9-89]  (cone  towel). 

7U 

— 

— 

— 

Ether  !tnd  chloroform  (4  parts  to  1 part). 
[1886-89]  (Clover’.s  snnill  inlniler). 

— 

— 

— 

Chloroform  (wire  mask). 

Removal  of  htemorrholds. 

1 

, 19  11  11 

1 . 

... 

Removiil  of  breast. 

1Q2  The  Lancet  and  the  Hyderabad  Commissions  on  Chloroform. 


Tlie  deaths  reported  in  the  foregoing  tables  (Series  C-II.) 
amount  to  11  under  chloroform  and  7 under  ether,  3 under 
methylene,  and  1 under  another  mixture  (ether  4,  chloroform 
1).  We  are  further  told  that  71  more  or  less  dangerous  cases 
occurred  under  chloroform,  but  death  was  avoided — in  3 
when  ether  was  given,  in  2 when  ether  was  first  given  and 
chloroform  afterwards,  and  in  5 when  the  A.C.E.  mixture  was 
employed;  and  some  of  the  observers  speak  of  “several” 
cases  of  danger  under  chloroform  and  “several”  under 
ether.  Chloroform  appears  to  be  most  frequently  employed 
in  general  practice. 

Causes  of  Deaths  under  Anaesthetics. 

It  would,  therefore,  appear  that  in  England  and  Wales 
chloroform  is  responsible  for  a larger  number  of  deaths  and 
of  dangerous  cases  than  is  ether.  In  India,  and  the  Tropics 
generally,  ether  is  not  used,  and  chloroform  is  very  largely 
employed,  with  a very  low  death-rate.  On  the  Continent  the 
death-rate  is  in  favour  of  ether,  but  it  is  at  present  difficult 
to  gauge  the  relative  frequency  with  which  the  two  .‘sub- 
stances are  employed.  In  the  United  States  ether  is  widely 
used,  but  here  again  we  cannot  with  sufficient  accuracy  to 
draw  conclusions  estimate  the  number  of  times  that  antes- 
thetics  in  general  and  chloroform  in  particular  are  used.  In 
Scotland,  as  we  have  above  stated,  there  is  no  reliable  evidence 
of  how  many  deaths  under  chloroform  really  occur,  although 
it  is  believed  that  deaths  are  fairly  frequent  What,  then, 
are  the  causes  of  such  deaths?  It  has  been  pointed  out 
above  that  a considerable  number  of  deaths  occurring  when 
chloroform  or  when  ether  is  employed  are  quite  unprevent- 
able,  as  in  Cases  128,  233,  274,  and  that  many  others  are 
undoubtedly  due  to  inexpert  administration  leading  to  over- 
do.sage ; but  of  the  residuum  what  information  can  be  gained 
as  to  the  manner  of  the  dying  and  the  prevention  of 
fatalities  ? 

Of  the  usually  assigned  predisposing  causes  of  death  under 
anajsUnetics  our  records  appear  to  us  to  demonstrate 
that  chronic  alcoholism,  cancerous  cachexia,  emphysema, 
chronic  renal  disease,  and  cardiac  valvular  disease  cannot 
be  regarded  as  playing  any  important  part.  Fatty  changes 
in  the  heart  substance  are  frequently  reported  in  the 
necropsies  we  have  published,  but  it  must  be  remembered 
that  these  are,  as  a rule,  merely  the  ivgister  of  a generally 
deteriorated  and  depreciated  organism. 

The  Determining  Causes  op  Death  under  Chloro- 
form. 

The  larger  proportion  of  deaths  are  reported  as  having 
resulted  from  initial  heart  failure,  in  opposi  ion  to  the  view 
to  which  the  physiological  researches  of  the  Hyderabad 
Commission  have  led.  That  these  conflicting  views  are 
reconcilable  seems  to  us  to  be  possible,  at  least  in  many 
cases.  The  reporters  of  numerous  cases  refer  to  failure 
of  the  pohe  as  occurring  before  that  of  respiration,  and 
it  is  undoubtedly  true  that,  although  the  pulse  does 
fail,  yet  the  actual  heart  action  continues  for  some 
time  after  pulse  failure.  This  explanation,  however, 
seem  - hardly  to  apply  to  those  cases  of  svdden  death  which 
occur  at  the  commencement  of  chloroform  anaasthesia,  nor 
can  these  deaths  be  explained,  as  is  pointed  out  above,  as 
being  due  to  fright  and  not  to  the  anaesthetic.  The  view 
enunciated  by  the  committee  of  the  Royal  Medical  and 
Chirurgical  Society  is  thus^expressed  : “The  strongest  doses 
of  chloroform  vapour,  when  admitted  freely  into  the  lungs, 
destroy  animal  life  by  arresting  the  action  of  the  heart.”'* 
And  again:  “By  moderate  doses  of  chloroform  the  heart’s 
action  is  much  weakened  for  some  time  before  death  ensues  ; 
re.spiration  generally,  but  not  invariably,  ceases  before  the 
action  of  the  h' art,  and  death  is  duo  both  to  the  failure  of 
the  heart's  action  and  to  that  of  the  respiratory  function.”  ' 

Of  the  causes  of  death  under  the  various  aniusthetics  con- 
sidered above,  the  most  frequent  under  chloroform  would 
appear  to  be  poisoning  of  the  medullary  centres.  In  some 
instances  this  occurred  suddenly,  and  a simultaneous  cessa- 
tion of  the  respiration  and  circulation  took  place.  In  others 
death  arose  from  primary  impairment  of  the  circulation, 
while  in  still  ot.hers  resi)iratory  paralysis  was  the  first  thing 

3 Ki-port  of  the  Coniinllti'e  appointed  liy  tlie  Royal  Medieal  and 
Cfiirui'gioal  Soeiet V,  p 2B.  London:  Adlard.  1864. 

< Ibid. 


noticed.  Under  ether  the  commonest  mode  of  death  was 
from  mechanical  or  other  interference  with  inspiration  lead- 
ing to  asphyxia.  The  initial  heart  failure  reported  to  have 
occurred  under  chloroform  was  not  reported  under  ether. 

The  deaths  under  nitrous  oxide  gas  were  mostly  due  to 
causes  other  than  the  ansesthetic.  In  some  few  cases  the 
condition  of  the  patient  at  the  time  of  the  administration 
appears  to  have  contributed  mainly  in  bringing  about  the 
fatal  result. 

With  regard  to  the  other  aniesthetics,  their  behaviour, 
judged  by  the  clinical  evidence  before  us,  was  much  the  same 
as  that  of  chloroform. 

When  the  wide  differences  in  the  methods  adopted  in 
giving  the  anaesthetic  are  considered  there  seems  little  to  be 
said  in  favour  of  one  method  over  another,  provided  the  all- 
important  condition  of  due  dilution  of  the  chloroform 
vapour  is  insisted  upon.  However,  dropping  chloroform 
upon  lint,  when  done  carelessly  and  at  haphazard,  as  appears 
to  have  occurred  in  some  cases  reported,  is  undoubtedly 
dangerous.  To  achieve  this  dilution,  probably  no  better  plan 
can  be  adopted  than  that  of  using  a simple  linen  cap,  such 
as  Surgeon-Lieutenant-C'olonel  Lawrie  has  employed  with 
such  success,  or  the  use  of  some  apparatus  capable  of 
regulating  the  quantity  of  chloroform  and  of  air  taken  by  the 
patient.  The  main  point  forced  upon  us  is,  we  submit, 
that  more  depends  upon  the  person  giving  the  anaesthetic 
than  upon  the  method  he  adopts. 

These  remarks  do  not,  however,  apply  with  equal  force  to 
ether  in  its  exhibition,  owing  to  the  lighter  character  of  its 
vapour  The  causation  of  deaths  from  ether  is,  as  pointed  out 
above,  in  by  far  the  majority  of  cases  asphyxial  and  due 
either  to  careless  administration  or  to  mechanical  obstruction 
to  respiration — e.g.,  mucus,  muco-pus,  &c  — or  more  rarely 
to  paralysis  of  the  respiratory  centre  in  obstructive  pul- 
monary conditions.  Ether  should  be  given  with  the  utmost 
caution,  and  in  comparatively  small  quantity.  There  is 
evidence  that  such  was  not  always  the  plan  adopted,  so  that 
some  at  least  of  these  deaths  were  due  to  imperfections  in 
the  use  of  the  anaesthetic.  Experience  since  the  formu- 
lation of  the  Royal  Medical  and  Chirurgical  Society's 
report  (1864)  has  shown  that  the  use  of  an  open  metliod  — 
the  employment  of  a towel,  or  cone,  or  sponge — is  not  the 
best  plan  of  using  ether.  When  one  of  the  modern  inhalers 
is  skilfully  used,  although  deaths  are  few,  yet  they  occur 
both  immediately  and  remotely.  Of  the  former  we  have 
already  spoken  ; as  to  the  latter,  it  is  noticeable  that  in  the 
necropsies  after  deaths  from  ether  the  lesions  revealed  are 
not,  as  a rule,  those  which  are  generally  said  to  be  associated 
with  ether  toxicmia — viz.,  pulmonary  and  renal  diseases. 

It  lies  outside  the  province  of  the  present  Report  to 
theorise  or  to  attempt  to  reconcile  the  teaching  of  physio- 
logical research  with  clinical  observation,  but  it  may  here  be 
indicated  that  very  valuable  evidence  is  presented  to  us  by 
the  cases  above  cited  upon  the  points  which  have  been,  and 
perhaps  still  are,  under  open  debate  amongst  both  physio- 
logists and  clinicians.  The  strength  of  the  vapour  of 
chloroform  determines  very  largely  the  manifestations  of  the 
phenomena  attendant  upon  the  inception  of  danger,  or 
ultimate  death  from  that  cause.  Thus,  in  many  ca.scs, 
“ deep  gasps  ” are  described,  which  undoubtedly  led  to  the 
intaking  of  an  overdose,  and  sudden  cessation  of  cardiac  and 
respiratory  action  followed  an  overpowering  dose  given  as  a 
concentrated  vapour,  even  althougli  the  actual  quantity 
taken  was  small  (jf.  Case  159). 

In  other  cases  “struggling'’  led  to  the  same  peril,  as  well 
as  the  additional  one  of  the  imposition  of  a severe  strain 
upon  the  heart  by  fixation  of  the  cliest  walls,  and  muscular 
pressure  upon  the  systemic  veins  (c/'.  Cases  19,  23,  25,  43, 
&c.). 

In  other  cases  a warning  seems  to  have  been  given  l)y 
“stertorous  breathing”  (c)'.  Cases  24,  44,  53,  61,  71,  77, 
&c.),  and  these  appear  to  belong  to  tlie  class  in  whicli  a 
slightly  too  high  percentage  of  vapour  is  inlraled,  or,  what 
amounts  to  tlie  same  thing,  the  e.xpiration  of  the  cliloroform 
[output  from  the  blood]  was  hampered,  while  the  inspiration 
was  continued. 

In  connexion  with  many  of  the  cases  reported  above,  the 
following  extract  from  the  Royal  Medical  and  (fiiirurgical 
Society’s  Report,  from  which  we  have  already  iiuoted,  puts 

the  matter  very  plainly.  It  is  said  : “ it  must  not  he 

supposed  that  in  all  the  cases  ol  death  by  .syncope  a per- 
centage of  the  chloroform  vapour  had  been  administered 
which  was  inevitably  dangerous.  In  the  experiments  upon 
animals  some  died  by  syncope  while  inhaling  much  diluted 
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vapour,  and  in  every  case  the  force  of  the  heart’s  action  was 
much  reduced  for  some  time  before  death.  If,  as  usually 
happened  in  the  experiments  on  animals  with  the  diluted 
chloroform  vapour,  the  respiration  gradually  failed,  whilst 
the  heart  continued  to  beat  with  appreciable  force,  this  con- 
stituted a sufficient  warning  of  approaching  death,  and  upon 
tlie  withdrawal  of  the  vapour  recovery  at  once  ensued.  Few 
if  any  deaths  have  taken  place  in  this  manner  in  the  human 
subject.” 

“If,  on  the  other  hand  (as  sometimes,  but  rarely,  hap- 
pened), there  was  sudden  failure  of  the  heart’s  action,  the 
breathing  still  continuing,  death  supervened,  practically 
without  warning.  This  mode  of  death,  which  was  exceptional 
in  the  experiments  on  animals,  is  the  most  frequent  in  the 
human  subject.”  The  experience  of  the  Hyderabad  Com- 
mission gave  no  evidence  of  this  form  of  death  in  their 
experiments  upon  the  lower  animals,  and  Surgeon-Lieutenant- 
Colonel  Lawrie  had  not  in  his  Indian  practice  met  with  an 
instance  among  human  beings.  In  the  cases  we  have 
reported  it  would  appear  that  such  deaths  do  really  occur  in 
temperate  countries  and  with  frequency. 

The  evidence  in  favour  of  heart  failure  occurring  under 
ether  seems  to  us  to  be  unsatisfactory,  for,  when  syncope 
is  said  to  have  occurred,  it  appears  that  the  violence  of 
the  struggling  was  sufficient  to  have  led  mechanically  to 
heart  failure. 

As  to  death  occurring  during  partial  anaesthesia  from 
surgical  shock  we  submit  there  is  much  evidence  in  the  cases 
we  have  cited  above  to  prove  that  such  an  accident  is 
frequent  and  occurs  alike  under  chloroform,  under  ether,  and 
under  nitrous  oxide. 

A careful  study  of  the  cases  shows  that  both  under  chloro- 
form, ether,  nitrous  oxide,  and  other  agents,  several  deaths 
have  resulted  from  the  operation  having  been  commenced 
before  complete  anaesthesia  had  been  obtained,  or  when  the 
patient  was  allowed  to  resume  consciousness  before  the 
operation  was  completed  (cf.  Cases  28,  50,  66,  166,  and  many 
others). 

The  grave  dangers  of  allowing  respiration  to  be  hampered 
during  the  administration  of  an  anassthetic  are  shown  in 
cases  of  postures  other  than  the  supine,  changing  of  posture 
from  the  supine,  in  empyema,  and  other  causes  (^/.  Cases  36, 
154,  200,  454,  472,  474,  480). 

The  consideration  of  the  nature  of  the  operation  in  progress 
when  death  from  an  anaesthetic  occurred  goes  to  show,  it  is 
believed,  that  the  gravity  of  the  surgical  procedure  is  by  no 
means  a criterion  of  the  amount  of  danger  as  far  as  the 
anaesthetic  is  concerned.  In  the  larger  number  of  fatalities 
the  operation  was  of  a trifling  nature,  and  this  fact  suggests 
the  possibility,  in  some  of  this  number,  of  less  care  and 
precaution,  and  individual  attention  to  the  anaesthetic,  than 
are  associated  with  the  graver  operative  procedures. 

It  has  long  been  held  and  taught  that  parturient  women 
and  young  children  were  almost  exempt  from  the  perils  of 
chloroform,  but  the  reports  before  us,  and  those  supplied  by 
the  tables  derived  from  medical  men  in  private  practice, 
appear  to  negative  this  supposed  immunity. 

It  might  be  hoped  that  the  large  amount  of  information 
afforded  by  our  reports  on  the  subject  of  measures  adopted 
for  resuscitation  would  enable  us  to  indicate  some  very 
definite  and  hopeful  measures  the  adoption  of  which  would 
render  the  chances  of  reviving  animation  at  least  probable. 
In  this  we  are  disappointed.  The  measures  adopted  in  the 
“ untoward  cases  ” appear  to  have  been  followed  out  in  the 
fatal  ones.  The  Report  of  the  Hyderabad  Commission,  as 
well  as  that  of  the  Committee  of  the  Royal  Medical  and 
Chirurgical  Society,  have  insisted  that  the  chance  of  resusci- 
tation depends  upon  the  promptitude  with  which  the  re- 
storative measures  are  adopted.  Possibly  herein,  in  some 


I instances  at  least,  lies  the  reason  of  success  in  one  case  and 
: of  failure  in  another.  The  result  may  depend  upon  an 
I earlier  appreciation  of  danger  and  greater  celerity  in 
I adopting  measures  for  resuscitation.  It  .should  be  remem- 
bered that  even  the  best  restorative  measures  are  dangerous 
unless  wisely  applied.  Probably  artificial  respiration  by 
the  combined  methods  of  Silvester  and  Howard  with 
, the  usual  cardiac  stimulants  (when  any  concurrent  heart 
i failure  exists)  are  the  only  measures  which  need  be  lulopted 
f in  ordinary  cases  of  chloroform  overdosage.  Inversion  when 
! circulatory  weakness  exists  appears  to  be  valuable,  but  to  be 
dangerous  in  all  asphyxial  conditions.  With  regard  to  the 
I employment  of  the  various  alkaloids  or  sedatives  in  con- 
! junction  with  the  general  amesthetics,  it  is  felt  that 
I sufficient  evidence  has  not  been  placed  at  the  disposal  of 
The  Lancet  for  the  matter  to  be  dealt  with  in  this  Report. 

' The  employment  of  morphine  in  combination  with  chloro- 
form, which  Surgeon-Lieutenant-Colonel  Lawrie  has  found  of 
value,  is  lauded  by  many,  but,  on  the  other  hand,  there  are 
others  who  have  found  respiratory  dangers  to  be  more 
frequent  when  morphine  is  used. 

; Cocaine,  Ac. — It  has  been  found  quite  impossible  to  deal 
with  the  various  materials  used  in  the  production  of  local 
amesthesia,  and  although  there  have  been  received  numerous 
reports  of  deaths  under  cocaine  they  have  for  the  above 
reason  been  omitted. 

With  regard  to  the  various  mixtures  of  general  amesthetics 
it  must  be  admitted  that,  with  perhaps  the  exception  of  the 
A.C.E.  mixture,  their  use  is  so  exceptional  that  there  is 
insufficient  evidence  in  their  favour  to  warrant  any  general 
j commendation  or  the  reverse.  Of  nitrous  oxide  but  few 
! cases  of  deaths  or  dangers  arre  reported,  and  when  it  is 
remembered  that  this  amcsthetic  is  used  more  frequently  than 
any  other,  with  fewer  precautions,  and  as  a rule  with  no 
special  preparation  of  the  patient  as  regard  food,  &c.,  its 
safety  .seems  to  be  amply  proved.  Indeed,  an  examination 
of  the  reported  deaths  shows  that  the  gas  could  hardly  have 
been  held  responsible  for  them.  As,  however,  shock  plays  so 
important  a part  in  the  causation  of  deaths  under  amesthetics, 
it  is  most  important  that  full  anmsthesia  be  obtained  when 
this  as  when  other  agents  are  employed, 
j Of  the  other  anesthetics  comprised  in  this  Report  little 
need  be  said  ; the  mortality  under  them  is  too  high  for  their 
I use,  under  present  conditions,  to  be  recommended. 

In  conclusion,  we  subjoin  the  following  deductions  which 
Dr.  Dudley  Buxton  thinks  may  be  drawn  from  the  Report : 

1.  That  the  death-rate  under  anesthetics  heretofore  has 
i been  unduly  high,  and  may,  by  improved  methods  and 

greater  care,  be  lowered. 

I 

2.  That  ether  when  properly  given  from  an  inhaler,  per- 
[ mitting  graduation  of  the  strength  of  tlie  vapour,  is  the 
; safest  anesthetic  in  temperate  climes  for  general  surgery. 

3.  That  nitrous  oxide  gas  should  be  enqiloyed  for  minor 
‘ surgery,  and  should  replace  chloroform  in  dental  surgery. 

I 4.  'That  chloroform,  when  given  by  a carefully  trained 
person,  is  a comparatively  safe  body,  but  is  not  in  any  case 
1 wholly  devoid  of  risk. 

j 5.  That  no  age  or  nation  is  free  from  danger  under  anms- 
1 thetics. 

6.  That  the  perils  of  amesthetics,  however  slight,  demand 
that  the  undivided  attention  of  a duly  qualified  <und  trained 
medical  man  should  be  given  to  the  administration  of  the 
anaesthetic. 
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